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PREFACE. 

In  these  days  of  the  efficiency  engineer,  the  arithmetic  of  a 
business  has  been  given  new  emphasis.  The  practical  man  finds 
his  "figures'^  indispensable;  the  financier,  the  publicist  and  the 
legislator  must  study  their  problems  in  numerical  aggregates.  To 
set  out  the  complex  processes  of  a  large  business  in  accounting 
and  statistical  totals  that  shall  state  the  essential  facts  in  logical 
order  is  no  simple  matter.  The  transportation  industry,  be- 
cause it  was  the  first  to  reach  large  proportions  and  because 
its  conditions  of  operation  were  everywhere  very  similar, 
offered  a  first  field  for  elaborate  accounting  and  statistical  analy- 
sis. The  structure  of  this  analysis  is  not  accidental  but  is  the 
product  of  long  experience  and  careful  thought.  The  act  of  1906, 
which  endowed  the  Interstate  Commerce  Commission  with  ex- 
traordinary powers,  included  a  drastic  provision  for  publicity. 
Wisely  drawing  upon  usage  and  all  sources  of  information  the 
Commission  has  now  set  its  seal  to  a  system  of  accounting  and 
statistics  by  which  the  facts  of  the  transportation  business  of 
the  country  are  set  forth.  Such  a  scheme  of  analysis  of  neces- 
sity discloses  the  anatomy  of  the  railroad  structure  and  the  phys- 
iology of  its  operations  in  a  fundamentally  philosophical  way. 
To  the  student  of  the  railroad  business  it  is  indispensable  as  a 
chart  that  identifies  and  relates  each  of  the  complex  processes. 
Its  use  is  not  limited  to  the  accounting  staff ;  every  employee,  re- 
gardless of  his  department,  should  be  familiarized  with  the  whole 
scale  of  operations  of  which  his  special  duties  are  but  a  part. 
Nor  should  the  scheme  of  accounting  provided  by  the  Interstate 
Commerce  Commission  be  dismissed  by  the  public  generally  as 
highly  technical  matter,  interesting  only  to  those  engaged  in 
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the  routine  of  the  railroad  business,  for  the  principles  here  set 
up  reach  to  wide  economic  and  social  consequences:  Whether 
a  given  expenditure  shall  be  capitalized  or  charged  to  expenses, 
interests  the  public  quite  as  much  as  the  stockholder;  whether 
a  depreciation  charge  shall  be  written  off  of  asset  values  periodi- 
cally or  whether  the  depreciation  shall  be  ignored  can  even  make 
the  difference  between  national  prosperity  or  bankruptcy  in  the 
long  run.  The  scheme  of  railroad  accounting  and  statistics  has 
broken  the  way  into  the  field  of  intelligent,  discriminating  dis- 
cussion of  great  public  questions  resting  upon  economic  founda- 
tions instead  of  leaving  such  questions  to  determination  by  mere 
prejudice  and  opinion.  The  Interstate  Commerce  Commission 
has  arrived  at  the  stage  of  an  economic  court,  presaged  in  legis- 
lative inquiries  and  public  agitation  with  increasing  insistence 
within  the  last  few  years.  The  terms  of  its  reasoning,  which  are 
the  basis  of  its  adjudications,  are,  as  we  have  said,  the  classifica- 
tions of  capital,  of  revenue  and  expenses  which  the  statistical 
bureau  has  evolved.  It  is  intended  to  comprehend  in  these  clas- 
sifications all  the  economic  forces  which  have  play  in  the  trans- 
portation field.  Some  day  there  will  be  a  definition  of  cost  and 
of  value  of  transportation  which  shall  be  built  upon  the  social 
considerations  involved,  so  as  to  stimulate  the  useful  competi- 
tions, pooling  the  accidental  factors  not  within  the  individual 
control  and  eliminating  the  anti-social  competitions  that  make 
for  destructiveness.  Some  day  the  efficiencies  involved,  indi- 
vidual and  social,  will  be  discussed  with  a  precision  and  finality 
that  shall  deserve  to  be  designated  by  that  much  abused  word 
"  scientific.^^ 

In  this  conception  of  the  significance  and  consequence  of  the 
"  Classification  of  Eailroad  Expenses,''  the  present  volume  has 
been  undertaken.  The  intention  has  been  to  make  this  compila- 
tion a  handbook  that  would  be  reasonably  complete  for  all  the 
purposes  of  the  operating  officer  or  for  the  railroad  statistician 
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and  financier.  The  analysis  made  by  the  writer  is  intended  to 
supersede  a  somewhat  similar"  treatment  of  the  "  Classification  " 
published  about  twelve  years  ago  in  the  book,  now  out  of  print, 
entitled  "Railroad  Operations — How  to  Know  Them/^  The 
more  theoretical  part  of  the  writer's  earlier  book,  not  included 
here,  it  is  hoped  to  revise  and  republish  later,  together  with  new 
niaterial.  For  this  handbook,  all  existing  indexes  of  expenses 
have  been  freely  drawn  upon,  and,  notably,  acknowledgment  is 
made  of  that  admirable  index  in  use  upon  the  New  York  Central 
&  Hudson  River  Railroad,  compiled  under  the  immediate  direc- 
tion of  W.  A.  Cormier,  now  Auditor  of  the  Boston  &  Albany 
Railroad.  Abridged  versions  have  been  made  of  some  of  the  texts 
of  the  Interstate  Commerce  Commission  here  reprinted,  as  it  was 
found  impracticable  to  print  them  all  in  full.  The  Classification 
of  Operating  Expenses,  however,  appears  unabridged  and  with 
the  Commission's  later  corrections  incorporated  in  the  text. 

The  criticisms  of  the  Interstate  Commerce  Commission  classi- 
fication have  been  made  in  the  spirit  suggested  by  Mr.  H.  G. 
Wells,  who  entertainingly  proposes  that  men  of  varying  opinions 
should  collaborate  in  the  presentation  of  their  views.  "  I  hope," 
he  remarks,  "  that  some  publisher,  sooner  or  later,  will  do  some- 
thing of  this  kind,  and  will  give  us  not  only  the  text  of  an 
author's  work,  but  a  series  of  footnotes  and  appendices  by  repu- 
table antagonists  .  .  .  People  would  write  twice  as  clearly  with 
that  possible  second  edition  (with  footnotes  by  X  and  Y)  in  view. 
.  .  .  Like  the  tomato  and  the  cucumber,  every  book  would  carry 
its  antidote  wrapped  about  it."  That  the  same  process  should  be 
extended  and  applied  to  his  own  commentary  is  the  hope  of  the 
present  writer,  who  has  become  increasingly  convinced  during 
the  progress  of  his  work  that  no  painstaking  care  can  prevent 
errors  from  appearing  in  the  treatment  of  a  subject  which  has 
already  enlisted  the  best  efforts  of  a  highly  trained  and  intelli- 
gent body  of  men. 
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The  present  form  of  accounting  and  accounting  statistics 
rendered  by  the  railroads  to  the  Interstate  Commerce  Com- 
mission, is  the  product  of  many  years  of  experience  and 
of  most  careful  study.  The  problem  has  been  to  set  out 
in  analytical  exhibits  the  complex  processes  of  a  great 
business.  The  whole  railroad  operation  must  be  considered 
as  a  vast  play  of  causes  and  effects;  the  cause  is  the  effort 
or  money  spent,  and  the  result  is  the  revenue  produced.  To 
identify  and  properly  to  set  each  cause  or  group  of  causes 
against  its  effect  in  order  to  locate  and  weigh  its  particular  con- 
tribution, requires  intimate  knowledge  of  all  the  processes.  The 
statistical  tables  in  their  order  and  relation  set  out  the  whole 
philosophy  of  operations. 

THE   CAPITAL   AND   INCOME   ACCOUNTS. 

Any  business  reduces  in  essence  to  three  terms — outgo, 
intake,  profit.  Outgo  is  the  cause  applied;  intake  is  the  effect 
realized;  profit  is  the  net  effect  sought.  If  all  business  were 
mere  transaction  or  simple  processes  of  making  and  selling  a 
product  at  a  profit,  without  use  of  tools  or  plant,  our  conception 
would  involve  no  complications  beyond  these  fundamental  terms. 
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So  we  see  that  capital  expenditure,  as  distinguished  from 
expenses,  is  at  last  an  arbitrary  conception.  It  begins  with  the 
idea  that  certain  expenditures  have  an  efficiency  that  reaches 
over  many  earning  periods  extending  indefinitely  into  the 
future.  But  nothing  physical  would  last  so  long,  and  its  earn- 
ing power  might  even  have  less  permanence.  To  meet  this  con- 
dition we  arbitrarily  designate  certain  expenditures  whose 
effect  indefinitely  outlasts  the  immediate  earning  period  as  "  cap- 
ital," raid  then  in  the  same  arbitrary  way,  through  all  subsequent 
vicissitudes,  we  hold  them  to  their  first  value,  by  maintenance, 
renewal  and  depreciation  charges  which  are  borne  by  current 
expenses. 

The  I.  C.  C.  provides  three  general  groups  of  capital 
expenditure : — 

(1)  Road  (37  primary  accounts). 

(2)  Equipment  (6  primary  accounts). 

(3)  General  Expenses  (6  primaiy  accounts.) 

It  is  recognized  that  a  railroad  property  is  constantly  chang- 
ing in  form  and  value,  so  that  the  device  of  the  Additions  and 
Betterments  account  has  been  provided,  through  which  to  make 
the  adjustments  to  capital  account  as  they  occur,  to  tabulate 
them  in  a  memorandum  classification  and  to  throw  them  over  to 
the  final  classification  of  Expenditures  for  Road  and  Equipment, 
on  the  completion  of  the  yes.r  or  of  the  job. 

Capital.  Capital  account  is  simply  an  inventory,  at  a  val- 
uation, of  the  physical  property  and  intangible  assets.  The 
theory  of  capital,  as  we  have  seen,  is  that  it  is  an  invest- 
ment,— ^an  outlay  once  and  for  all  time  of  a  specific  amount  for 
a  definite  physical  property  (or  an  exactly  defined  intangible 
property),  and  it  is  essential  to  its  nature  that  this  relation 
between  the  thing — or  the  designation — and  the  value  be  not 
disturbed.  In  the  processes  of  deterioration  and  the  play  of 
the   forces  that  determine  values,  this  relation   from  the  first 
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the  routine  of  the  railroad  business,  for  the  principles  here  set 
up  reach  to  wide  economic  and  social  consequences:  Whether 
a  given,  expenditure  shall  be  capitalized  or  charged  to  expenses, 
interests  the  public  quite  as  much  as  the  stockholder;  whether 
a  depreciation  charge  shall  be  written  off  of  asset  values  periodi- 
cally or  whether  the  depreciation  shall  be  ignored  can  even  make 
the  difference  between  national  prosperity  or  bankruptcy  in  the 
long  run.  The  scheme  of  railroad  accounting  and  statistics  has 
broken  the  way  into  the  field  of  intelligent,  discriminating  dis- 
cussion of  great  public  questions  resting  upon  economic  founda- 
tions instead  of  leaving  such  questions  to  determination  by  mere 
prejudice  and  opinion.  The  Interstate  Commerce  Commission 
has  arrived  at  the  stage  of  an  economic  court,  presaged  in  legis- 
lative inquiries  and  public  agitation  with  increasing  insistence 
within  the  last  few  years.  The  terms  of  its  reasoning,  which  are 
the  basis  of  its  adjudications,  are,  as  we  have  said,  the  classifica- 
tions of  capital,  of  revenue  and  expenses  which  the  statistical 
bureau  has  evolved.  It  is  intended  to  comprehend  in  these  clas- 
sifications all  the  economic  forces  which  have  play  in  the  trans- 
portation field.  Some  day  there  will  be  a  definition  of  cost  and 
of  value  of  transportation  which  shall  be  built  upon  the  social 
considerations  involved,  so  as  to  stimulate  the  useful  competi- 
tions, pooling  the  accidental  factors  not  within  the  individual 
control  and  eliminating  the  anti-social  competitions  that  make 
for  destructiveness.  Some  day  the  efficiencies  involved,  indi- 
vidual and  social,  will  be  discussed  with  a  precision  and  finality 
that  shall  deserve  to  be  designated  by  that  much  abused  word 
"  scientific." 

In  this  conception  of  the  significance  and  consequence  of  the 
"  Classification  of  Railroad  Expenses,"  the  present  volume  has 
been  undertaken.  The  intention  has  been  to  make  this  compila- 
tion a  handbook  that  would  be  reasonably  complete  for  all  the 
purposes  of  the  operating  officer  or  for  the  railroad  statistician 


PREFACE  V 

and  financier.  The  analysis  made  by  the  writer  is  intended  to 
supersede  a  somewhat  similar  treatment  of  the  "  Classification  '^ 
published  about  twelve  years  ago  in  the  book,  now  out  of  print, 
entitled  "  Railroad  Operations — How  to  Know  Them/^  The 
more  theoretical  part  of  the  writer's  earlier  book,  not  included 
here,  it  is  hoped  to  revise  and  republish  later,  together  with  new 
material.  For  this  handbook,  all  existing  indexes  of  expenses 
have  been  freely  drawn  upon,  and,  notably,  acknowledgment  is 
made  of  that  admirable  index  in  use  upon  the  New  York  Central 
&  Hudson  River  Railroad,  compiled  under  the  immediate  direc- 
tion of  W.  A.  Cormier,  now  Auditor  of  the  Boston  &  Albany 
Railroad.  Abridged  versions  have  been  made  of  some  of  the  texts 
of  the  Interstate  Commerce  Commission  here  reprinted,  as  it  was 
found  impracticable  to  print  them  all  in  full.  The  Classification 
of  Operating  Expenses,  however,  appears  unabridged  and  with 
the  Commission's  later  corrections  incorporated  in  the  text. 

The  criticisms  of  the  Interstate  Commerce  Commission  classi- 
fication have  been  made  in  the  spirit  suggested  by  Mr.  H.  G. 
Wells,  who  entertainingly  proposes  that  men  of  varying  opinions 
should  collaborate  in  the  presentation  of  their  views.  "  I  hope," 
he  remarks,  "  that  some  publisher,  sooner  or  later,  will  do  some- 
thing of  this  kind,  and  will  give  us  not  only  the  text  of  an 
author's  work,  but  a  series  of  footnotes  and  appendices  by  repu- 
table antagonists  .  .  .  People  would  write  twice  as  clearly  with 
that  possible  second  edition  (with  footnotes  by  X  and  Y)  in  view. 
.  .  .  Like  the  tomato  and  the  cucumber,  every  book  would  carry 
its  antidote  wrapped  about  it."  That  the  same  process  should  be 
extended  and  applied  to  his  own  commentary  is  the  hope  of  the 
present  writer,  who  has  become  increasingly  convinced  during 
the  progress  of  his  work  that  no  painstaking  care  can  prevent 
errors  from  appearing  in  the  treatment  of  a  subject  which  has 
already  enlisted  the  best  efforts  of  a  highly  trained  and  intelli- 
gent body  of  men. 
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CHAPTER   I 


The  present  form  of  accounting  and  accounting  statistics 
rendered  by  the  railroads  to  the  Interstate  Commerce  Com- 
mission, is  the  product  of  many  years  of  experience  and 
of  most  careful  study.  The  problem  has  been  to  set  out 
in  analytical  exhibits  the  complex  processes  of  a  great 
business.  The  whole  railroad  operation  must  be  considered 
as  a  vast  play  of  causes  and  effects;  the  cause  is  the  effort 
or  money  spent,  and  the  result  is  the  revenue  produced.  To 
identify  and  properly  to  set  each  cause  or  group  of  causes 
against  its  effect  in  order  to  locate  and  weigh  its  particular  con- 
tribution, requires  intimate  knowledge  of  all  the  processes.  The 
statistical  tables  in  their  order  and  relation  set  out  the  whole 
philosophy  of  operations. 

THE   CAPITAL   AND   INCOME   ACCOUNTS. 

Any  business  reduces  in  essence  to  three  terms — outgo, 
intake,  profit.  Outgo  is  the  cause  applied;  intake  is  the  effect 
realized;  profit  is  the  net  effect  sought.  If  all  business  were 
mere  transaction  or  simple  processes  of  making  and  selling  a 
product  at  a  profit,  without  use  of  tools  or  plant,  our  conception 
would  involve  no  complications  beyond  these  fundamental  terms. 
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But  business  such  as  a  railroad  involves  the  use  of  a  plant. 
Part  of  our  outgo  is  for  the  creation  of  the  plant,  which  is,  as 
it  were,  an  intermediate  stage  to  the  product, — sl  stage  which 
must  be  set  up  and  maintained.  It  cannot  be  instantly  con- 
verted into  cash  but  comes  back  in  the  form  of  increments  of 
value  produced,  called  net  revenue  (the  excess  of  revenue  over 
current  expense).  Enormous  values  are  thus  held  in  permanent 
suspense,  as  it  were,  in  the  form  of  capital  expenditure  which 
can  never  again  be  converted  into  liquid  values  except  in  the 
form  of  the  annual  increment  of  profit.  The  cycle  from  outgo, 
through  intake,  to  net  intake,  develops,  in  this  way,  into  a  very 
long  and  complex  one.  When  the  amounts  involved  grow  to  be 
so  enormous,  and  when  the  return  is  so  far  removed  and  is  con- 
ditioned on  the  efficiency  of  so  many  intricate  processes  it 
becomes  very  vital  to  understand  and  define  the  expenditures 
which  fall  into  this  class  of  suspended  values  or  investment 
called  Capital.  They  must  be  sharply  defined  from  that  form 
of  outgo  called  Expenses. 

Capital  expenditure,  as  distinguished  from  expenses,  is 
primarily  for  the  creation  of  a  physical  plant  or  tool  to  be  main- 
tained at  a  physical  efficiency.  This  idea  is  further  expanded 
to  include  the  notion  of  maintaining  an  original  capital  value 
on  the  books  at  an  economic  efficiency, — ^that  is,  an  income  pro- 
ducing efficiency.  From  this,  it  is  but  a  stage  to  pass  over  to  the 
conception  of  a  valuation  set  up  as  capital  which  may  or  may 
not  be  directly  embodied  in  any  physical  plant,  but  represents 
the  capitalized  equivalent  of  an  established  earning  power.  The 
expense  of  maintaining  the  intangible  as  well  as  the  physical 
capital  at  its  original  productivity  is  a  part  of  the  current  cost 
of  producing  earnings,  and  is  sharply  distinct  from  the  original 
expenditure  itself,  which  produced  a  value  to  be  maintained  at 
its  fixed  figure  as  a  permanent  investment,  (except  as  it  is 
deliberately  destroyed  or  added  to)  representing  a  fixed  relation 
to  current  income. 
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So  we  see  that  capital  expenditure,  as  distinguished  from 
expenses,  is  at  last  an  arbitrary  conception.  It  begins  with  the 
idea  that  certain  expenditures  have  an  efficiency  that  reaches 
over  many  earning  periods  extending  indefinitely  into  the 
future.  But  nothing  physical  would  last  so  long,  and  its  earn- 
ing power  might  even  have  less  permanence.  To  meet  this  con- 
dition we  arbitrarily  designate  certain  expenditures  whose 
effect  indefinitely  outlasts  the  immediate  earning  period  as  "  cap- 
ital," and  then  in  the  same  arbitrary  way,  through  all  subsequent 
vicissitudes,  we  hold  them  to  their  first  value,  by  maintenance, 
renewal  and  depreciation  charges  which  are  borne  by  current 
expenses. 

The  I.  C.  C.  provides  three  general  groups  of  capital 
expenditure : — 

(1)  Road  (37  primary  accounts). 

(2)  Equipment  (6  primary  accounts). 

(3)  General  Expenses  (6  primary  accounts.) 

It  is  recognized  that  a  railroad  property  is  constantly  chang- 
ing in  form  and  value,  so  that  the  device  of  the  Additions  and 
Betterments  account  has  been  provided,  through  which  to  make 
the  adjustments  to  capital  account  as  they  occur,  to  tabulate 
them  in  a  memorandum  classification  and  to  throw  them  over  to 
the  final  classification  of  Expenditures  for  Road  and  Equipment, 
on  the  completion  of  the  year  or  of  the  job. 

Capital.  Capital  account  is  simply  an  inventory,  at  a  val- 
uation, of  the  physical  property  and  intangible  assets.  The 
theory  of  capital,  as  we  have  seen,  is  that  it  is  an  invest- 
ment,— an  outlay  once  and  for  all  time  of  a  specific  amount  for 
a  definite  physical  property  (or  an  exactly  defined  intangible 
property),  and  it  is  essential  to  its  nature  that  this  relation 
between  the  thing — or  the  designation — and  the  value  be  not 
disturbed.  In  the  processes  of  deterioration  and  the  play  of 
the  forces  that  determine  vahies,  this  relation  from  the  first 
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instant  is  exposed  to  change.  It  is  the  function  of  expense  to 
maintain  this  relation  by  absorbing  in  itself  the  costs  of  the 
physical  maintenance  or  the  losses  by  obsolescence,  or  declines  in 
value  through  other  causes. 

In  aggregates  of  value  so  vast,  resting  on  economic  conditions 
so  complex,  there  must  naturally  be  large  play,  up  and  down. 
In  this  relation  of  assumed  value  to  actual  value  no  absolute  and 
finally  reliable  rule  is  at  hand  for  exactly  offsetting  the  processes 
of  change  as  they  occur.  The  result  of  all  this  is  that  the  values 
of  capital  and  other  large  asset  accounts  at  any  one  time  are  at 
best  but  an  approximation,  and  at  times  these  values  must  be 
restated  by  making  large  additions  to  or  deductions  from  first 
figures.  The  scheme  of  accounts  contemplates  this.  It  provides 
that  such  adjustments  may  be  made  through  Profit  and  Loss 
because  the  conditions  that  give  rise  to  the  adjustments  are 
not  closely  related  to  the  operations  of  any  one  year,  and  it 
leaves  these  general  adjustments  to  the  discretion  of  the  railroad 
management,  provided  only  that  they  shall  be  *'  satisfactorily 
tested  by  an  authoritative  or  approved  inventory  of  the  prop- 
erty'' (Case  498). 

In  addition  to  the  adjustments  of  capital  due  to  reinventory- 
ing  the  property,  there  are  miscellaneous  adjustments  of  cap- 
ital and  asset  accounts  by  specific  individual  instances  such  as: 
disposition  of  belated  back  bills  (Cases  379,  437,  457),  long 
standing  bad  accounts  (Cases  588,  589),  unclaimed  wages  (Case 
457),  premium  on  redeemed  bonds  (Case  576),  corrections  of 
old  accounting  errors  (Case  582),  deficiencies  in  insurance  or 
replacement  funds  (Case  621),  expense  of  abandoned  construc- 
tion (Cases  519,  524),  accumulations  of  old  scrap  (Case  514), 
appreciation  of  special  parcels  of  realty  (Case  585),  or  of 
securities  (Case  596),  abandonment  of  obsolescent  property 
(Cases  549,  552). 

These  adjustments  are  all  effected  through  Profit  and  Loss 
account.    The  charges  to  Profit  and  Loss  to  dispose  of  back  bills 
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of  previous  years  (when  so  large  as  to  impair  comparisons),  or  to 
correct  large  errors  in  the  accounting  of  previous  years,  or  to 
dispose  of  the  cost  of  abandoned  property  require  the  specific 
authorization  of  the  Commission.  The  charges  to  effect  the  other 
adjustments  belong  to  the  current  order  of  business  and  are  left 
to  the  discretion  of  the  individual  carrier. 

Income  Account.  Eliminating  from  consideration  "  Ex- 
penditures" which  create  permanent  values  that  are  set  up  in 
capital  account  on  the  books,  and  also  eliminating  from  our 
thought  the  intake  of  cash  by  sale  of  assets  we  will  hold  our 
attention  severely  to  the  current  processes  of  outgo  and  intake 
which  constitute  the  current  operations  of  a  railroad. 

The  railroad  is  built  to  make  money:  All  its  multifarious 
phases  and  detail  of  operation  must  be  justified  at  last  by  the 
test  of  contributing  to  the  net  income  of  the  property.  The 
final  point  where  these  contributions,  great  and  small,  at  last 
are  registered  is  the  Profit  and  Loss  account.  But  the  idea  of 
current  productivity  of  invested  capital  renders  necessary  a 
statement  of  the  results  of  operation  by  time  periods  at  least 
once  a  year.  For  this  purpose  there  is  devised  an  annual  profit 
and  loss  account  called  the  Income  account.  The  form  of  the 
Income  account  is  given  below: 

INCOME    ACCOUNT.* 

Operating  Income: 
Rail  Operations: 

Operating  Revenues. 
Operating  Expenses. 

Net  Operating  Revenue  (or  Deficit). 
Outside  Operations: 
Revenues. 
Expenses. 

*  For  exact  revised  form  of  Income  and  Profit  and  Loss  Statement,  see 
I.  C.  C.  text  of  statement,  p.  221  of  this  book. 
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Net  Revenue  (or  Deficit). 
Net  Railway  Operating  Revenue  (or  Deficit). 
Railway  Tax  Accruals. 

Railway  Operating  Income  (or  Loss). 
Other  Income: 

Income  from  Lease  of  Road. 
Other  Rents — Credits: 

.    (a)  Hire  of  Equipment — Balance. 
(6)  Joint  Facilities, 
(c)  Miscellaneous  Rents. 
Net  Profit  from  Miscellaneous  Physical  Property. 
Separately  Operated  Properties — Profit. 
Dividend  Income. 
Income  from  Funded  Securities. 
Income  from  Unfunded  Securities  and  Accounts. 
Income  from  Sinking  and  Other  Reserve  Funds. 
Release  of  Premiums  on  Funded  Debt. 
Contributions  from  Other  Companies. 
Miscellaneous  Income. 

Total  Other  Income. 

Gross  Income  (or  Loss). 
Deductions  from  Gross  Income: 

Deductions  for  Lease  of  Other  Roads. 
Other  Rents — Debits: 

(a)  Hire  of  Equipment — Balance. 

(5)  Joint  Facilities. 

(c)  Miscellaneous  Rents. 
Miscellaneous  Rent  Deductions. 
Miscellaneous  Tax  Accruals. 
Net  Loss  on  Miscellaneous  Physical  Property. 
Separately  Operated  Properties — Loss. 
Interest  Deductions  for  Funded  Debt. 
Interest  Deductions  for  L^nfunded  Debt. 
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Amortization  of  Discount  on  Funded  Debt. 
Transfer  of  Income  to  Other  Companies. 
Miscellaneous  Deductions. 

Total  Deductions. 
Net  Income  (or  Loss). 

Disposition  of  Net  Income: 

Appropriations  of  Income  to  Sinking  and  Other  Reserve 

Funds. 
Dividend  Appropriations  of  Income. 
Appropriations  of  Income  for  Additions  and  Betterments. 
Appropriations  of  Income  for  New  Lines  and  Extensions. 
Stock  Discount  Extinguished  through  Income. 
Miscellaneous  Appropriations  of  Income. 

Income  Balance  Transferred  to  Credit  (or  Debit) 
OF  Profit  and  Loss. 

Into  this  Income  account  pour  all  the  causes  and  effects 
which  belong  to  the  period  which  it  covers,*  and  only  their  final 
net  effect  is  later  carried  over  into  the  general  Profit  and  Loss 
account. 

Operating  Receipts  and  Disbursements:  Intake  and 
Outgo.  A  few  simple  principles  run  through  the  intricate  mass. 
The  railroad  in  order  to  take  in  money  must  first  put  out  money. 
The  outgo  offsets  the  intake  as  cause  offsets  effect.  Between  the 
general  intake  and  the  opposing  general  outgo,  intervene  the 
plant  and  the  processes  of  operation.  The  distinction  between 
outgo  and  intake  is  everjivhere  present  and  forms  the  first  basis 
of  classification.  We  shall  see  how  intake  itself  subdivides  into 
revenue  and  income.  The  cleavage  between  revenue  and  income 
is  determined  by  the  relation  of  intake  to  outgo:  that  intake 
which  is  offset  by  current  outgo  is  called  "Eevenue^';    that 

*  Certain  charges  which  cannot  be  identified  against  the  classification  of 
expenses  it  is  permissible  to  carry  to  Profit  and  Loss  directly,  although  they 
may  belong  to  the  current  year  (Cases  398,  514,  519,  524). 
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intake  which  has  no  offset  of  current  outgo  to  produce  it  (or 
from  which  the  offsetting  current  outgo  has  been  previously 
deducted)  is  called  "  Income." 

We  shaU  find  that  the  ruling  characteristic  of  the  items  of 
either  outgo  or  intake  is  that  each  with  every  other  of  its  class 
bears  the  same  general  relation  to  the  other  side  as  a  whole  and 
not  to  any  one  part  or  item  of  the  other  side.  When,  as  some- 
times happens,  any  item  develops  a  specific  offset  among  one 
or  more  items  of  the  other  side  (less  than  the  whole)  it  drops 
out  of  the  general  class  of  intake  (or  of  output,  as  the  case  may 
be)  and  becomes  a  direct  deduction  from  its  apposite.  This  con- 
dition, we  shall  see,  accounts  for  '*  Deductions  from  Revenue," 
**  Credits  to  Expenses,"  and  '*  Outside  Operations." 

Intake  is  known  to  have  a  usual  relation  to  outgo  as  it  is  sup- 
posed to  be  the  price  realized  for  service  rendered.  On  this 
assumption  significant  deductions  are  made  from  the  figures  of 
intake  alone  (as  gross  earnings  per  mile  of  road),  or  the  fig- 
ures of  outgo  alone  (as  expenses  per  mile  of  road).  These 
deductions  would  plainly  be  invalid  to  the  extent  that  the 
assumption  did  not  apply,  although  the  net  effect  of  intake,  less 
outgo,  might  be  undisturbed.  Therefore  the  I.  C.  C.  accounts 
make  a  primary  broad  distinction  between  intake  (revenue)  and 
outgo  (expenses),  and  do  not  permit  transactions  to  be  recorded 
as  intake  or  outgo  unless  public  service  is  involved  in  the  trans- 
action. '*  The  classifications  of  Operating  Revenues  and  Oper- 
ating Expenses  are  based  throughout  upon  the  idea  that  nothing 
is  to  be  included  as  an  expense  which  does  not  represent  a  pay- 
ment made  or  actually  to  be  made,  and  nothing  included  as  a 
revenue  which  does  not  represent  revenues  actually  earned. 
Obviously,  a  carrier  cannot  collect  from  and  pay  to  itself,  and  to 
charge  Operating  Expenses  and  credit  Operating  Revenues  with 
rents  of  the  houses  in  question  would  overstate  both  Operating 
Expenses  and  Operating  Revenues,  to  the  extent  of  such 
entries"  (Case  488). 
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From  intake  (revenue)  and  outgo  (expenses)  is  evolved  the 
third  term  of  net  intake  or  net  outgo.  To  the  extent  that  the 
intake  exceeds  the  outgo  it  is  net  intake,  or  profit.  The  final 
intake  is  cash,  but  leading  up  to  the  stage  when  the  railroad  may 
actually  collect  cash,  are  the  manifold  antecedent  processes,  each 
serving  as  a  link  to  the  next  higher,  in  which  the  intake  is 
product  measured  in  units  that  are  useful  in  the  next  stage  of 
the  process. 

These  subordinate  net  effects  may  be  produced  at  any  mis- 
cellaneous point  throughout  operations,  but  only  at  one  point 
can  there  be  a  true  net  effect,  and  that  point  is  the  point  of  real 
profit, — or  loss. 

It  is  the  problem  of  the  accountant  to  hold  in  coordination, 
through  the  advancing  sequences,  the  figures  of  outgo  and 
intake,  so  that,  for  as  much  as  they  record,  they  yield  the  true 
net  effect  and  not  merely  a  partial  net  difference.  There  is 
much  inaccuracy  in  the  use  of  the  word  **  Profit."  It  is  used 
loosely  to  describe  the  amount  of  any  intake  in  excess  of  its 
directly  offsetting  outgo.  For  instance,  a  bill  rendered  may 
include  an  arbitrary  allowance  of  fifteen  per  cent  for  overhead 
charges  above  the  actual  labor  costs.  This  excess  is  sometimes 
improperly  called  ''  profit,"  whereas  it  is  merely  the  offset  to 
overhead  charges  for  supervision.  But  because  it  is  not  credited 
to  that  account  it  appears  as  an  excess  over  the  actual  cost  of 
the  labor  cleared  through  the  regular  expense  classification,  and 
is  therefore  wrongly  considered  a  profit  on  the  labor.  When  the 
bill  rendered  further  includes  allowances  above  direct  expense, 
which  in  reality  represent  use  of  plant,  as  rent  charge,  we  are 
again  misled  into  calling  such  charge  a  profit,  simply  because 
it  is  not  carried  to  the  credit  of  rents.  The  only  real  profit  is 
that  which  is  the  product  of  the  entire  cycle  of  railroad  opera- 
tions as  a  class,  and  of  the  railroad  plant  as  an  entity.  Such 
profit  is  the  net  result  arrived  at  by  deducting  the  grand  total 
of  outgo  from  the  grand  total  of  intake. 
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In  order  that  a  particular  bill  rendered  shall  contain  in  it 
the  factor  of  real  profit  it  must  include : 

(1)  Reimbursement  for  actual  cash  outlay. 

(2)  Its  proportion  of  the  burden  for  overhead  charges  of 

•administration. 

(3)  Its  proportion  of  the  burden  of  interest  or  rental  for 

borrowed  capital  used  or  plant  hired. 

(4)  A  surplus  above  all  these  charges  which  constitutes 

profit. 

The  railroad  operates  primarily  to  realize  a  profit  from 
transportation.  Any  other  service  performed  is  incidental  and 
even  at  times  merely  a  matter  of  accommodation.  The  *'  profit  '' 
of  such  irregular  service  is  practically  a  reimbursement  of 
unlocated  expense,  and  not  a  real  operating  profit.  It  is  gener- 
ally an  arbitrary  charge  to  cover  such  reimbursement.  For  con- 
venience the  direct  cost  of  the  service  together  with  the  arbi- 
trary charge  (or  a  *'  profit,"  miscalled)  for  the  unlocated 
expense  of  supervision  and  use  of  plant,  is  included  as  a  single 
figure  and  cleared  through  expenses.  This  practice  is  specific- 
ally approved  by  the  Commission  in  Cases  246,  262,  274,  and 
538.  The  general  characteristic  of  the  bills  in  the  cases  cited 
is  that  the  *'  profit  "  is  an  irregular  incident  of  the  service  in 
connection  with  which  the  profit  arises,  while  the  service  itself  is 
more  or  less  a  fixed  feature  of  the  railroad's  general  service,  and 
not  easily  detachable.  Whether  the  service  result  in  profit  or  loss 
is  determined  by  conditions  more  nearly  related  to  the  conditions 
that  control  expenses  as  a  whole  than  by  those  that  control  rev- 
enue as  a  whole,  and  therefore,  whether  profits  or  losses,  the 
charge  classifies  with  expenses. 

In  case  of  regular  large  bills,  as  for  joint  facilities,  the 
charge  is  decomposed  into  operating,  maintenance  and  admin- 
istrative expense,  and  rents;  and  the  credits  are  severally 
applied  to  each  until  the  *'  profit  *'  has  been  entirely  absorbed 
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(Cases  116,  117,  120,  121,  268).  The  decomposition  of  a  bill  is 
an  arbitrary  process  to  separate  the  amounts  belonging  to 
expenses,  maintenance,  rent  and  profit.  While  it  is  encouraged 
in  joint  facilities  bills  it  is  not  encouraged  in  the  case  of  a  bill 
to  the  express  company  for  facilities  or  service,  unless  in  the 
express  contract  is  designated  an  amount  for  rent.  Such  desig- 
nated amount  would  be  immediately  credited  to  the  rent  expense 
of  the  railroad,  and  the  balance  would  remain  in  the  express 
revenue  account.  In  the  absence  of  such  stipulated  rent  charge 
there  would  be  no  efPort  to  decompose  the  credits  arising  from 
the  biU,  but  the  total  would  be  carried  directly  as  a  whole  to 
Express  Eevenue  (Case  119). 

Intake, — Revenue,  Defined.  In  so  large  an  operation  as  a 
railroad  the  revenue  produced  is  the  result  of  a  great  body  of 
preliminary  and  intermediate  causes,  many  of  them  very  indi- 
rect. All  of  these  causes  together  are  necessary  as.  a  class  to 
the  production  of  the  revenue ;  or  all  of  them  are  so  interrelated 
and  joined  that  no  one  could  be  logically  detached  from  the  rest 
and  set  against  its  specific  result  or  revenue.  Eevenue,  then,  is 
that  intake  which  is  realized  through  the  use  of  the  whole  body 
of  causes  or  outlay,  not  from  any  one.  Eevenue  intake  is  dis- 
tinguished from  the  intake  by  rents,  or  dividends  and  interest 
on  securities  owned,  by  the  fact  that  these  latter  require  no 
expenses  to  produce  them.  Eevenue  intake  is  the  intake  incident 
to  the  performance  of  service  for  an  intended  profit  and  is  not 
the  mere  intake  of  cash  by  conversion  of  assets. 

Deductions  from  Revenue.  When  less  than  the  entire  body 
of  causes  as  a  class  is  involved,  and  the  revenue  realized  is  a 
special  revenue,  the  result  is  a  special  operation.  Thus,  refer- 
ring to  cold  storage  plants,  it  has  been  ruled  (Case  142) :  **  If 
the  refrigeration  operations  can  be  treated  satisfactorily  as  an 
outside  operation — that  is  to  say,  if  a  fairly  accurate  determina- 
tion of  the  cost  of  maintaining  and  operating  such  refrigeration 
operations  can  be  made  (i.e.,  if  a  separation  from  the  general 
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body  of  costs  can  be  made)  the  amounts  charged  for  refrigera- 
tion in  warehouses  should  be  credited  to  Outside  Operations — 
'  Cold  Storage  Plants.'  '' 

If  the  expense  to  produce  a  revenue  is  absolutely  separate  as 
a  class  from  all  other  expenses,  and  affects  no  other  revenue, 
then  it  becomes  a  deduction  from  revenue  because  it  cannot  pos- 
sibly be  set  against  any  other  '*  result  "  at  any  other  point. 
When  large  **  profits  ''  a,re  realized  on  materials  and  supplies,' 
these  profits  are  of  a  special  character, — ^the  expense  to  produce 
them  (i.e.,  the  cost  of  the  material)  applies  directly  to  the  spe- 
cific intake  on  these  materials  and  to  nothing  else.  It  is  there- 
fore directly  deducted  from  the  price  realized,  and  the  net 
amount  only  is  taken  up  as  revenue,  or  as  a  part  of  the  general 
intake  of  the  property.  When  sale  operations  producing  such 
profits  are  regular  and  the  profits  large  the  operations  should  be 
treated  as  Outside  Operations*  (Caises  584,  598). 

Deductions  from  Revenue,  as  illustrated  in  the  two  cases 
above  are  justified  when  a  specific  cause  (item  of  cost)  is  so 
separable  from  the  general  body  of  causes  (or  expenses)  to  pro- 
duce revenue  that  it  may  be  drawn  out  and  set  directly  against 
the  particular  revenue  which  it  produces.  When  the  revenue 
also  is  separable  from  the  general  revenue  as  a  class,  it  is  but  a 
step  further  to  draw  off  the  revenue  from  the  general  revenue 
into  an  Outside  Operations  account  and  set  its  specific  revenue 
against  it.  On  this  plan  certain  designated  Outside  Operations 
have  been  set  up  by  the  Commission. 

The  I.  C.  C.  is  very  cautious  in  permitting  any  deductions 
from  regular  revenue  because  such  deductions  offer  the  chance 
for  concealment.  But  a  switching  charge  **  absorbed  "  in  the 
rate  in  order  to  get  the  business  is  plainly  a  deduction  from 
revenue.  *'  The  theory  upon  which  the  accounts  of  operating 
revenues  prescribed  by  the  Commission  have  been  established, 
is  that  the  aggregate  revenue  of  all  carriers  should  represent 

*  For  fuller  discussion  of  Outside  Operations,  see  p.  205  et  seq. 
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total  freight  charges  assessed  against  shippers  on  the  basis  of 
tariffs.''  By  this  precaution  an  open  tariff  rate  is  automatic- 
ally carried  over  from  the  tariff  sheets  into  the  accounts,  and 
no  shipper  can  be  treated  differently  from  any  other  shipper 
because  the  only  concession  possible  is  in  the  form  of  a  service 
whose  expense  must  be  set  out  in  the  body  of  expenses  in  the 
other  side  of  the  Income  account. 

But  there  is  a  class  of  .disbursements  such  as  payments  for 
*'  switching  absorbed/'  which  payments  are  not  related  to  any 
other  revenue  than  the  particular  revenue  to  which  they  apply, 
and  therefore  al*e  deducted  at  once  and  are  not  included  among 
the  body  of  causes  to  the  general  revenue  which  constitutes  the 
expenses.  In  effect  the  revenue  in  which  switching  is  absorbed 
is  not  created  until  after  the  rate  has  been  reduced  to  the  point 
of  absorbing  the  switching  because  the  freight  would  otherwise 
move  by  the  competitive  route.  **  Such  charges  [when  the 
switching  company  does  or  does  not  participate  in  the  revenue] 
should  be  charged  to  revenue  account  No.  1,  Freight  Eevenue  " 
(Case  218).  In  fact  such  deductions  from  the  revenue  are  prac- 
tically divisions  of  a  joint  rate,  the  **  switching  absorbed  "  being 
practically  the  proportion  of  the  through  rate  accruing  to  the 
switching  carrier.  The  following  ruling,  with  reference  to  the 
transfer  of  p9<ssengers  is  a  case  in  point:  **  Passenger  Rev- 
enue "  should  be  charged  **  with  amounts  paid  to  local  transfer 
agents  or  companies  when  the  cost  of  the  transfer  is  included 
in  the  rate  and  has  been  credited  to  *  Passenger  Revenue. '  The 
exception  refers  to  instances  when  the  cost  of  the  transfer  is 
provided  for  in  the  division  of  the  through  rate  and  credited 
directly  to  the  transfer  agency  "  (Case  320). 

But  all  payments  in  connection  with  handling  what  may  at 
first  seem  to  be  a  specific  business  are  not  deductions  from  rev- 
enue, because  they  do  not  in  reality  serve  a  specific,  separable 
business.  Thus,  **  Switching  charges  on  empty  cars  when  not  in 
connection,  with  loaded  movements,  should  be  charged  to  account 
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Other  Expenses  under  Transportation  Expenses  "  (Case  218). 
*  *  Query :  This  company  owns  a  wharf  at  which  boats  are  docked 
and  freight  transferred  between  the  cars  and  ship's  side.  We 
have  a  contract  with  a  warehouse  company  for  transferring  the 
freight  at  a  stated  amount  per  ton.  To  what  account  should 
this  expense  be  charged? 

**  Answer:  Assuming  that  the  rates  or  division  of  rates 
received  by  a  company  apply  to  and  from  ship's  side,  the 
expense  of  transferring  freight  should  be  charged  to  Account 
No.  63— Station  Employees"  (Case  517). 

In  the  two  cases  next  above,  we  have  illustrations  of  services 
which  may  be  more  or  less  identified  against  specific  revenue 
but  which  belong  to  the  general  class  of  things  done  in  the  gen- 
eral operation  of  the  road,  and  they  cannot  be  arbitrarily 
detached  and  taken  out  of  the  classes  to  be  set  against  a  specific 
revenue.  The  distinctions,  however,  are  not  always  as  clear  as 
in  the  above  illustrations, — *'  When  the  empty  movement  is  in 
connection  with  the  loaded  [i.e.,  revenue]  movement  and  wholly 
incidental  thereto,  the  amount  paid  therefor  should  be  charged 
to  revenue  account  No.  1,  Freight  Eevenue  "  (Case  218).  Or 
again,  when  a  carrier,  instead  of  performing  the  service  with  its 
own  power,  finds  it  more  convenient  to  pay  an  industrial  con- 
cern a  rate  set  forth  in  the  railroad  tarifp  to  perform  this  service 
for  itself,  the  distinction  is  hard  to  draw  between  what  is  a 
deduction  from  revenue  and  what  is  an  item  of  expense.  In  the 
latter  alternative  it  has  been  ruled  that  payments  made  shall  be 
accounted  for  as  deductions  from  revenue  (See  Case  220). 

Payments  for  elevator  charges  of  which  note  is  made  in  the 
tarifp  are  practically  refunds  to  the  elevator  companies  of  collec- 
tions made  for  their  account,  and  therefore  should  be  deducted 
from  freight  revenue  where  the  gross  collection  was  first  car- 
ried (See  Case  219). 

Intake, — Income,  Defined.  The  intake  that  is  produced  by 
expense  (outgo)  and  is  called  revenue  has  been  discussed  above. 
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The  intake  that  is  not  produced  by  expense  (or  from  which  the 
expense  has  previously  been  deducted)  constitutes  a  different 
class.  It  is  a  proper  ofPset  to  interest  charges  which  are  deducted 
from  it.  It  is  called  income.  It  falls  under  the  two  general 
heads  of 

(1)  Operating    Income     (the    revenue    after    expenses 

and  taxes  have  been  withdrawn). 

(2)  Other  Income — such  as 

Eent  of  property  owned. 

Profits  on  property  owned  but  operated  sepa- 
rately. 
Dividends  on  stocks. 
Interest  on  bonds  owned. 

These  items  represent  the  return  on  property  owned  for 
which  the  offsetting  carrying  expenses  is  interest  charges.  In 
addition  to  the  items  above,  which  require  no  explanation,  there 
may  be  miscellaneous  current  intake  such  as  a  general  unlocated 
credit  that  is  neither  net  revenue  after  deducting  expenses,  nor 
rent,  nor  dividends,  nor  interest.  For  instance,  after  an  indus- 
trial track  which  has  been  charged  to  property  has  been  com- 
pleted, the  industry  pays  the  railroad  $500  to  cover  the  cost  of 
labor  in  laying  the  track,  while  the  title  to  the  entire  spur  is 
rcitained  by  the  railroad.  ' '  $500  received  should  be  credited  to 
an  appropriate  account  under  *  Income  '  "  (Case  523), 

OutgOy — Expenses  and  Charges,  Defined.  If  the  whole 
operation  of  the  railroad  is  kept  clearly  in  mind  as  merely  the 
play  of  cause  and  effect, — of  causes  having  various  ranges  of 
effect  and  effects  related  to  local  or  more  general  causes;  and 
if  we  hold  to  the  conception  of  outgo  (expenses  and  charges, 
and  capital  outgo)  as  the  cause  to  produce  intake  or  revenue  and 
income,  we  very  early  find  that  the  outgo  falls  into  two  distinct 
classes  with  reference  to  the  intake  it  avails  to  produce.  The 
outgo  that  extends  to  an  indefinite  range  of  intake  does  not  have 
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to  be  repeated, — it  is  made  once  and  for  all  time ;  but  the  outgo 
that  is  related  to  only  one  intake  or  to  a  limited  range  of  intake 
must  be  periodic,  continual  and  repetitive;  it  is  current, 
whereas  the  other  is  final.  In  illustration  of  this,  at  the  one 
extreme  is  the  wages  9,nd  supplies  expense  to  move  a  special 
revenue  train  over  the  road.  Such  expense  has  no  relation  to 
any  other  special  train  or  to  the  body  .of  general  train  service, 
but  must  be  paid  for  out  of  the  revenue  of  that  special  train,  if 
paid  for  at  all.  'At  the  other  end  of  the  scale  is  the  outgo  to 
build  and  equip  the  railroad,  which  we  have  discussed  under 
Capital.  This  outgo,  as  we  have  seen,  cannot  be  set  against  the 
revenue  of  any  particular  ton  mile,  or  of  a  special  train,  or  even 
of  a  particular  year,  but  renders  possible  the  operations  of  the 
whole  road  over  a  long  series  of  years.  Between  these  two 
extremes  of  specific  direct  relation  to  a  specific  revenue  at  a 
specific  time  and  a  general  relation  to  all  the  revenue  over  an 
indefinite  series  of  years,  is  every  possible  stage  of  differen- 
tiation. 

The  general  notion  of  a  continuing  productivity  of  a  fixed 
property,  as  already  noted,  quickly  divides  the  outgo  into  these 
two  classes,  of  expenditure  (investment)  and  expenses,  using 
**  expenses  "  in  the  broad  sense.  Investment  being  a  permanent 
thing,  its  only  relation  to  a  current  period  is  the  expectation 
of  return  on  the  capital  invested  at  a  usual  rate.  The  invest- 
ment charge  itself  is  set  up  in  Capital  account,  while  the  Profit 
and  Loss  account,  or  its  annual  derivative,  the  Income  account, 
has  to  deal  only  with  those  outgoes  which  are  not  capitalized 
because  they  are  not  offset  by  a  permanent  physical  property  or 
continuing  values. 

Outgo  must  be  made  before  the  intake  can  be  had.  The  outgo 
is  based  upon  certain  assumptions,  apriori  reasoning ;  it  is  based 
on  an  expectation  of  return.  Outgo  is  designed  to  produce 
intake,  but  it  does  not  always  produce  it  in  the  way  or  in  the 
amount  intended.    In  other  words  there  is  inseparably  an  arti- 
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ficial  factor  in  designating  an  outgo  under  a  classification  based 
upon  the  assumed  relation  of  this  outgo  to  intake.  This  arti- 
ficial factor  must  be  frankly  recognized  in  stating  capital  and 
classifying  expenses,  for  it  reaches  to  wide  social  consequences. 
Not  all  capital  is  permanently  productive  or  continually  pro- 
ductive or  even  productive  at  all.  Enforcing  the  artificial  dis- 
tinction between  capital  outgo  and  expense  outgo  is  the  most 
delicate  function  of  the  Classification  of  Expenses.  The  distinc- 
tions set  up  are  at  the  last  avowedly  arbitrary.-  Thus  it  is  ruled 
that  in  the  course  of  construction  of  a  new  railroad,  the  outgo 
ceases  to  be  capital  outgo  and  becomes  current  or  expense  outgo 
at  some  arbitrary  instant  when  the  property  is  '*  accepted  for 
operation  "  (Case  317).  Or  again,  referring  to  a  road  in  process 
of  construction  it  has  been  ruled  that  it  becomes  an  operating 
road  with  reference  to  any  particular  portion  of  its  line  **  as 
soon  as  that  portion  [section]  has  reached  such  a  stage  of  com- 
pletion that  operations  are  the  main  portion  of  the  business 
carried  over  such  portion  [section]  *'  (Case  115).  But  the  Com- 
mission is  particular  not  to  predetermine  this  exact  time  by  any 
ruling  it  has  made  (Case  438). 

Having,  in  this  way,  set  out  to  itself  as  *'  Capital  "  the  outgo 
which  is  made  once  and  for  all  time,  we  have  left  the  outgo 
which  is  periodic,  continual,  current, — grading  down  from  that 
whose  effect  reaches  over  so  many  years  that  its  distinction  from 
capital  investment  is  not  always  clear,  to  that  whose  effect  is 
consumed  from  day  to  day;  as  the  price  of  the  pint  of  oil  used 
on  a  particular  engine  run.  Here  again,  in  current  outgo  itself, 
a  broad  division  is  made  at  the  outset  into  that  outgo  which  is 
the  charge  for  use  of  property  or  invested  capital,  and  which  is 
paid  for  as  rent  or  interest  (charges),  and  that  outgo  which  is 
for  upkeep  and  operation,  and  is  called  "  expense."  The  former 
class  is  designated  as  **  deductions  from  income'';  the  latter 
class,  as  '*  expenses,'*  is  divided  into  the  elaborate  classification 
of  which  this  book  treats. 
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Outgo — Expenses.  This  is  the  direct  QfPset  to  current 
intake.  Part  of  it  is  directly  applied  to  produce  the  intake,  e.g., 
wages  and  supplies,  which  are  expenses  with  no  deferred  fac- 
tors. Part  of  it  is  applied  indirectly,  through  the  maintenance 
of  organization,  plant  and  tools.  Because  of  this  difPerent  rela- 
tion to  current  intake,  the  primary  basis  of  grouping  the  expense 
(outgo)  into  classes,  is  the  period  affected,  and  not  the  scope  of 
things  done.  In  other  words,  the  operations  are,  for  the  most 
part,  considered  as  an  entity  at  any  one  instant,  and  we  classify 
the  outgo  as  having  different  degrees  of  flexibility  or  control 
with  reference  to  any  particular  instant  or  period. 

With  the  elaboration  of  the  processes  of  an  industry  and  the 
growth  of  its  plant,  the  maintenance  part  of  its  expenses  (which 
is  that  part  whose  effect  is  deferred)  assumes  greater  and 
greater  predominance.  (The  function  of  expenses  is  to  make 
good  the  wear  and  tear  of  plant  to  produce  the  intake  revenue.) 

The  plant  to  be  maintained  is,  first,  a  physical  thing  of  dif- 
ferent parts  which  wear  and  deteriorate  at  different  rates  with 
reference  to  use,  to  extraneous  conditions,  and  to  time.  But 
while  the  plant  is  a  physical  thing,  it  is  in  essence  a  functioning 
thing  in  the  process  of  producing  intake.  Ultimately  it  is  not 
a  thing,  but  a  continuing  function — or  one  designed  to  be  con- 
tinuing— that  has  cost  original  capital  outgo  to  set  up,  and  which 
expense  outgo  must  maintain  at  its  original  efficiency.  The 
expense  of  repairing  and  renewing  it  is  the  physical  maintenance 
of  it  by  tangible  physical  applications.  To  these  is  added  a 
third  kind  of  maintenance  called  depreciation  which  maintains 
the  functioning  thing  in  respect  to  those  effects  that  are  intan- 
gible, that  cannot  be  located  against  specific  parts  but  are  gen- 
eral to  the  whole, — such  as  effects  of  age.  The  processes  from 
which  these  effects  arise  are  so  minute,  insidious  and  impercept- 
ible, that  we  know  them  in  their  final  outcome  rather  than  in 
their  instant  phases.  From  "  experience  ^^  we  deduce  the  law 
of  their  operation  and  allow  for  it  empirically  on  basis  of  formula 
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from  month  to  month  or  year  to  year.  "  Depreciation,"  which 
takes  care  of  those  elusive  physical  processes,  naturally  becomes 
the  account  where  is  charged  the  maintenance  against  obso- 
lescence which  is  deterioration  of  function.  This  is  economic 
deterioration. 

Deductions  from  Expenses.  When  any  intake  is  specific- 
ally related  to  a  particular  outgo,  and  to  that  outgo  alone,  it 
should  not  be  embraced  in  the  same  group  with  the  intake  that 
is  related  to  the  general  body  of  outgo.  That  is,  applying  this 
principle  in  the  terms  of  the  accounts,  if  we  have  a  revenue 
which  is  the  product  of  a  particular  expense  and  no  other,  and 
does  not  spring  out  of  any  conditions  that  classify  it  with  any 
other  revenue  that  is  the  product  of  other  expense,  then  it  is  a 
revenue  local  to  that  particular  outgo,  and  accordingly  should 
be  deducted  from  this  expense  because  it  is  the  direct  cause 
creating  this  expense.  Such  a  transaction  involves  something 
less  than  the  whole  plant  and  the  entire  cycle  of  operations  as 
a  class,  and  the  net  efPect  only  is  incorporated  in  the  general 
accounts.  For  instance,  if  a  particular  locomotive  realizes  a 
value  above  the  book  value,  this  appreciation,  it  has  been  ruled, 
is  not  the  product  of  the  property  and  its  operations  as  a  whole 
but  represents  the  accumulation  of  excess  charges  previously 
made  to  expenses  and  is  therefore  credited  to  expenses  (Case's 
351,  536). 

Outgo,  Expenses — Outside  Operations.  Certain  operations 
are  located  which  separate  in  part,  in  a  natural  way,  from  the 
body  of  the  operations  as  a  whole.  It  is  found  that  their  revenue 
may  increase  or  decrease  without  disturbing  the  revenue  of  the 
road  as  a  whole,  and  that  their  expenses,  that  produce  this  par- 
ticular revenue,  are  separable  from  the  expenses  that  produce 
the  revenue  of  the  road  as  a  whole.  By  this  description  they  are. 
defined  as  entities.  It  is  therefore  but  a  natural  recognition  of 
this  real  condition  that  classifies  them  as  Outside  Operations.* 

*  See  page  205  et  seq. 
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If  they  were  merely  temporary  phases  or  incidents  of  the 
operation  (Cases  246,  262,  584)  it  would  not  be  worth  while  to 
set  them  up  in  special  accounts,  but  their  specific  revenues  would 
have  been  deducted  from  the  ofiPsetting  expense,  and  any  surplus 
would  have  been  left  to  apply  as  a  credit  in  that  expense  account 
where  it  occurred,  upon  the  theory  that  it  was  an  irregular  or 
inconsequential  condition  that  served  so  far  to  reduce  the  normal 
expense  at  that  point. 

Deductions  from  Gross  Corporate  Income  (Charges.)  This 
constitutes  a  form  of  outgo  of  a  more  general  range  than  ex- 
penses. It  is  mostly  a  fixed  charge,  therefore  highly  inflexible. 
Under  it  classify  rents  and  interest  paid,  losses  on  separately 
operated  properties,  sinking  fund  payments  when  charged  to 
income,  and  like  items. 

Rents.  As  the  term  *'  rents  "  is  here  used,  it  describes  the 
payments  made  for  the  use  of  property  or  facilities,  sometimes 
to  include  the  maintenance  of  such  property  and  facilities,  and 
sometimes,  still  further,  to  include  incidental  service  also  (Case 
372).  Rents,  if  a  disbursement  instead  of  a  revenue,  are 
handled,  with  interest,  in  the  form  of  deductions  from  income 
and  not  as  expenses.  Therefore  they  are  not  a  part  of  the  sub- 
ject matter  of  which  this  book  treats  except  so  far  as  to  distin- 
guish them  from  expenses. 

Rent  is  one  of  the  regular  forms  of  disbursement  distin- 
guished on  the  one  hand  from  interest  payments,  because  it  is 
a  payment  for  use  of  a  property  and  not  for  use  of  money,  and 
distinguished,  on  the  other  hand,  from  a  license  (Case  128), 
which  has  not  the  formality  of  a  tenancy.  It  may  without  preju- 
dice include  taxes  (Case  285),  and  under  certain  circumstances 
it  is  interchangeable  with  city  license  payments  (Case  122).  It 
represents  the  cost  of  making  good  the  deficiency  in  facilities 
owned.  When  it  occurs  in  regular  and  large  amounts  it  becomes 
worth  while  to  preserve  it  in  its  typical  character,  and  the  charge 
is  therefore  carried  to  rents  paid,  which  is  among  the  deductions 
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from  Income  account.  But  where  it  is  a  small  or  irregular  inci- 
dent, it  is  charged  directly  as  an  expense  to  the  class  of  work 
which  it  serves.  "  As  a  general  principle,  payments  for  the  use 
of  property  or  facilities  required  by  a  carrier  are  considered 
proper  charges  to  Income.  Exceptions  have  been  made  for 
offices  and  station  buildings  rented"  (Case  564,  see  also  Cases 
35,  345  and  638), 

It  is  sometimes  necessary  to  arrive  at  the  rent  charge  by  arbi- 
trarily decomposing  a  bill.  In  case  of  joint  facilities  where  the 
bills  are  regularly  recurrent  and  of  significant  amount  and  where 
the  other  company  is  a  common  carrier,  this  breaking  down  of 
lump  bills  is  prescribed,  but  in  case  of  the  bill  rendered  the 
express  company  by  the  railroad,  because  the  amount  of  the  rent 
was  not  specifically  stated  in  the  contract,  it  was  ruled  that  it 
was  unnecessary  to  attempt  a  separation  of  rent.  To  make  the 
**  rent  proportion  "  of  a  lump  bill  it  has  been  ruled  that  the 
estimated  expenses  and  maintenance  must  first  be  deducted,  and 
the  remainder  is  credited  or  charged  to  '*  Eent  "  (Case  371; 
see  also  Case  408), 

Hire  of  Equipment.  Equipment  is  in  units  of  fairly  stand- 
ard type;  furthermore,  in  the  ease  of  freight  cars  whose  hire 
forms  the  largest  part  of  the  charges  and  credits  to  this  account, 
the  equipment  moves  freely  from  point  to  point  to  meet  demand ; 
a  freight  car  on  a  foreign  line  tends  to  create  the  necessity  for 
borrowing  a  foreign  freight  car  on  the  home  line.  For  these 
reasons  the  rent  of  equipment  is  set  up  under  a  special  account, 
"Hire  of  Equipment,"  and  this  is  handled  as  a  net  account, 
inasmuch  as  this  credit  tends  to  set  up  its  offsetting  debit. 

The  emergency  use  of  hired  equipment  at  a  wreck  is  charged 
to  "Clearing  Wrecks"  instead  of  to  "Hire  of  Equipment," 
because  it  is  a  temporary  and  local  use  (Case  243).  In  the  same 
way  the  hire  of  an  instruction  car  is  charged  to  "  Transportation 
Expense, — Superintendence"  (Case  254),  and  not  "Hire  of 
Equipment." 
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Interest.  The  form  of  outgo  called  interest  is  easily  under- 
stood. While  rent  is  the  hire  paid  for  the  use  of  property  not 
owned,  interest  is  the  hire  paid  for  the  use  of  money  or  for  the 
use  of  so  much  of  the  plant  as  the  funded  and  floating  debt 
represtots. 

Application  of  Principles  in  Income  Account  and  Classi- 
fication of  Expenses.  Incorporating  the  foregoing  principles 
the  Income  account  is  evolved.  First,  against  the  intake  of 
revenue  is  set  the  outgo  of  expenses  to  produce  it,  apd  the  net 
operating  revenue  C^  profit  ")  is  made.  To  this  is  added  the 
net  result  (profit  or  loss)  of  Outside  Operations  to  make  the  net 
revenue  (operating  "profit"  less  taxes).  Then  is  deducted 
"taxes,'^  which,  because  of  its  inflexibility  is  different  from 
'^  expenses "  and  also  different  from  first  charges. 

The  figure  thus  produced  is  the  operating  **  profit  "  before 
the  first  charges  have  been  deducted.  It  is  specifically  called 
*  *  Operating  Income. "  It  is  the  income  derived  from  operation 
as  distinguished  from  that  derived  from  rents,  profits  and  sepa- 
rately operated  properties  in  form  of  dividends  and  interest 
on  securities  owned.  These  latter  involved  no 'current  expenses 
to  produce  them;   they  are  designated  Other  Income. 

Operating  Income  is  consolidated  with  Other  Income  and 
from  their  sum  is  deducted  the  rent,  the  interest  and  like  charges 
to  produce  the  '*  Net  Corpcrate  Income  "  which  is  the  final  true 
profit  of  the  property. 

The  foregoing  conceptions  of  expenses,  revenue  and  profit, 
capital,  income  and  net  income,  constitute  the  ground  plan  out 
of  which  is  worked  the  schedule  of  accounts  that  sets  out  intelli- 
gently the  story  of  the  railroad's  operations.  When  the  expense 
disbursements  verge  upon  the  character  of  capital  expenditure 
those  individual  items  which  are  distinctly  capital  expenditure 
are  withdrawn  from  expenses  through  the  Additions  and  Better- 
ments accounts,  where,  they  are  carried  in  a  memorandum  clas- 
sification for  purposes  of  current  study,  and  at  the  end  of  the 
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fiscal  year  (or  shorter  period)  are  gathered  up  into  a  total,  and 
permanently  lodged  in  Capital  account.  The  elaborate  accou»t- 
ing  and  statistical  tables  constitute  the  mechanism  by  which  e^ch 
of  all  the  myriad  and  various  transactions  of  the  year  is  gathered 
up  as  by  a  dragnet  and  carried  forward  in  unbroken  sequence 
to  the  final  stage  of  stated  profit. 

The  Classification  of  Expenses  defers  to  the  essential  scheme 
of  the  physical  property,  its  organized  forces  and  its  plan  of 
operation.  It  separates  the  rolling  stock  from  the  permanent 
way  and  structures,  and  makes  a  distinction  between  the  line 
of  road  and  the  terminals;  it  groups  the  forces  into  main- 
tenance, operation,  and  general  supervision,  distinguishing  the 
administrative  gradations  tliroughout  the  organization. 

In  its  present  form  it  neglects  the  distinction  between  pas- 
senger and  freight  service  (where  separation  is  possible),  and 
the  further  obvious  distinction  between  main  line  and  branch 
line.  These,  however,  are  refinements  which  the  individual 
carrier  will  make  for  its  own  information 

GENEEAL  CONSIDERATIONS. 

Authority.  '*  All  accounting  matters  must  be  disposed  of  in 
conformity  with  the  principles  embodied  in  the  orders  of  the 
Interstate  Commerce  Commission.  Subject  to  this  limitation, 
where  not  covered  by  such  orders,  they  may  be  disposed  of 
according  to  the  judgment  of  the  carrier  ''  (Case  1).  The  clas- 
sification of  accounts  is  supplemented  by  Accounting  Bulletins 
interpreting  the  classification  in  the  large  number  of  cases  sub- 
mitted for  ruling.  These  rulings  embody  the  conclusions  of  the 
Bureau  of  Statistics  and  Accounts,  and  should  not  be  interpreted 
as  meaning  that  the  Commission  is  not  at  liberty  to  modify  its 
own  orders  (Case  451).  The  regular  Bulletin  is  supplemented 
by  Accounting  Series  Circulars  which  include  cases  '*  the 
answers  to  which  are  regarded  as  subject  to  possible  modifica- 
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tions."  However,  until  superseded  they  constitute  the  exist- 
ing rulings  of  the  Commission.  A  few  general  principles  are 
laid  down  which  serve  as  a  guide  in  the  application  of  the 
classifications. 

Keeping  of  Accounts  and  Statistics.  The  accoimts  are 
**  prescribed  for  the  use  of  carriers  by  rail  (exclusive  of  electric 
railways)  subject  to  the  provisions  of  the  act  to  regulate  com- 
merce a:s  amended  June  29,  1906."  Operations  of  roads  not 
common  carriers  are  specifically  excluded  from  these  accounts 
(Cases  383,  636),  The  railroad  officers  are  held  for  the  correct 
application  of  the  rules  in  the  keeping  and  recording  of  the 
operating  expense  accounts,  and  it  is  unlawful  **  to  keep  any 
account  or  record  or  memorandum  of  any  operating  expense 
item  except  in  the  manner  and  form  '^  prescribed,  save  only  that 
they  may  subdivide  the  primary  accounts  here  prescribed  for 
their  own  purpose  provided  the  list  of  the  sub-primary  accoimts 
be  duly  filed  with  the  Commission.  They  are  also  permitted  to 
keep  temporary  or  experimental  accounts  provided  such 
accounts  do  not  impair  the  integrity  of  any  prescribed  general 
or  primary  account,  and  that  they  shall  be  open  to  the  inspec- 
tion of  the  Commission  at  all  times.  In  the  application  of  this 
order  it  has  been  ruled  in  respect  to  the  form  of  general  balance 
sheet,  '*  It  is  not  required  that  the  accounts  prescribed  in  this 
classification  shall  be  kept  by  name,  and  those  only;  but  that 
the  accounts  necessary  to  record .  the  transactions  therein  pre- 
scribed be  kept,  and  it  is  permissible  further  to  keep  such 
accounts  as  may  be  necessary  to  make  whatever  analysis  a  road 
may  require  of  the  balance  sheet  entries  ''  (Case  544), 

Capital.  Capital  must  not  be  impaired;  the  amount  of  it 
may  be  increased  or  decreased  according  to  contingencies  of  the 
business,  but  the  rate  of  productivity  should  be  fairly  constant 
per  dollar  of  the  capital  invested.  Under  perfectly  free  compe- 
tition, in  the  groupings  of  economic  forces,  as  they  may  be  freely 
made,  the  return  on  the  capital  devoted  to  railroad  business  is 
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controlled  by  competition  of  other  capital  for  the  same  return. 
It  therefore  will  be  exposed  to  wide  variations, — according  as 
the  field  is  now  overcrowded  and  now  undeveloped.  Under 
sharp  competition  the  tendency  will  be  to  neglect  the  return 
upon  capital  previously  invested  and  in  this  way  to  work  large 
injustice  to  investors  whose  money,  once  devoted  to  railroads, 
cannot  be  recovered.  These  conditions  that  produce  additions 
and  reductions  of  capital  will  be  marked  up  on  the  books  as  they 
individually  occur  at  their  estimated  effect.  This  estimated 
effect  is  crude,  and  besides,  many  effects  must  pass  unnoticed. 
Such  effects  of  unrecorded  tendencies,  in  course  of  time,  work 
large  changes  to  impair  or  enhance  the  productivity  of  first 
capital,  and  it  becomes  necessary  to  revalue  the  entire  property 
directly  upon  the  basis  of  the  conditions  as  they  exist  at  a  given 
time.  The  accountant  cannot  question  the  equity  of  the  con- 
ditions which  may  have  wrought  special  loss  or  gain.  His  dis- 
cretion extends  no  further  than  to  state  exactly  the  present  value 
of  the  property  which  is  a  resultant  of  these  conditions,  good  or 
bad,  just  or  unjust.  But  the  court  is  competent- to  discuss  con- 
siderations of  equity  and  public  policy  which  are  beyond  the 
discretion  of  the  accountant. 

It  is  become  public  policy  to  restrict  the  competition  of  rail- 
roads by  limiting  the  construction  of  new  lines  to  those  that  are 
deemed  to  be  of  reasonable  public  necessity,  and  furthermore, 
in  the  regulation  of  rates,  the  commissions  take  cognizance  of 
capital  as  a  factor  of  ultimate  cost.  In  the  determination  of 
the  reasonable  public  necessity  and  of  the  fair  return  upon  cap- 
ital, and  the  fair  estimate  of  what  the  capital  actually  is,  there 
is  an  effort  to  protect  invested  capital,  as  well  as  the  public,  by 
injecting  considerations  of  equity  which  unregulated  compe- 
tition and  formal  accounting  would  necessarily  neglect.  For 
instance,  the  formal  accounting  makes  no  provision  for  capital- 
izing deficits  during  years  of  development.  A  pioneer  road  is 
much  more  expensive  to  build  than  would  be  a  later  competitor. 
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An  old  road  may  have  had  to  bear  large  losses  in  the  rapid 
changes  of  standards  which  the  latest  constructed  road  can  avoid. 
One  property  may  have  been  built  in  a  time  of  money  stringency 
and  another  when  capital  could  be  had  upon  easy  terms.  The 
aggregate  deficits  over  a  series  of  lean  years  are  a  proper  offset 
to  the  liberal  returns  in  any  particular  prosperous  year.  All 
these  are  factors  which  enter  into  the  equity  of  rate  making,  but 
except  for  the  provision  for  abandoned  property  and  deferred 
charge  of  discount  and  commission  on  securities  sold — devices 
to  spread  such  effects  evenly  over  many  years — ^the  accountant 
is  not  permitted  to  make  any  allowances. 

Depreciation.  Depreciation  is  the  charge  made  for  deteri- 
oration in  values  of  specific  parts  of  a  physical  plant.  The  Com- 
mission permits  wide  latitude  and  discretion  to  individual  rail- 
roads in  naming  the  amount  which  may  be  considered  to  be 
depreciation,  but  it  lays  down  the  principle  that  charges  on 
some  formula  must  be  made.  It  confines  its  enforcement  of  this 
rule  to  the  rolling  stock.  -This  is  probably  upon  the  theory  that 
the  rolling  stock  or  equipment  consists  of  entirely  separate  units, 
whereas  in  the  case  of  the  way  and  structures  a  considerable 
neglect  of  any  one  part  would  impair  the  operating  efficiency 
of  the  whole,  so  that  renewals  could  not  be  slighted,  as  is  pos- 
sible in  equipment.  There  is  also  the  further  reason  that  equip- 
ment lends  itself  easily  to  the  use  of  depreciation  formulas 
because  it  classifies  under  a  limited  number  of  very  definite 
types. 

The  depreciation  charge  would  seem  to  be  limited  to  the 
physical  deterioration  of  specific  physical  units.  But  there  is  the 
additional  depreciation  through  the  processes  of  obsolescence  of 
function  for  which  a  provision  is  made,  though  not  so  specifically, 
— as,  for  instance,  by  the  Abandoned  Property  account  and 
the  arrangement  of  dropping  equipment  to  lower  classes  as  it 
passes  down  the  scale  of  usefulness. 

The  entity  which  becomes  obsolescent  is  itself  composed  of 


THE  CAPITAL  AND  INCOME  ACCOUNTS  27 

subordinate  units  which  may  not  only  be  in  physical,  but  in 
full  functional  efficiency  in  their  relation  to  the  other  subordi- 
nate units  which  together  constitute  a  whole.  Thus  a  locomotive 
may  be  in  good  physical  condition  and  its  parts  may  be  in  good 
physical  condition, — each  performing  its  function  in  full  effi- 
ciency in  jelation  to  the  other  parts,  while  the  locomotive  itself 
is  of  a  type  which  has  become  obsolete.  Or  again,  a  tunnel  has 
been  abandoned  by  construction  of  a  new  route  about  a  moun- 
tain barrier.  The  tunnel  itself  is  in  good  working  condition, 
but  it  ceases  to  be  of  any  use  to  the  railroad  as  a  whole.  And  to 
carry  the  illustration  a  little  further,  the  entire  roadway  and 
rolling  stock  of  a  given  branch  line  may  remain  at  full  efficiency 
both  physically  and  in  function,  but  the  mines  which  they  served 
having  been  exhausted,  their  earning  or  final  economic  efficiency 
is  wiped  out.  It  would  be  difficult  to  anticipate  by  fixed  formula 
the  depletions  of  value  ranging,  as  illustrated,  all  the  way  from 
physical  depreciation  to  economic  obsolescence  that  wipes  out 
the  earning  power  of  an  entire  section  of  the  road.  For  this 
reason  the  Commission  apparently  limits  its  theory  of  depreci- 
ation to  physical  depreciation,  leaving  it  to  the  discretion  of  the 
carrier  to  anticipate  functional  obsolescence  in  a  general  way  in 
case  of  rolling  stock,  but  reserving  for  its  own  authorization 
through  Abandoned  Property  account  the  more  extensive  and 
irregular  kinds  of  obsolescence. 

The  processes  of  obsolescence  and  the  offsetting  additions  and 
betterments,  broadly  viewed,  are  analogous  to  wear  with  its 
offsetting  maintenance.  The  loss  of  function  of  a  given  physical 
type  by  obsolescence  is  offset  by  an  addition  of  function  to  main- 
tain the  status  quo  by  means  of  additions  of  new  types  or  better- 
ments of  existing  types.  When  the  wear  and  renewal  mutually 
offset  each  other  without  disturbing  the  existing  physical  type 
the  maintenance  is  charged  to  expenses.  But  when  extensive 
cahnge  of  type  is  involved  the  theory  is  that  the  outgo  of  the 
old  thing  and  the  incoming  of  the  new  thing  should  each  be  sep- 


28  RAILROAD   EXPENSES 

arately  recorded.  Though  this  may  be  a  definition  of  the  prin- 
ciple in  force,  in  its  application  there  would  be  wide  latitude  of 
method. 

Reserves.  In  strict  adherence  to  the  theory  that  an  exhibit 
should  exhibit  accurately  and  unequivocally  the  facts  of  the 
property  and  its  operation,  the  underlying  principle  of  the 
accounts  is  that  items  shall  be  specific  and  definite,  susceptible 
of  measure  by  instruments  of  precision.  It  is  laid  down  as  a 
fundamental  principle  that  all  reserves  created  must  '*  be  held 
intact  until  the  liabilities  for  which  they  were  created  are 
liquidated  "  (Case  211).  It  is  also  laid  down  as  a  fundamental 
principle  that  all  entries  in  the  accounts  shall  be  upon  the  basis 
of  accruals,  and  not  upon  the  basis  of  the  actual  payments 
(Case  231). 

Impairments  of  capital,  so  far  as  they  can  be  ascertained 
must  be  offset  by  reserves  accumulated  as  the  processes  of 
impairment  proceed.  But  of  these  funds  it  has  been  ruled  that 
**  it  is  not  required  that  a  definite  sum  of  money  be  set  aside  in 
bank  equal  to  the  accumulations  in  the  reserves  for  replacement 
of  equipment  "  (Case  171).  In  other  words,  a  '*  book  fund  '* 
will  suffice. 

Secret  Reserves.  The  intent  of  the  Commission  is  not  only 
to  set  out  in  lucid  form  the  operations  of  the  railroad,  but 
frankly  to  make  it  impossible  to  create  secret  reserves,  or,  per 
contra,  to  write  up  earnings  that  have  not  been  earned.  By 
careful  study  it  covers  in  advance  all  the  usual  forms  of  receipt 
and  disbursement  of  moneys.  Extraordinary  situations  which 
may  be  thought  to  justify  spreading  a  charge  beyond  the  fiscal 
year  through  Profit  and  Loss,  or  Abandoned  Property  accounts, 
or  to  open  up  a  new  account,  or  to  make  extraordinary  adjust- 
ments of  Capital  account,  will  be  considered  individually  on 
their  merits  by  the  Commission.  As  illustrating  the  i^^^^^^jB 
the  rulings  in  these  particulars,  we  quote:  *^  Wh^  \.thiiiBU 
mission  requires  is  that  when  such  r  ^^^^^H 
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shall  appear  on  the  Balance  Sheet  Statement  and  that  no  secret 
reserves  shall  be  created.  It  is  not  permissible,  however,  to 
create  a  reserve  for  Construction  purposes  by  charges  to  Operat- 
ing Expenses'^  (Case  557).  Or  again,  referring  to  a  previous 
ruling,  **  It  is  not  to  be  taken  as  meaning  that  appropriations 
may  not  be  made  for  extraordinary  purposes,  but  does  mean 
that  the  property  acquired  by  the  expenditure  of  such  appro- 
priations should  be  included  in  the  property  accounts.  Stated 
differently,  it  is  the  purpose  of  this  provision  of  the  Classifica- 
tion to  prevent  as  far  as  practicable  the  creation  of  '  secret 
reserves^  in  the  future ^^  (Case  558), 

Maintaining  Types  of  Operation.  Because  of  the  necessities 
of  comparison,  railroad  operations  in  their  multifarious  phases 
are  standardized  after  a  certain  type  to  which  all  must  conform, 
even  though  in  special  cases  the  rule  would  seem  arbitrary, — 
thus  a  switching  road  must  charge  to  "Freight  Train  Cars — 
Eepairs,^^  the  bill  rendered  by  the  owning  road  for  cars  dam- 
aged on  their  lines,  regardless  of  the  fact  that  the  switching 
company  owns  no  cars  itself  to  offset  its  car  repair  expense 
(Case  456).*  Again,  an  operating  carrier  that  is  debited  for 
the  maintenance  of  joint  facilities  must  charge  the  maintenance 
part  of  the  bill  to  Maintenance  Account — '*  Joint  Facilities," 
although  the  road  itself  has  no  property  to  maintain  (Case  161, 
also  case  163). 

In  the  case  of  joint  facilities  used  by  two  or  more  carriers 
the  carrier  operating  the  train  should  take  into  its  statistics  all 
the  mileage  of  that  train  and  of  the  cars  therein,  regardless  of 
the  fact  that  a  portion  of  the  distance  travelled  may  be  over  the 
tracks  of  another  company  (Case  502), 

When  a  road  is  so  small  as  not  to  have  an  individual  officer 
for  each  department,  then  it  must  apportion  among  the  several 
departments  served  the  salary  of  the  officer  who  performs  the 
several  functions.     When  bills  are  received  in  lump  sum  from 

*  Eulings  456  and  161  are  in  apparent  conflict  with  the  ruling  in  Case  549. 
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other  carriers  they  must  be  broken  down  to  their  constituent 
parts  to  conform  to  the  Classification,  arbitrarily  if  necessary. 

Expense  Account  Not  to  Be  Used  for  Suspense  Items. 
As  far  as  possible,  expense  accounts  are  not  to  be  used  to  hold 
items  in  suspense,  or  as  a.  device  for  clearing  the  amount  of  bills 
rendered  against  other  companies  and  individuals.  When  the 
item  is  not  a  joint  facility  item  or  is  irregular  or  small,  it  some- 
times remains  necessary  to  clear  such  bills  through  the  regular 
detail  expense  items  (Case  56)  ;  but  in  the  case  of  considerable 
items  which  would  derange  comparisons  if  passed  through  the 
expenses  a  temporary  account  is  necessary.  An  illustration 
would  be  the  insurance  recovered  on  buildings  destroyed.  To 
pass  so  large  an  amount  through  the  month's  account  when  the 
insurance  was  collected  and  to  charge  it  again  when  the  build- 
ing is  reconstructed  would  impair  comparative  figures  (Case  30). 

Reasonable  Accuracy.  Reasonable  accuracy  in  compilation 
of  statistical  figures,  rather  than  forced  exactness,  is  the  guid- 
ing principle.  Thus  in  the  computation  of  depreciation  it  has 
been  specifically  -ruled  that  any  period  less  than  one  month 
should  be  ignored  (Case  49).  Another  illustration  is  the  ruling 
(Case  174)  that  it  is  proper  to  estimate  the  scrap  taken  from 
cars  and  locomotives  torn  down. 

Sometimes  it  is  not  possible  to  exactly  apportion  an  amount 
which  has  reference  to  two  or  more  items  of  the  expense  classi- 
fication. When  the  preponderance  is  obvious,  instead  of  making 
an  arbitrary  apportionment,  the  best  practice  is  to  classify 
roughly  to  one  account  only.  Thus,  cars  alternating  between 
commercial  and  work  train  service  would  be  classified  as 
commercial  cars  if  for  the  majority  of  the  time  they  were*  in 
commercial  service,  and  their  expense  of  upkeep  would  be 
charged  accordingly  (Cases  47,  468,  482,  418,  452,  594). 

Apportionment.  In  the  apportionment  of  expenses  among 
several  accounts  the  usual  arbitrary  plan  is  to  apportion  equally 
where  no  basis  is  assumed,  but  in  case  of  Shop  Expense  (See 
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cases  177,  179,  183)  and  Stores  Expense  (Case  184),  or  adjust- 
ment of  inventory  (Case  9),  the  overhead  charges  or  adjust- 
ments are  apportioned  on  the  basis  of  the  direct  expense.  In 
case  of  Water  Supply  Expense,  the  distribution  to  the  road  and 
switching  service  is  on  the  basis  of  tons  of  coal  consumed  on  the 
locomotives  using  the  water  (Case  253). 

Clearing  Accounts.  Throughout  the  operations  there  occur 
groupings  of  work  or  extended  intermediate  processes  which  do 
not  conform  to  the  general  fixed  schedule  on  which  the  work  of 
the  railroad  is  laid  out  and  to  which  the  Classification  conforms. 
The  expense  involved  in  these  intermediate  processes  must  be 
finally  lodged  in  the  accounts  of  the  regular  Classification.  To 
trace  the  disbursements  through  these  intermediate  processes 
and  finally  to  apportion  them,  we  must  set  up  temporary  pools 
called  accommodation  or  clearing  accounts.  In  these  are  assem- 
bled aU  the  direct  expenses  of  the  particular  process,  and  over 
against  it  are  set  the  units  of  product  which,  carried  over  into 
the  particular  places  in  the  railroad's  operations  where  they  are 
used,  serve  as  a  basis  of  apportioning  the  expense  necessary  to 
produce  them. 

For  instance,  such  accounts  are  necessary  in  the  case  of 
ballast  pits  to  produce  yards  of  ballast  that  are  distributed  over 
various  sections  of  the  road;  or  in  the  case  of  the  storehouse  or 
purchasing  house  expense,  to  add  to  the  purchase  price  of  the 
material  the  cost  of  buying  it  and  handling  it ;  or  in  the  case  of 
shop  expense,  to  gather  together  into  one  total  the  expenses  of  a 
miscellaneous  character  in  and  about  a  shop  that  apply  equally, 
in  proportion  of  advantage  derived,  to  the  different  kinds  of 
output  of  the  shop.  In  assembling  the  costs  to  such  clearing 
accounts  only  those  costs  which  can  be  directly  located  against 
the  operation  are  included ;  general  expenses,  overhead  charges 
for  superintendence  or  interest  are  ignored. 

The  basis  of  apportionment,  in  case  the  product  is  in  form 
of  a  single  physical  unit  (e.  g.  ballast),  is  simple.    But  in  case 
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of  shop  expense,  for  instance,  it  is  quite  arbitrary,  the  ruling 
being  that  the  distribution  to  the  primary  accounts  affected 
shall  be  ''  in  the  proportion  that  the  total  of  such  expenses  bears 
to  the  total  labor  distributed  by  that  department"  (Case  183). 

The  Time  Factor  in  the  Accounts  and  Statistics.  The 
accounts  are  a  device  for  photographing,  as  it  were,  the  transac- 
tions that  afiPect  values.  Throughout,  great  emphasis  is  laid 
upon  the  annual  character  of  the  operations,  and  only  under 
exceptional  circumstances  is  the  railroad  permitted  to  make 
entries  directly  to  the  Profit  and  Loss  account,  Which,  unlike 
the  Income  account,  is  not  closed  out  annually.  The  year  itself 
is  divided  into  twelve  monthly  periods.  Some  latitude  is  per- 
mitted in' the  disbursements  among  the  several  months  of  a  par- 
ticular year  (Case  155),  but  between  the  operations  of  different 
years  inviolable  lines  of  distinction  are  drawn  (Cases  155,  162). 
However,  in  the  run  of  business  it  is  not  always  practicable  to 
exactly  close  out  a  year's  accounts.  "  Generally  speaking,  Oper- 
ating Expense  and  other  accounts  should  be  charged  with  current 
expenditures.  It  is  recognized  that  some  expenditures  will  lap 
over,  but  those  included  in  one  year  are  usually  offset  by  those 
left  over  for  the  next":    (Case  37 9 \  see  also  Case  582), 

Generally,  Operating  Expenses  "  should  be  charged  with  all 
expenditures  proper  to  be  included  in  those  accounts  without 
regard  to  the  date  of  the  cause  of  the  expense"  (Case  423). 

Railroads  sometimes  suffer  large  losses  through  necessary 
abandonment  of  property  that  has  suddenly  become  obsolete, 
(or  possibly  the  obsolescence  has  been  slow  and  insidious  but 
is  suddenly  discovered).  To  impose  the  burden  of  such  losses  in 
any  one  year  would  be  unfair,  and  the  Commission  has  therefore 
made  a  special  provision  in  the  balance  sheet  of  a  "Property 
Abandoned"  account,  through  which  to  spread  such  adjust- 
ments over  a  number  of  years.  But  this  can  only  be  used  by 
special  permission  as  it  is  not  **  for  the  purpose  of  enabling  a 
carrier  to  *  make  a  showing,'  or  because  in  one  year  it  is  better 
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able  financially  to  take  care  of  such  charges  than  it  is  in 
another  ^^   (Case  552), 

There  are,  however,  certain  legitimate  adjustment  charges  as 
between  years,  which  can  be  made  through  Profit  and  Loss,  with- 
out special  permission,  because  they  are  obvious  and  involve  no 
discussion.  Such,  for  instance,  would  be  the  charge  for  an 
extraordinary  fire  loss  (Case  621) ;  the  settlement  of  old  suits 
(Cases  437,  605)  ;  and  the  revaluation  of  property  at  the  time  of 
sale  (Cases  585,  596) ;  or  an  appreciation  of  property  at  time  of 
"  an  authoritative  and  approved  inventory  ^^  (Case  498)  ;  unpaid 
wages  (Case  457) ;  abandoned  new  work  uncompleted  (Case 
524) ;  sale  of  scrap  representing  accumulations  of  several  years 
(Case  514) ;  old  freight  bills  which  have  become  valueless 
(Case  588). 

In  the  character  of  a  photograph  of  operations  it  is  essential 
that  the  record  be  made  at  the  time  of  the  occurrence,  and  it  is 
therefore  ruled  that  accounts  should  be  written  up  monthly 
(Case  3).  **  Expenses  should  be  charged  in  the  month  in  which 
they  occur '^  (Case  333;  see  also  Case  384). 

To  incur  an  expense  is  to  convert  money  or  credit  into  a  form 
in  which  it  becomes  a  part  of  the  property,  and  cannot  be  recon- 
verted at  will  directly  to  currency  or  credit.  By  this  distinction 
wages  and  the  value  of  material  consumed  or  applied  in  upkeep 
are  charged  to  expenses  in  the  month  in  which  the  service  is 
performed  or  the  material  used,  but  material  and  supplies  pur- 
chased to  be  carried  in  stock  are  not  charged  to  expenses  until 
used.  **  In  the  case  of  material  the  expense  occurs  when  the 
material  is  applied  and  not  when  it  is  purchased  "  (Case  333). 

Keeping  in  mind  the  guiding  principle  in  the  accounts,  that 
of  identifying  cause  against  effect,  or  outgo  against  the  intake 
which  it  avails  to  produce,  it  is  obvious  that  in  much  of  the  outgo 
for  the  upkeep  of  the  plant  there  can  be  no  intimate  relation 
each  month  between  the  outgo  of  expense  and  intake  of  revenue 
for  the  month.     In  fact  the  withdrawal  of  the  material  from 
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stock  and  its  application  to  the  plant  does  not  very  essentially 
convert  the  form  or  value  of  the  material  at  once,  and  the  par- 
ticular month  in  which  the  material  is  used  and  the  work  done 
is  determined  more  by  the  convenience  and  economy  of  doing  the 
work  than  the  immediate  effect  of  the  work  done  in  producing 
revenue.  Eecognizing  these  conditions  it  has  been  ruled  that  the 
maintenance  accounts  of  ties,  rails  and  bridges  may  be  appor- 
tioned over  the  several  months  of  the  year,  and  the  idea  laid 
down  that  material  expense  occurs  when  the  material  is  applied 
and  not  when  it  is  purchased  is  carried  still  further  by  the  ruling 
that  rail,  ties  (and  also  bridge)  expense  *'  may  be  apportioned 
over  the  several  months  of  the  fiscal  year,  the  total  charge  being 
in  every  ease  equal  to  the  total  expense  of  the  material  actually 
applied  "  (Case  333 ;  see  also  Case  32).  In  case  of  rails  and  ties 
it  is  permitted  to  apportion  the  twelve  months'  expenditure  over 
ten  months  of  the  year  (Case  334).  From  rails,  ties  and  bridge 
expense  it  is  but  another  step  to  include  other  extraordinary 
renewal  outlays,  and  **  Additions  and  Betterments.''  Eef erring 
to  the  expense  of  relocating  six  to  eight  miles  of  line  the  tenta- 
tive ruling  (Case  565)  is  ** After  making  as  close  an  estimate 
as  possible  of  the  cost  of  improvements  undertaken  and  dividing 
the  total  of  the  estimate  into  parts  chargeable  to  *  Additions 
and  Betterments '  and  to  ^  Operating  Expenses,^  there  is  no 
objection  to  your  making  monthly  charges  to  both  accounts  as 
the  work  progresses,  provided  the  accounts  are  adjusted 
annually  to  the  basis  of  the  actual  expenditures. ' ' 

But  renewals  of  equipment,  although  they  may  be  extraor- 
dinary to  any  one  month,  must  be  charged  in  the  month  when 
the  renewal  occurs.  "  This  Bureau  cannot  authorize  any 
departure  from  the  prescribed  classification  which  provides 
that  the  entire  residual  value  of  equipment  retired,  less  salvage, 
should  be  charged  to  the  proper  Eenewals  account  in  the  month 
in  which  such  retirement  takes  place  "  (Case  426), 

A  principle  which  has  been  found  to  apply  in  the  case  of 
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rails,  ties  and  bridges,  Additions  and  Betterments  and  extraor- 
dinary renewals  incidental  thereto,  has  been  extended  to  permit 
the  charging  of  certain  irregular  accounts  by  arbitrary  accruals 
of  one-twelfth  of  an  estimated  annual  cost  monthly.  Such 
accounts  ariB  "  Injuries  to  Persons,"  "  Stationery  and  Print- 
ing," and  "Loss  and  Damage"  (Cases  155  and  526).  Charges 
which  accrue  with  the  calendar,  such  as  rent,  insurance,  annual 
retainers,  or  depreciation,  naturally  are  charged  upon  the  basis 
of  the  monthly  accrual.  Ruling  29  covers  this  principle  with 
reference  to  insurance,  and  ruling  167  with  reference  to  depre- 
ciation. The  principle  has  been  carried  still  further  to  include 
"judgments  and  heavy  or  extraordinary  expenses,  due  to  fires, 
accidents,"  etc.,  which  may  also  "  be  spread  over  several  months 
of  a  fiscal  year"  (Case  5). 

Concerning  all  of  these  apportionments  of  annual  schedules 
over  the  months  of  the  year  there  is  no  specific  ruling  author- 
izing anything  other  than  an  equal  apportionment  to  each  month 
(except  rail  and  tie  renewals,  which,  as  noted,  may  be  appor- 
tioned over  ten  instead  of  twelve  months)  (Case  167),  and  in 
every  case  the  arbitrary  charges  m\ist  be  balanced  against  the 
actual  charges  at  the  end  of  each  fiscal  year  (except  discount  on 
securities  issued,  which  may  be  "  distributed  equably  over  the 
period  covered  by  the  life  of  the  bonds"  (Cases  367,  504,  587). 
This  does  not  mean  that  the  principle  might  not  logically  extend 
beyond  the  annual  cut*  off,  but  as  a  rule  the  Commission  is 
cautious  and  only  allows  adjustments  for  delayed  bills  and 
corrections  to  be  carried  over  the  fiscal  year  by  its  special 
permission. 

Use  Served,  the  Basis  of  Expense  Classification.  The  basis 
of  classifying  an  expense  is  not  its  superficial  form,  but  the  ^ise 
which  it  serves.  Thus  the  burial  on  the  right  of  way  of  a  tramp 
killed  by  a  passing  train  is  not  M.  of  W.  and  S.,  "  Roadway, 
Ditching,"  but  Transportation  Expenses,  "  Injuries  to  Per- 
sons."    Earth  is  usually  a  part  of  the  roadbed  and  not  of  the 
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dressing  or  ballast,  but  in  hasty  construction  the  track  is  some- 
times held  in  place  by  throwing  dirt  to  the  center  of  the  track. 
It  has  been  ruled  that  the  transport  expense  of  the  earth  which 
was  suitable  for  this  use  and  which  was  therefore  **  considered  '' 
as  ballast,  should  be  charged  to  M.  of  W.  and  S.^**  Ballast  " 
(Case  467). 

During  construction  a  temporary  trestle  was  built  to  expedite 
the  work  of  grading.  It  was  ruled  **  the  cost  of  temporary 
trestling  used  in  making  fills  on  roads  under  construction  should 
be  charged  to  Expenditures  for  Road  and  Equipment  account 
Number  4  *  Grading.'  The  cost  of  maintaining  track  solely  for 
the  transportation  of  earth  used  in  fills  should  be  charged  to 
the  same  account  as  should  also,  of  course,  the  cost  of  operating 
the  work  trains  handling  the  earth.  The  cost  of  maintaining 
track  used  exclusively  for  the  transportation  of  materials  for 
the  construction  of  a  bridge  should  be  charged  to  account  Num- 
ber 6,  ^Bridges,  Trestles  and  Culverts^"  (Case  506). 

Joint  Facilities.  Throughout  the  country  it  is  the  custom 
of  the  railroads  to  use  many  tracks  and  facilities  jointly.  The 
debits  and  credits  that  pass  in  settlement  of  these  accounts  are 
large  enough  in  the  aggregate  on  some  roads  to  seriously  derange 
their  detail  expense  statistics.  To  avoid  this,  the  Classification 
provides  a  device  of  joint  facility  accounts.  The  operating  car- 
rier does  not  disturb  its  original  expense  figures  when  billing 
another  carrier  for  joint  service,  but  nferely  carries  the  credits 
for  such  amounts  to  Joint  Facilities  account,  and  not  to  the 
detail  expense  account  where  they  occur. 

A  property  to  fall  within  the  classification  of  a  joint  facility 
must  be  used  jointly  by  the  two  or  more  common  carriers 
involved.  For  instance,  a  track  belonging  to  one  road  •  which 
has  no  equipment  and  used  by  another  road  having  equipment 
is  not  a  joint  operation,  although  the  train  itself  may  be  run  for 
joint  purposes  (Cases  327,  408),  Nor  would  the  expense  of 
an  accident  suflPered  by  one  carrier  using  the  joint  facility,  or 
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the  cost  of  any  damages  to  the  joint  facilities  for  which  one  of 
the  carriers  is  responsible,  belong  to  the  joint  expense  handled 
through  Joint  Facilities  accounts  (Case  471).  A  side  track 
constituted  of  two  sections  of  separate  ownership,  if  pooled  and 
operated  as  a  single  section  for  account  of  both  owning  railroads 
becomes  a  joint  track  (Case  308).  The  ownership  of  a  facility 
jointly  used  does  not  afPect  the  manner  of  its  accounting  (Case 
361)  ;  the  facility  is  a  joint  facility  only  in  view  of  the  **  joint 
benefit  "  enjoyed  (Case  159). 

A  joint  facility  can  only  be  had  with  a  common  carrier 
reporting  to  the  Commission  (Cases  495,  636),  Apparently  a 
joint  facility  can  only  be  a  part  of  the  plant  or  equipment  used 
directly  in  the  business  of  public  transportation.  A  shop  used 
jointly  for  the  repairing  of  individually  owned  equipment  (Case 
393)  is  not  a  joint  facility,  nor  is  a  storehouse  used  jointly  for 
the  issue  of  supplies  to  each  company  individually  (Case  412)  ; 
nor  a  standpipe  to  supply  water  in  the  same  way  (Case  357)  ; 
but  a  fuel  station  (and  its  maintenance)  supplying  fuel  to  joint 
yard  engines  is  a  joint  facility  (Case  411)  ;  as  also  the  opera- 
tion of  a  round  house  in  connection  with  the  operation  of  a  joint 
yard  and  terminal  (Case  409).  By  the  same  reasoning,  the 
expense  of  the  force  and  supplies  used  in  cleaning  cars  and 
repairing  locomotives  should  not  be  carried  through  the  Joint 
Facilities  accounts  (Case  535). 

A  joint  facility  primarily  includes  a  fixed  plant  or  an  equip- 
ment assigned  to  joint  work  at  terminals.  However,  where 
'*  employees  are  engaged  in  maintaining  or  operating  joint 
facilities  their  salaries  and  expenses  are  a  part  of  the  joint  facil- 
ities expenses.''  (Cases  46,  193).  But  referring  to  a  joint 
organization  independent  of  a  plant,  the  ruling  is,  **  It  is  not 
expected,  for  the  present,  that  joint  employees  will  be  consid- 
ered joint  facilities"  (Case  193).  In  special  illustration  of  this 
distinction -the  salaries  of  crossing  flagmen  to  protect  highway 
crossings  across  the  tracks  of  two  railroads  running  parallel, 
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but  where  no  tracks  are  used  jointly,  are  iiot  classified  as  joint 
facilities  (Case  493),  but  the  towerinen  protecting  the  inter- 
section of  two  tracks  would  be  part  of  a  joint  facility  (Case  272), 
as  would  be  also  the  watchman  at  a  bridge  in  common  use 
(Case  360). 

Since  a  joint  facility  bill  is  for  service  rendered  to  another 
carrier  it  is  proper  to  include  in  the  bill  an  amount  to  cover 
freight  on  material  and  supplies  issued  for  joint  facility  account 
(Case  395)  as  well  as  overhead  charges  for  stores  disbursements. 
The  ruling  in  case  488  is  on  the  wrong  principle,  as  would  be 
apparent  if  the  employees  who  occupied  company  property  rent 
free  in  lieu  of  wages  were  employed  in  joint  facilities ;  the  com- 
pany remitting  the  rent  would  then  by  that  amount  be  under- 
billing  the  tenant  road. 

Physical  Valuation  of  Railroads.  The  methods  of  physical 
valuation  of  a  railroad  are  usually  to  take  careful  inventory 
of  the  physical  property,  extend  it  at  a  value  representing  the 
cost  of  reproduction,  new,  and  then  deduct  from  it  by  a  depre- 
ciation formula  an  amount  assumed  to  represent  the  difference 
between  the  actual  property  at  the  time  of  inventory  and  its 
value  when  entirely  new.  But  in  making  the  allowance  between 
new  value  and  present  value,  a  fallacy  is  involved,  resulting 
primarily  from  failure  to  keep  in  view  the  continuing  character 
of  the  railroad^s  operations  and  the  inconvertibility  of  its  plant, 
except  in  the  form  of  annual  earnings.  The  earnings  of  any  one 
year  are  those  which  the  existing  plant  must  be  capable  of  pro- 
ducing indefinitely.  If  our  producing  plant  includes  docks  and 
wharves,  which  must  be  renewed  every  twenty-five  years,  during 
twenty-four  years  of  this  period  the  plant  is  each  year  shrinking 
in  value,  but  without  effect  upon  earnings.  By  the  method 
above,  on  the  twenty-fourth  year  we  would  value  it  at  100  per 
cent,  less  96  per  cent  depreciation,  or  only  4  per  cent  of  the 
amount  of  capital  which  must  be  permanently  devoted  to  this 
part  of  the  plant  in  order  to  produce  regular  earnings.    On  the 
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twenty-fifth  year,  when  the  renewal  must  be  made,  the  100  per 
cent  thus  withdrawn  from  the  property  by  the  above  method  of 
valuation  would,  in  this  way,  have  to  be  borne  by  the  expenses 
of  that  year.  Rates  based  on  such  a  valuation,  in  the  case  cited, 
would  ignore  96  per  cent  of  the  value  of  the  docks  and  wharves. 

When  the  accountant  has  begun  with  the  original  value,  and 
has  written  down  this  value  each  year  by  the  amount  of  the 
depreciation  as  a  depreciation  charge,  such  fallacy,  of  course, 
is  not  involved.  The  ownership  of  a  public  utility  plant  pro- 
ducing earnings  involves  the  obligation  of  maintenance.  When 
a  physical  valuation  is  made  based  on  present  physical  con- 
dition this  obligation,  not  being  set  up  in  a  definite  replacement 
fund  must  be  located  in  the  surplus  account  of  the  property  on 
which  the  railroad  must  draw  for  renewals  as  they  become 
necessary. 

Physical  valuation  of  railroad  properties  is  far  from  being 
an  exact  science.  The  value,  as  we  have  seen,  is  not  the  cost  of 
production  less  depreciation  to  present  condition,  if  tied  up 
with  it  is  a  liability  to  put  back  into  the  property  the  amount  of 
the  accumulated  depreciation  at  time  of  renewal.  Such  liability 
must  be  ofPset  by  actual  property  or  assured  earning  power  just 
as  imperatively  as  if  it  were  represented  by  an  unmatured  note. 
But  the  physical  valuation  of  a  property  is  beset  by  further 
difficulties;  the  valuation  cannot  be  stated  at  the  actual  cost, 
because  the  value  of  any  particular  thing  includes  not  only  the 
aggregate  cost  of  all  its  parts  individually  but  to  this  total  must 
be  added  the  cost  of  putting  these  parts  together,  which  is  their 
value  in  place, — that  is,  devoted  to  a  use.  The  gradations  reach 
all  the  way  from  hand  tools  to  machinery,  plant,  individual 
locomotives  and  cars,  shops,  depots,  terminals,  branch  lines,  the 
entire  road  itself.  To  meet  practical  requirements  we  may  set 
up  certain  arbitrary  units,  as  the  car,  the  locomotive,  the  par- 
ticular building  or  parcel  of  real  estate  as  the  thing  whose  value 
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in  some  other  possible  use  we  take  as  the  value  devoted  to  its 
use  in  the  railroad. 

The  physical  valuation  of  a  railroad,  so  far  as  it  has  signifi- 
cance, and  is  to  be  a  factor  in  shaping  public  policies  of  rate 
making  and  taxation,  itself  implies  a  public  policy  to  arbitrarily 
maintain  investment  at  fixed  value  against  time  or  losses  by  good 
or  bad  management,  wise  or  unwise  undertaking.  It  runs  to  the 
effect  of  basing  values  on  legislation  which  would  hold  invest- 
ment at  a  fixed  figure  against  all  contingencies.  Mistakes  are 
capitalized  and  the  stimulus  to  the  creation  of  new  values  out  of 
forces  now  dormant  is  denied.  The  idea  lying  behind  it  is  to  give 
to  the  court  and  the  tax  commissioner  an  exact  statement  of  facts 
to  be  joined  with  more  general  considerations  in  working  out  the 
conclusions  of  equity.  But  the  broad  considerations  of  equity 
and  public  policy  on  which  adjudication  must  rest  are  at  last  a 
question  of  stewardship  for  which  the  only  gauge  is  the  eflBciency 
test. 


CHAPTER  II. 

I.    MAINTENANCE  OP  WAY  AND  STBUCTUEB8. 

Maintenance. — General.  Maintenance  is  the  preservation  of 
the  status  quo.  It  is  maintenance  not  only  against  the  actual  cur- 
rent abrasion  and  small  breakages  called  wear,  but  also  against 
the  insidious  processes  of  age,  which  culminate  in  the  future  in 
actual  breakdown.  This  twofold  function  of  maintenance, — ^to 
restore  against  present  wear  and  future  breakdown,  must  always 
be  kept  in  mind.  The  one  is  called  "  repairs,"  the  other  is  called 
"  renewals."  It  is  this  future  usefulness  which  distinguishes  a 
thing  in  use  or  a  facility  to  be  maintained  from  a  mere  supply 
to  be  consumed.  In  railroad  parlance  "  renewal "  is  the  substi- 
tution of  a  new  thing  for  an  old  thing.  While  the  accepted 
meaning  may  shade  ofP  into  the  notion  of  that  thorough  renova- 
tion by  substitution  of  the  major  parts,  which  is  practically 
"  renewal,"  it  is  not  classed  as  renewal. 

The  old  thing  to  be  replaced  with  new,  or  **  renewed  "  must 
•be  a  definite  unit,  hence  the  word  **  renewal  '*  is  first  applied 
to  maintenance  of  equipment  which  is  in  definite  units. 
Because  of  this  definiteness,  and  because  each  unit  is  substan- 
tially the  same  as  every  other  unit  of  its  class,  it  becomes  prac- 
ticable to  anticipate  by  a  general  replacement  account  for  each 
class,  this  ultimate  breakdown  '*  charging  off  "  currently  to 
expenses  under  the  head  of  *  *  depreciation  ' '  an  amount  approx- 
imating the  life  values  consumed  in  the  present  use.  But  in 
maintenance  of  way  arid  structures,  each  thing  or  group  of 
things  maintained,  seldom  is  so  definite  and  separable  as  to  be 
entirely  replaced  by  a  single  substitution  of  the  new  complete 
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thing  for  the  old.  Thus,  new  ballast  by  the  yard  is  applied  to 
the  roadbed,  and  it  is  substituted  for  an  equal  yardage  of  ballast 
removed  or  previously  disintegrated,  but  it  does  not  completely 
displace  the  ballast  of  a  certain  section  in  the  same  way  as  a 
new  car  displaces  an  old  car.  Likewise  rail  renewal  is  generally 
a  process  of  partial  or  gradual  replacement  instead  of  complete 
substitution  for  the  entire  road  or  a  section  of  the  road.  In  case 
of  a  building  or  a  bridge  there  may  be  a  complete  renewal  but 
the  building  or  the  bridge  is  not  so  nearly  like  every  other  of 
its  class  that  it  is  practically  a  unit  of  the  class.  If  the  renewal 
expense  is  to  be  anticipated  by  a  current  depreciation  charge, 
the  conditions  to  be  met  in  each  case  difPer  so,  that  practically 
a  separate  replacement  fund  would.be  necessary  for  each  thing 
maintained.  The  result  of  these  diflPerences  between  the  mainte- 
nance of  equipment  and  the  maintenance  of  way  and  structures, 
is  that  in  the  former  th.e  demarcation  between  repairs  and 
renewals  is  well  preserved  and  the  renewals  expense  is  pretty 
well  anticipated  in  a  depreciation  charge,  while  in  the  case  of 
the  latter,  renewals  are  paid  for  as  they  occur  (except  in  the 
annual  schedules  of  rail,  tie  and  ballast  maintenance,  which  are 
arbitrarily  apportioned  to  the  ten  or  twelve  months  covered  by 
the  schedule),  and  no  general  fixed  line  between  repairs  and 
renewals  runs  throughout. 

With  a  clear  apprehension  of  the  two-fold  phases  of  mainte- 
nance, namely  against  current  wear  and  future  breakdown,  we 
pass  over  into  a  broader  notion  of  the  status  quo  which  is  to  be 
maintained.  This,  as  we.  have  seen,  is,  in  the  first  place,  the 
maintenance  of  the  physical  thing,  but  it  is  also  the  maintenance 
of  its  function  or  use.  If  this  function  is  not  exactly  maintained 
we  say  there  has  been  **  obsolescence."  Maintenance  is  pri- 
marily replacing  in  kind.  The  official  classification  covers  the 
point  in  this  way :  "  Ry  the  term  '  Cost  of  replacing  in  kind,' 
as  used  in  this  classification,  is  meant  the  cost,  at  the  current 
prices  of  labor  and  material,  of  renewing  such  property  by  the 
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construction  or  installation  of  other  property  similar  in  capacity, 
service,  and  accessories,  and  having  a  physical  condition  and  an 
expectation  of  life  in  service  equal  to  that  of  the  replaced  prop- 
erty when  acquired,  or,  if  improved  after  acquirement,  when  in 
its  best  condition.  It  should  not  be  construed  as  requiring  an 
estimate  based  upon  the  current  prices  of  material  identical  with 
that  of  which  the  thing  abandoned  was  constructed,  particularly 
when  such  material  is  no  longer  obtainable  except  at  prohibitive 
prices  and  would  not  be  used  if  a  renewal  of  the  property  with- 
out betterment  were  undertaken.'** 

Plainly  the  classification  of  expenses  recognizes  obsolescence, 
and  imposes  on  the  maintenance  accounts  the  burden  of  the  main- 
tenance against  such  obsolescence.  But  *'  maintenance  ''  refers 
to  the  parts  of  the  plant.  The  burden  placed  on  maintenance 
accounts  is  not  the  maintenance  of  the  commercial  usefulness  of 
the  plant  as  a  whole,  but  only  the  continued  function  of  the 
several  parts  of  the  plant  to  one  another.  This  is  the  only  obso- 
lescence contemplated.  A  spur  track  to  a  coal  measure  which 
has  become  exhausted,  has  become  commercially  useless,  but  its 
function  with  reference  to  all  other  parts  of  the  plant  remains 
the  same.  While  it  seems  to  be  the  general  purpose  of  the  classi- 
fication to  recognize  obsolescence,  the  distinction  is  not  clearly 
made  between  the  obsolescence,  on  the  one  hand,  which  is  casual 
and  brought  about  by  general  changes  of  standard  either  in  the 
methods  employed  or  the  type  of  material  and  supplies  manu- 
factured, and  the  obsolescence  on  the  other  hand,  which  is  the 
substitution  of  a  new  method  or  facility  of  distinctly  added 
efficiency  to  produce  net  revenue.  The  latter  type  of  obsolescence; 
would  be  illustrated  by  the  excess  cost  of  a  new  bridge  whicli 
should  be  stronger  than  the  old  bridge  replaced,  the  added 
strength  being  necessary  to  accommodate  the  heavier  train  unit 
which  in  turn  was  designed  to  cheapen  the  cost  of  transporta- 
tion, and  increase  so  far  the  net  income  of  the  road. 

*  Additions  and  Betterments,  p.  17,  par.  11,  p.  340  of  this  book. 
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I 

I.    MAINTENANCE  OF  WAY  AND  STRUCTURES. 

I.  Superintendence.  The  maintenance  of  way  and  struc- 
tures is  given  over  to  a  department.  The  administration  of  this 
department,  the  expense  of  which  is  called  **  Superintendence/' 
involves  the  planning  of  current  work;  the  organization  of  the 
forces  into  working  units ;  the  making  of  pay  rolls ;  the  requisi- 
tioning and  accounting  for  material  and  for  tools  and  supplies; 
the  checking  of  performance ;  the  enforcement  of  discipline.  In 
addition  to  this  it  includes  the  higher  function  of  evolving  stand- 
ards of  practice,  designing  particular  structures  and  installa- 
tions, solving  local  problems,  and  devising  general  policies.  To 
have  such  service  the  railroad  must  employ  an  organization  of 
officers,  furnish  them  a  staff  of  clerks  and  assistants,  and  provide 
for  all  incidental  office  expense.  These  natural  first  designations 
of  the  total  expense,  in  reality  constitute  a  fundamental  group- 
ing. The  salaries  of  the  officers  is  a  less  flexible  item  of  expense 
than  the  salaries  of  the  staff,  and  the  salaries  of  both  officers  and 
staff,  less  flexible  than  the  expenses  of  their  offices. 

Under  "Pay  of  Officers"  is  included  the  pay  of  all  those 
employees  in  the  department  called  officers.  Such  designation 
embraces  those  who  exercise  authority  over  subordinates,  rang- 
ing from  the  vice-president  (if  he  has  direct  charge  of  the 
department)  to  the  assistant  master  carpenter  or  supervisor.  It 
*  embraces  the  professional  expert  such  as  the  architect  or  the 
special  engineer,  but  draftsmen,  rodmen,  transitmen  and  chain- 
men  are  classified  as  "Clerks  and  Attendants,"  under  the  primary 
account  of  *'  Superintendence."  Section  foremen,  bridge  gang 
foremen,  and  M.  of  W.  and  S.  shop  foremen  are  not  included  in 
**  Superintendence  "  at  all,  their  wages  being  charged  to  the 
expense  of  the  work  done.  This  disposition  of  the  wages  of  the 
minor  foremen  is  obviously  upon  the  theory  that  these  men  are 
in  effect  leading  workmen,  and  except  for  a  slight  added  function 
of  responsibility  to  plan  locally  and  execute,  are  practically 
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workmen.  The  account  ^*  Superintendence  '*  does  include  semi- 
official staff  men,  such  as  fire  and  sanitary  inspectors,  classifying 
them  as  officers.  Part  of  the  function  of  those  designated  as 
officers  is  to  set  up  a  nominal  class  distinction  which  serves  as  an 
incentive  by  which  the  whole  organization  is  stimulated  and 
made  to  cohere.  In  the  case  of  the  gang  leaders  this  distinction 
is  negligible,  and  therefore  these  employees  do  not  fall  into  the 
class  of  officers. 

With  the  officer  goes  his  staff  of  clerks  and  attendants.  A 
staff  is  limited  to  that  body  of  men,  who,  as  it  were,  extend  the 
personal  reach  of  the  individual  officer, — performing  the  multi- 
farious detail  which  he  himself  would  do  personally  if  he  were 
able, — such  as  making  records,  handling  correspondence,  com- 
piling local  office  pay  rolls,  accounts  and  statistics,  assisting  the 
engineer  as  draftsman,  rodman,  transitman  or  chainman.  With 
the  recognized  working  force  of  personal  assistants  goes  also  the 
regular  staff  of  personal  attendants,  such  as  porters,  waiters  and 
servants,  whether  in  the  office  or  on  the  private  car. 

The  salaries  of  officers  is  very  much  of  a  fixed  expense. 
Should  the  officer  irregularly  be  of  service  to  other  departments, 
this  would  not  disturb  the  disposition  of  his  salary,  and  other 
expenses  to  this  account.  But  should  he  be  regularly  assigned 
to  supervision  of  one  or  more  departments  the  burden  of  carry- 
ing him  is  shared  equally  among  the  departments  served. 

In  case  of  employees,  a  different  principle  is  involved :  their 
salaries  are  not  so  fixed  an  item  of  expense,  and  therefore  when 
engaged  in  work  not  chargeable  to  M.  of  W.  and  S.,  their  pay 
and  expenses  are  charged  to  the  specific  work  on  which  they  are 
engaged. 

The  foregoing  is  limited  strictly  to  labor ;  all  other  adminis- 
trative expenses  of  every  nature  (except  stationery  and  print- 
ing, which  has  an  account  of  its  own)  are  embraced  in  '*  Super- 
intendence "  under  the  sub-classification  of  ''  Office  and  Other 
Expenses."      Primarily  this  sub-account  is  for  supplies  and 
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travelling  expenses,  rent  of  telephone  and  office,  expense  of  heat, 
light,  water,  ice  and  any  special  service  as  telegraplhy,  messenger, 
office  laundry,  and  for  cleaning  office  when  not  performed  by  a 
regular  employee. 

Expenses  are  cash  disbursements  for  account  of  the  admin- 
istration of  the  department,  and  do  not  include  proportionate 
charges  for  the  use  of  offices  or  equipment  owned  by  the  com- 
pany, or  any  other  part  of  the  plant  of  the  company,  or  the 
maintenance  of  such  plant.  But  if  the  use  of  the  facilities 
involves  a  cash  expense,  such  rent  charges  are  a  part  of  this 
item.  With  the  supplies  go  also  furniture,  drafting  and  engi- 
neering instruments,  reference  books,  subscriptions  to  news- 
papers and  periodicals,  also  premiums  on  fidelity  bonds  of  those 
whose  wages  are  charged  to  this  general  account. 

Comment :  It  is  inconsistent  to  disallow  a  charge  for  the  use 
of  any  part  of  the  railroad's  plant,  when  similar  service,  if  paid 
for  on  a  rental  basis,  is  charged  to  this  account.  The  use  of  an 
office  building  or  a  private  car  is  practically  the  same  whether 
these  facilities  are  owned  by  the  railroad  and  furnished  to  the 
department,  or  hired  by  the  department  from  outside  parties. 
So  far  as  there  may  be  differences  as  between  different  roads  in 
the  matter  of  company  facilities  for  the  M.  of  W.  and  S.  offices, 
plainly  any  comparison  of  the  "  Office  and  Other  Expenses  ^' 
item  of  this  account  of  "  Superintendence  "  is  so  far  misleading. 

2.  "  Ballast."  Ballast  is  the  dressing  of  the  roadbed.  It  pro- 
vides a  base  for  the  tie,  and  surface  for  the  roadbed  at  the  same 
time.  In  some  form  ballast  is  present  on  every  roadbed,  barring 
only  the  crudest  conditions  of  railroad  operations.  It  may  be 
but  a  light  dressing  of  cinder  or  sand,  or  it  may  be  gumbo,  chats, 
gravel,  slag  or  broken  rock.  It  varies  in  depth  from  a  few 
inches  to  a  foot  and  a  half.  Because  it  is  a  universal  feature  of 
a  railroad,  and  because  it  is  distinct  from  the  roadbed  on  which 
it  is  placed,  and  from  the  tie  and  track  structure  resting  upon  it, 
ballast  is  a  proper  head  of  classification.     It  differs  from  these 
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in  cost,  in  the  methods  of  applying  it,  and  in  the  determining 
conditions  of  renewal. 

On  many  roads  ballast  formerly  was  not  a  part  of  the  con- 
struction specifications.  After  the  road  was  put  into  operation, 
the  maintenance  department  gradually  worked  over  its  roadbed 
as  it  settled  and  put  in  the  ballast.  Because  the  work  was  at  no 
time  done  completely,  the  expense  being  defrayed  by  earnings, 
it  was  always  going  on.  Generally  sand  or  cinder  served  as  a 
first  makeshift,  and  then  perhaps  followed  more  permanent 
material,  but  not  to  standard  depth.  In  connection  with  these 
progressive  stages  of  work  there  was  a  constant  deterioration 
due  to  submergence  in  the  roadbed,  to  washouts,  to  the  process 
of  pulverization.  In  case  of  slag  especially  the  waste  by  pul- 
verization is  enormous.  Under  these  conditions  '  *  ballast  ' '  work 
was  heavy  during  years  of  large  earnings  and  was  light  in  the 
periods  of  lean  earnings.  With  the  later  classification  of  the 
I.  C.  C,  the  Additions  and  Betterments  accounts  absorb  all  such 
changes  in  the  standard  of  the  property,  due  to  increases  in 
yardage  of  ballast  in  place.  But  reballasting  with  stone,  track 
originally  ballasted  with  cinder,  is  not  considered  Additions  and 
Betterments  (Case  434).  The  only  arbitrary  variations  in  the 
account  now  remaining  are  those  arising  from  the  rate  of 
renewal,  in  common  with  most  of  the  M.  of  W.  and  S.  items,  and 
betterment  by  replacing  cheap  ballast  with  expensive  ballast. 

Ballast  expense  is  the  expense  of  the  material  delivered, 
including  the  first  unloading.  The  expense  of  distributing  and 
applying  .ballast  is  charged  to  "  Roadway  and  Track.^'  In 
computing  the  cost  of  ballast,  there  are  added  to  the  purchase 
price  of  the  material  all  freight  charges  of  foreign  roads,  the 
labor  and  supplies  expense  of  a  ballast  train,  delivering  the 
material,  and  the  expense  of  unloading.  In  case  the  ballast  is 
taken  from  a  gravel  pit  or  ballast  quarry  which  the  road  acquires 
for  this  purpose,  the  cost  and  development  of  such  pit  or  quarry 
go  into  the  cost  of  the  ballast  taken  out. 
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If  a  ballast  pit  or  quarr'y  is  to  serve  for  a  long  time,  in  order 
to  carry  over  its  entire  expense  to  all  the  units  of  ballast  ex- 
tracted, a  clearing  account  must  be  opened  and  continued  open 
as  long  as  the  pit  or  quarry  is  in  use.  To  such  account  will  be 
charged  all  development  expense,  cost  of  special  plant  devoted 
to  this  development,  such  as  (a)  in  case  of  land,  first  cost  less 
estimated  value  after  ballast  has  been  removed;  (6)  in  case  of 
rail  and  fastenings,  the  excess  above  scrap  value,  and  on  all 
other  material  besides  rail,  full  value,  on  the  theory  that  once 
used  it  has  no  scrap  value;  (c)  in  case  of  large  tools,  such  as 
stationary  engines,  steam  shovels  and  stone  crushers,  their 
repairs  and  depreciation  (but  not  their  first  cost  which  is 
charged  to  Property  account).  All  expense  of  labor,  material, 
supplies  and  hand  tools,  whether  for  prospecting,  developing, 
installation,  or  actual  quarrying,  crushing  and  transporting  is 
necessarily  included.  Any  disarrangement  of  existing  con- 
ditions to  open  a  quarry  or  pit,  such  as  clearing,  stripping, 
draining  or  ditching  the  land,  or  the  installation  and  operation 
of  an  interlocker  plant  or  switch  at  the  point  of  the  main  line 
where  the  ballast  track  digresses,  is  a  part  of  the  ballast  under- 
taking. 

The  whole  intent  of  the  account  is  to  include  all  values 
devoted  to  the  production  and  delivery  (but  not  the  distribu- 
tion) *  of  the  ballast,  hence  some  of  these  which  cannot  be 
exactly  known  during  all  stages  of  the  work  should  be  estimated. 

As  ballast  may  be  a  by-product  of  some  parts  of  the  railroad 
operation  it  is  specified  that  the  ballast  value  at  one  point  as  a 
by-product  shall  not  bear  the  expense  of  removing  it  as  a  waste 
at  another  point.  Thus  the  expense  of  loading  cinders  at  the 
engine  house  to  be  used  as  ballast  is  charged  to  "  Engine  House 
Expense"  and  not  to  "Ballast"  (Case  163). 

Comment:  The  classification  is  vague  in  defining  delivery 
expense.    Cost  of  preparing,  loading  and  **  first  unloading  "  are 

*  See  Comment. 
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specified  as  part  of  *  *  Ballast, ' '  and  the  first  unloading  of  ballast 
is  generally  the  only  unloading;  in  fact  it  is  frequently  the 
actual  distribution.  If  such  first  unloading  is  included,  it  is 
natural  to  suppose  that  the  work  train  expense  up  to  that  point 
is  included  also,  but  this  is  not  clear. 

The  stability  of  ballast  depends  so  much  on  the  kind  of 
material  used  and  the  depth  and  foundation  on  which  it  is  laid, 
that  we  believe  '*  Ballast  '^  should  be  classified  according  to  the 
material  used  and  subdivided  into  at  least  two  items,  or  better 
three,  according  as  it  may  be  under  8  inches,  or  9  to  14  inches, 
or  over  14  inches  in  depth. 

If  repairs  and  depreciation  of  specialized  plant  are  charge- 
able ^to  this  account,  we  see  no  reason  why  the  work  train  equip- 
ment engaged  in  the  distribution  of  the  ballast  is  excepted.  The 
argument  that. the  latter  equipment  is  available  for  other  uses 
at  other  times  does  not  take  note  of  the  fact  that  the  wear  and 
deterioration  while  in  this  ballast  service  do  not  serve  those 
other  uses. 

In  the  case  of  ballast  charged  to  Additions  and  Betterments 
**  Ballast  "  is  made  to  bear  an  equipment  hire  expense.  If 
such  a  charge  is  justifiable  in  the  case  of  Additions  and  Better- 
ments, we  believe  it  to  be  equally  justifiable  when  the  ballast  is 
an  item  of  expenses. 

In  making  a  distinction  between  ballast  which  is  Replace- 
ment, and  ballast  which  is  Additions  and  Betterments,  it  has  been 
ruled  that  the  cost  of  ballast  up  to  the  point  of  restoration  of 
the  original  yardage  is  Maintenance,  and  all  in  excess  of  the 
original  yardage  is  Additions  and  Betterments,  regardless  of  any 
betterment  that  there  may  be  in  the  kind  of  ballast  used.  We 
believe  that  the  definition  of  **  Betterment  "  (Cases  148,  297, 
434)  should  be  based  upon  quality  as  well  as  quantity  in  order 
to  conform  to  the  I.  C.  C.  definition  of  replacing  in  kind. 

3.  "  Ties."  Ties  are  a  universal  feature  of  standard  track 
construction.  Whatever  their  material,  they  must  serve  the  double 
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function  of  foundation  and  structure,  the  former  in  providing 
a  bearing  for  tlie  rail, — taking  up  a  concentrated  load  at  the 
base  of  the  rail  and  distributing  it  over  the  roadbed,  the  latter 
in  keeping  tlie  rails  parallel,  at  gauge,  and  upright.  When  the 
track  passes  on  to  a  track  scale,  or  a  wharf,  or  over  a  bridge 
the  tie  may  perform  some  additional  functions,  in  which  case 
we  call  it  variously,  scale  tie,  switch  tie  or  bridge  tie;  but  its 
primary  functions  are  not  thereby  impaired ;  hence  switch  and 
bridge  ties  come  under  the  general  class  of  "  Ties." 

To  the  tie  by  the  above  definition  are  added  head  blocks  and 
railway  crossing  timbers,  because  they  are  generally  from  the 
same  supply,  and  perform  analogous  functions. 

This  account  is  to  provide  for  the  bare  cost  (including 
inspection)  of  the  tie  delivered,  after  it  has  been  accepted  at  the 
point  of  delivery.  All  subsequent  costs  of  unloading,  distrib- 
uting and  placing  in  the  track  are  embraced  in  the  general 
account  of  ''  Roadway  and  Tradi,"  under  the  subheads, 
"  Applying  Ties  "  and  "  Work  Train  Expense,^'  so  far  as  such 
expense  may  be  incurred. 

The  track  whose  tie  and  timber  maintenance,  as  described 
above,  is  charged  to  this  account,  includes  all  permanent  main 
tracks,  sidings,  yard  or  spur  tracks  whether  on  the  line,  in  tun- 
nels, on  bridges,  or  at  terminals  of  every  character,  such  as  pas- 
senger and  freight  stations:  it  includes  classifying,  storage, 
repair  and  other  shop-yard  tracks,  and  tracks  on  piers, 
wharves,  or  track  scales,  or  those  leading  to  inclines  and  coaling 
and  water  stations  (but  not  on  the  incline  or  in  the  fuel  station). 
The  evident  purpose  is  to  include  in  this  account  the  ties  of  all 
track  used  in  commercial  service  or  in  work  immediately  inci- 
dental to  the  performance  of  commercial  service,  such  as  that  to 
fuel  and  water  stations,  or  that  of  "  repair  tracks  ^'  for  the 
quick  repair  of  "  cripples."  But  the  fuel  station  itself  and  the 
shop,  the  enginehouse  and  storehouse  are  drawn  off  into  types 
apparently  separated  from  that  part  of  the  plant  directly  used 
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in  commercial  service,  and  are  described  as  "  Buildings,  Fix- 
tures and  Grounds."  To  make  the  distinction,  all  track  material 
including  ties  used  in  fuel  stations  and  shops,  enginehouses 
and  storehouses  is  specifically  excepted  from  the  account 
"  Ties,^'  and  charged  to  "  Buildings,  Fixtures  and  Grounds." 
The  point  where  the  track  classifies  as  "  Buildings,  Fixtures  and 
Grounds,"  in  case  of  the  fuel  station,  is  the  point  where  the 
incline  begins,  and  in  the  case  of  the  shops  it  would  apparently 
be  where  the  shop  yard  track  passes  into  the  shop,  enginehouse 
or  storehouse,  or  on  to  transfer  tables  or  turntables.  The  under- 
lying principle  of  the  distinction  is  that  track  that  is  housed  or 
on  a  structure  belongs  to  the  structure  which  houses  or  sup- 
ports it,  except  in  the  case  of  bridges,  docks  and  wharves  (trans- 
fer'bridges  when  a  part  of  docks  or  wharves),  stations,  grain 
elevators  and  track  scales,  because  all  these  are  a  part  of  the 
continuous  way,  or  yard,  devoted  directly  to  commercial 
purposes. 

If  the  ties  are  a  part  of  the  installation  of  a  new  track  the 
cost  is  not  an  operating  expense  (except  in  case  of  ballast  tracks, 
the  expense  of  which  is  cleared  through  the  "  Ballast "  expense 
account),  but  a  charge  to  Additions  and  Betterments,  "Addi- 
tional Main  Tracks  "  or  "  Sidings  and  Spur  Tracks."  If  such 
tracks  are  temporary  they  will  be  subsequently  wiped  out  of 
Property  account  by  restoring  to  stock  their  material  at  the 
arriount  of  its  scrap  or  second-hand  value,  and  charging  the 
remainder  of  the  cost,  together  with  the  incidental  expense  of 
removing  the  track  to  "  Profit  and  Loss."  *  But  if  the  removal 
of  tracks  is  to  relocate  them  elsewhere,  as  for  instance  at  stock 
piles  or  "  ore  bodies,"  the  relocated  track  does  not  change  in 
function  or  value.  This  value  was  placed  in  Property  account 
at  the  time  the  track  was  first  laid,  therefore  Property  account 
is  not  disturbed,  and  the  cost  of  relocation  is  a  charge  to  Oper- 
ating Expenses. 

*  See    AdditioDs    and    Betterments,    par.    5,    p.    339    of    this    ])ook. 
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Ties  used  to  restore  damage  by  washouts  are  an  extraordi- 
nary expense,  and  not  a  regular  tie  renewal  charge,  but  a  charge 
to  "  Roadway  and  Track." 

The  expense  of  ties  used  in  the  laying  of  temporary  tracks 
around  wrecks  is  charged  to  "  Clearing  Wrecks,"  because  they 
serve  no  permanent  use  and  are  absolutely  an  incident  to  the 
emergency  handling  of  traffic  due  to  a  wreck. 

The  renewal  of  ties  is  a  kind  of  work  that  is  largely  regu- 
lated by  seasons.  For  this  reason  the  amount  of  work  done  in 
any  one  month  has  no  direct  reference  to  expenses  that  properly 
offset  the  earnings  of  that  month.  This  account,  therefore,  is 
one  of  those  whose  expense  may  be  divided  arbitrarily  over  the 
several  months  of  the  year;  but  all  of  the  expense  of  the  year 
must  be  closed  out  during  the  year,  as  none  can  be  carried  over 
to  the  next  year. 

Comment:  If  the  expense  of  unloading  ballast  is  charged  to 
"Ballast,"  in  applying  the  rule  of  following  material  with  all 
charges  to  the  point  of  delivery  where  it  is  used,  we  see  no  reason 
why  ties  should  be  excepted. 

Tie  expense  is  greatly  modified  by  the  use  of  tie  plates  which 
are  charged  to  "  Other  Track  Material."  If  the  function  of  a 
tie  includes  the  furnishing  of  a  bearing  surface  for  a  rail — and 
this  is  plainly  the  case — the  tie  plate  which  is  inserted  to  per- 
form this  specific  function  of  the  tie,  and  no  other,  certainly  is 
a  part  of  "  Tie  "  expense,  and  should  be  so  charged. 

It  has  been  ruled  that  the  increase  in  the  life  of  a  tie,  due  to 
creosote  treatment,  shall  not  be  considered  a  betterment  (Case 
562).  This,  apparently,  is  to  conform  with  the  theory  that  bet- 
terment shall  take  note  of  increasing  quantity,  but  not  quality, 
which  is  made  to  apply  also  in  case  of  "  Ballast,"  "  Rails  "  and 
"  Other  Track  Material."  We  believe  the  principle  to  be  a  wrong 
one,  although  to  recognize  differences  in  quality  as  betterment 
confessedly  offers  chance  for  some  abuse.  In  the  case  of  the 
replacement  of  ordinary  wooden  ties  with  steel  ties,  the  failure 
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to  recognize  in  the  accounts  resulting  betterment  amounts  to  a 
serious  distortion  of  the  real  facts. 

There  should  be  a  distinction  between  main  line  and  yard 
track  tie  renewals,  because  the  normal  expense  of  the  two  differs 
widely. 

4.  "  Rails."  Eails  are  the  track  on  which  the  wheels  travel, 
whether  on  tangent  or  curve,  roadbed  or  bridge.  Insets  in  the 
track  of  frogs  and  switch  points  are  not  considered  ''  rails  ^' ; 
track  fastenings,  such  as  angle  plates,  tie  plates,  bolts,  nuts  and 
spikes  are  also  excluded  from  "  rails,"  and  these,  as  well  as  frogs 
and  switches,  are  disposed  of  as  "  Other  Track  Material."  Eail 
used  as  guard  rail  is  also  "  Other  Track  Material "  unless  it  is  on 
bridges  or  trestles,  when  it  is  considered  to  be  a  part  of  the 
bridge  or  trestle,  and  so  charged. 

Rail  is  so  large  an  item  of  maintenance  material  that  it  is 
advisable  to  keep  it  separate  so  that  deductions  can  be  made 
about  it  alone.  Its  cross  section  or  templet  has  been  a  matter 
of  close  study  to  get  those  proportions  of  base  and  web  and 
head  that  shall  give  the  maximum  strength  for  a  given  weight. 
The  chemical  constituents  also  are  worked  out  with  the  greatest 
care  tQ  discover  that  point  where  hardness  or  wearing  quality 
unites  with  fcoughness  to  produce  the  maximum  efficiency.  The 
rail  is  roughly  classified  at  the  weight  in  pounds  per  yard. 
Thirty  years  ago  56  to  60-pound  rail  was  good  standard,  but 
requirements  have  steadily  advanced.  To-day  the  standard  will 
run  from  75  to  100  pounds,  running  even  higher  in  tunnels, 
terminal  stations,  and  on  city  streets  where  exposed  to  much  wear, 
and  where  renew^al  is  attended  with  heavy  expense.  Rail  is  paid 
for  by  the  ton,  and  an  easy  formula  is  to  multiply  the  weight 
in  pounds  per  yard  by  11/7  to  produce  the  figure  of  tons  per 
single  track  mile  (two  rails). 

Of  all  accounts,  this  of  rails  is  the  most  conspicuously  char- 
acteristic of  the  rai7road.  It  embraces  primarily  the  rails  in  the 
main  line  and  passing  tracks  over  which  the  commercial  trans- 
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portation  is  made;  it  next  includes  the  rails  in  tracks  at  ter- 
minals of  every  character  (save  exceptions  noted  next  below), 
whether  station,  pier  or  dock,  track  scales  or  team  tracks.  It 
includes  the  tracks  of  the  classifying  yard,  and  then  the  tracks 
whose  function  is  incidental  to  the  direct  business  of  commercial 
transportation,  such  as  receiving  yard  and  storage  tracks,  tracks 
leading  to  water  and  coaling  stations,  ash  pits  and  turntables, 
or  in  the  shop  yard  to  receive  cripples.  But  tracks  on  structures 
(except  track  scales,  bridges,  docks,  wharves  and  transfer 
bridges),  such  as  turntables  and  transfer  tables,  coal  inclines,  or 
floats,  or  tracks  inside  of  buildings  (except  stations  and  grain 
elevators)  are  considered  part  of  such  structures  or  buildings. 
Gravel  pit  tracks,  because  they  serve  a  temporary  and  highly 
specialized  use,  are  cleared  directly  through  the  ballast  clearing 
account.  It  has  been  ruled  that  temporary  tracks  that  are 
moved  "each  year"  to  serve  mines  or  lumber  operations  shall 
be  charged  up  to  Property  account  as  Additions  and  Better- 
ments, and  that  when  taken  up,  the  salvage  shall  be  credited  to 
the  same  account  and  the  balance  wiped  out  through  "  Profit 
and  Loss."  But  in  case  of  temporary  tracks  to  stock  piles  and 
ore  bodies  which  are  described  as  "  being  continually  relo- 
cated," the  cost  of  relocating  shall  be  charged  to  Operating 
Expenses.  Rail  used  to  replace  rail  lost  in  washouts  is  not  a 
charge  to  regular  rail  maintenance,  but  to  "  Roadway  and 
Track/'  which  account  is  of  a  more  inclusive  character,  pro- 
viding for  the  labor  of  applying  the  material  of  roadway  main- 
tenance, patrolling,  protecting  the  roadway,  and  the  expense  of 
restoring  it  in  the  emergencies  of  washouts. 

The  "  Rails  "  expense  embraces  all  charges,  including  inspec- 
tion, up  to  point  of  delivery,  f.o.b.,  but  the  cost  of  unloading  and 
distributing  and  laying  track  is  charged  to  "  Roadway  and 
Track,"  as  the  intent  is  to  preserve  "  Rails  "  account  for  material 
expense,  strictly  construed.      "  Delivery  "  is  generally  under- 
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stood  to  be  to  the  division  where  the  material  is  to  be  used,  while 
"  distribution ''  is  to  the  points  over  the  line  of  the  division. 

Since  the  actual  work  done  in  any  one  mouth  is  not  directly 
related  to  the  actual  wear  of  that  month,  but  depends  on  the 
program  of  the  year's  renewals,  the  expense  of  the  year  is  con- 
sidered as  a  whole,  and  it  is  permissible  to  charge  to  each  month's 
expense,  equal  arbitrary  proportions  of  the  year's  work  schedule. 

Comment:  The  distinction  between  "fast"  or  main  line 
track  and  yard  track  is  an  important  one  in  affecting  normal 
cost,  and  therefore  should  be  preserved  in  the  classification. 

Increased  weight  of  rail  is  considered  (Case  374)  betterment, 
but  a  higher  quality  of  rail  (except  the  replacement  of  an  origi- 
nally second-hand  rail  with  new  rail),  involving  an  increase  of 
price,  is  not  considered  betterment.  This  corresponds  to  the 
ruling  in  respect  to  "  Ties,"  "  Ballast,"  and  "  Other  Track 
Material,"  but  we  believe  that  it  is  inconsistent  with  the  tenor 
of  the  classification  as  -a  whole. 

5.  "Other  Track  Material."  Having  provided  for  the  two 
large  single  items  of  track,  viz.,  ties  and  rails,  the  other  material 
used  in  track  is  so  miscellaneous  that  it  is  thrown  into  this  "  all 
other  "  account.  "  Other  Track  Material "  embraces  the  track 
fastenings  of  angle  plates,  bolts,  nuts,  spikes;  the  supports  for 
the  rail,  such  as  tie  plates,  chairs,  rail  braces,  guard  rails  (when 
not  on  bridges) — ^the  rail  accessories  of  track  insulators,  tell- 
tales, bumping  posts,  crossing  angles ;  switches  with  their  points, 
frogs,  stands,  targets,  tie  rods,  chains,  levers,  etc.  Interlockers 
and  signals  are  not  a  part  of  the  track,  and  they  are  provided 
for  elsewhere.  The  material  in  this  account  differs  from  supplies 
which  are  of  current  consumption;  the  use  and  not  thfe  size  is 
the  basis  of  the  distinction :  Thus,  nuts,  nut  locks,  switch  lamps, 
and  locks,  shims,  and  tie  plugs  are  here  classed  as  "material," 
while  oil  for  switch  lamps,  or  salt  to  thaw  out  frozen  switch 
points  are  "  supplies,"  and  are  charged  elsewhere. 

In  general,  the  items  whose  maintenance  is  grouped  here,  are 
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the  parts  of  the  track  (except  rail  and  ties,  previously  with- 
drawn). Track  is  distinct  from  tlie  buildings  and  other  struc- 
tures, such  as  tanks,  interlocking  plants,  signals,  bridges,  docks 
and  wharves,  and  the  substructure  of  roadbed  and  ballast  on 
which  the  track  is  carried,  hence  "  Other  Track  Material "  has 
nothing  to  do  with  any  of  the  parts  of  such  buildings  and  struc- 
tures or  of  the  roadbed  and  ballast.  The  repair  and  renewal 
costs  of  the  parts  of  the  track  are  charged  here,  but  the  expense 
of  applying  the  parts  in  the  track  is  carried  over  to  the  more 
inclusive  account  of  '"  Eoadway  and  Track "  where  the  labor 
expense  of  the  two  large  M.  of  W.  and  S.  composites  of  roadbed 
and  track  (sometimes  called  substructure  and  superstructure) 
are  thrown  together.  These  two  composites  are  thrown  together 
probably  upon  the  theory  that  much  of  their  expense  is  not 
easily  separable. 

Cost  includes  all  charges  up  to  the  point  of  delivery,  but  does 
not  include  the  cost  of  putting  in  place.  .The  track,  of  which  its 
'*  Other  Track  Material  ^'  is  chargeable  to  this  account,  has  been 
described  under  '"  Rails."' 

"  Other  Track  Material ''  is  devoted  to  the  regular  upkeep 
of  the  track;  the  cost  of  replacing  parts  of  track  damaged  or 
lost  by  washouts  would  presumably  be  charged  to  '^Roadway 
and  Track.^' 

Comment:  Tie  plugs  and  tie  plates  have  no  usefulness 
except  as  they  extend  the  life  of  the  tie.  They  therefore  per- 
form a  part  of  the  tie  function  and  should,  we  believe,  be 
charged  to  the  tie  function  and  not  to  "  Other  Track  Material/^ 

It  has  been  ruled  (Case  563)  that  rail  braces  or  tie  plates 
added  after  construction  are  betterments.  These  are  used  to 
lengthen  the  life  of  the  tie,  but  the  creosoting  of  the  tie,  which 
in  another  way  performs  the  same  function,  is  not  considered 
betterments  because  it  does  not  add  separate  physical  units  to 
the  track.    This  is  plainly  a  defective  classification. 

6.  "  Roadway  and  Track."     This  account  embraces  practi- 
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cally  all  roadway  or  track  maintenance  not  provided  for  in  the 
three  preceding  accounts.  In  previous  classifications  of  the 
I.  C.  C.  it  was  a  hold-all.  It  still  retains  much  of  its  first  char- 
acter, but  it  has  been  subdivided  to  sub-primary  accounts.  Hav- 
ing set  up  the  material  expense  items  of  "  Ballast,"  "  Rail," 
"  Ties,"  and  "  Other  Track  Material,^'  there  remains  a  vast  body 
of  expense,  much  of  which  is  not  the  direct  incident  of  any  single 
one  of  these  items,  but  is  general  for  two  or  more.  Furthermore, 
such  a  body  of  expense*  at  times  is  not  controlled  by  the  dura- 
bility of  the  rail,  ties,  ballast  and  other  track  material  so  much  as 
by  outside  factors  of  weather,  thaws,  freshets,  fires,  growth  of 
weeds,  etc.  After  these  erratic  factors  have  been  taken  care  of, 
it  is  easier  to  follow  the  expense  which  is  directly  due  to  the 
renewal  of  rails,  ties  and  ballast.  The  factors  remaining  are  the 
inherent  efficiency  of  these  materials,  the  volume  of  traffic,  and 
the  standard  and  efficiency  of  the  maintenance. 

Because  weather  conditions  on  different  railroads  vary  so 
greatly  on  account  of  geographical  location,  and  because  such 
weather  extremes  cause  heavy  outlays,  in  order  to  render  safe, 
comparisons  between  different  roads  and  between  different 
periods  on  the  same  road,  the  expense  caused  by  extreme  phases 
of  weather,  such  as  removing  snow  and  ice,  is  withdrawn  to  a 
separate  account. 

Tunnels  are  an  irregular  factor;  their  conditions  of  main- 
tenance special — requiring  tunnel  watchmen,  special  tools,  and 
unusual  work.  The  expense  of  maintenance  of  tunnels,  but  not 
of  the  tracks  through  the  tunnels,  is  therefore  also  removed  to  a 
separate  account. 

With  these  foregoing  exceptions,  "  Roadway  and  Track " 
includes  the  maintenance  of  roadway  and  track  which  is  in  com- 
mercial use,  whether  on  the  line  of  road  or  at  terminals,  on  the 
open  roadway,  through  tunnels  or  on  bridges,  in  stations  or  on 
docks  and  wharves,  and  float  bridges  (which  are  part  of  docks 
and  wharves)  and  track  scales.     The  account  includes  also  the 
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non-commercial  tracks  of  engine  yards  and  shop  yards,  and  to 
coal  and  water  stations.  But  tracks  inside  of  shop  buildings  or 
enginehouses,  or  on  transfer  tables  and  turntables,  or  car  floats, 
are  held  to  be  part  of  the  structure  where  located,  and  do  not 
belong  to  "  Roadway  and  Track/^  So  also  tracks  devoted  to 
highly  specialized  or  temporary  uses  are  not  included,  such  as 
ballast  pit  tracks,  charged  to  "  Ballast  '^  clearing  account,  or 
additional  tracks,  charged  to  Additions  and  Betterments,  and 
when  abandoned,  released  through  the  same  account.  Tem- 
porary track  around  wrecks  is  an  incident  of  clearing  wrecks, 
and  the  labor  expense  is  charged  to  Transportation ; — "  Clearing 
Wrecks,''  but  a  temporary  track  around  a  washout  is  an  incident 
of  maintaining  the  open  roadway  against  extraordinary  weather 
conditions,  such  as  freshets,  and  therefore  is  considered  "  Road- 
way and  Track." 

"  Roadway  and  Track ''  embraces  the  entire  width  of  right 
of  way  until  we  come  into  station  and  shop  or  warehouse 
grounds.  It  does  not  include  the  fences,  but  does  include  every- 
thing between  the  fences,  except  structures  such  as  buildings, 
bridges,  trestles  and  culverts,  water  tanks,  grade  crossings,  cat- 
tle guards,  mail  cranes,  signs,  signals,  interlocking  plants,  tele- 
phone, telegraph  and  power  transmission  lines,  which  are  all 
variously  provided  for  elsewhere. 

Maintenance  means  the  keeping  of  these  parts  of  the  prop- 
erty up  to  standard  operating  conditions  as  to  cross  section, 
cleanliness  of  ballast,  condition  and  spacing  of  ties,  condition, 
alignment  and  surface  of  rails,  and  gauge  of  track,  by  tamping 
ties,  shimming  rail,  cleaning  and  drainage  of  roadbed,  by  ditch- 
ing, removal  of  obstructions,  widening  slopes  and  embankments, 
protection  of  banks  by  riprapping,  diversion  of  streams,  clean- 
ing of  culverts,  etc.  It  includes  the  protection  of  adjacent  prop- 
erty, by  plowing  fire  lines,  fighting  fires,  draining  overflowed 
fields.  This  maintenance  also  is  construed  to  include  care  of 
roadway  and  right  of  way  parking,  to  keep  them  in  condition 
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and  sightly  by  clearing  of  weeds,  mowing  of  lawns,  dressing  bal- 
last and  cutting  sod  lines,  also  the  cleaning  of  streets  used  as 
roadways,  sodding  slopes  and  caring  for  flowers.  But  when  the 
right  of  way  parking  is  specially  beautified  or  extended  to  serve 
the  uses  of  station  grounds,  and  when  the  "  streets  ^'  are  drive- 
ways or  alleys  for  access  to  station,  and  are  not  the  right  of 
way  for  the  railroad,  they  are  incidental  to  special  uses  and  are 
not  a  part  of  the  roadway  or  yard  which  are  for  the  uses  of 
moving  trains  or  terminal  switching  and  freight  delivery. 

Patrolling  and  watching  track  are  charged  here,  but  bridge, 
tunnel  or  crossing  watchmen  who  are  permanently  assigned 
because  of  the  special  character  of  structures,  and  because  of 
traffic  conditions,  are  charged  to  those  structures  or  to  Transpor- 
tation, under  the  proper  head. 

Because  the  line  between  betterment  and  maintenance  is  not 
always  easy  to  draw,  caution  must  be  exercised  that  maintenance 
of  roadway  shall  not  include  large  amounts  of  work  that  are  in 
the  nature  of  betterments.  Such  cases  occur  in  changing  of 
alignments  and  grades,  filling  trestles,  putting  in  riprapping, — 
which  are  variously  charged  to  "  Expenses  "  or  to  Additions  and 
Betterments,  according  to  certain  determining  general  con- 
ditions.* 

"  Roadway  and  Track  "  includes  the  entire  upkeep  expense, 
both  labor  and  material,  of  the  roadway  and  track,  except  rail, 
ties,  and  other  track  material,  and  roadway  tools  and  supplies. 
The  first  three  items  are  sach  definite  and  large  elements  that 
they  justify  a  separate  account.  The  last  item  brings  into  one 
group  the  cost  of  the  miscellaneous  small  facilities  and  supplies 
that  supplement  manual  labor  throughout  the  entire  department 
of  M.  of  W.  and  S.  It  would  be  impracticable  to  locate  this 
expense  to  the  specific  work  which  it  served.  ^^  Roadway  and 
Track''  also  includes  any  work  train  expense  incurred  for  the 
work.      (The  work-train  expense  embraces  train  supplies  and 

*  See  Comment. 
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wages  of  men,  but  maintenance  of  work-train  equipment  is 
charged  to  M.  of  E. — Repairs,  Wbrk  Equipment.  The  expense 
of  removing  material  and  restoring  conditions  to  normal  after 
roadway  repairs,  is  an  incident  of  such  repairs.  Such  main- 
tenance is,  for  instance,  burning  ties,  removing  rail.  But  the 
removal  of  scrap  not  previously  accounted  for,  should  be 
charged  to  scrap  value  of  material  removed. 

The  condition  of  the  roadway  which  must  be  maintained  is 
disturbed  at  times  by  Additions  and  Betterments  work,  for 
grade  reductions  and  change  of  line.  "  Expenses  '^  must  bear 
such  part  of  the  costs  incurred  in  doing  such  work  as  represents 
the  upkeep  of  the  existing  roadbed  at  standard,  and  the  keeping 
of  tracks  in  repair  and  condition  for  handling  traffic  during  the 
progress  of  the  work,  and  the  protection  of  traffic  while  passing 
over  the  tracks.  On  the  completion  of  such  work  "  Expenses '' 
must  bear  the  burden  of  reballasting,  lining  and  surfacing  the 
tracks,  moving  and  replacing  riprap  or  other  bank  protection  in 
order  to  fully  preserve  maintenance  standards. 

Comment:  The  distinction  between  maintenance  and  better- 
ment is  not  well  defined.  This  account  bears  "the  proportion 
chargeable  "  of  such  expense,  but  the  basis  of  arriving  at  this 
proportion,  where  it  is  a  proportion  and  not  an  absolute  charge, 
is  not  stated. 

Assessments  paid  for  "  improvements  ^^  are  clearly  a  better- 
ment charge  and  not  maintenance. 

The  account  "  Roadway  and  Track  "  is  too  inclusive.  Some 
of  the  sub-primary  items  should  be  made  primary  accounts. 

7.  Removal  of  Snow,  Sand  and  Ice.  This  account  is  to  pro- 
vide for  some  of  those  extraordinary  conditions  which  weather 
imposes.  Their  highly  irregular  character  in  different  terri- 
tories and  at  different  times  vitiates  comparisons  if  their  expense 
is  included  in  "  Roadway  and  Track."  Sand-storms  in  some 
sections  of  the  country  are  analogous  to  snow-storms  at  other 
places  in  so  far  as  they  affect  railroad  operation. 
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The  account  includes  the  removal  of  snow,  sand  and  ice  from 
tracks  over  the  entire  road.  The  expense  embraces  wages  and 
supplies  and  tools  specially  furnished;  wages  and  supplies  of 
special  work-train  crews,  including  fuel,  and  repairs  of  snow- 
plows  (except  that  maintenance  of  snowplow  cars  is  charged  to 
''  Work  Equipment — ^Repairs  ").  To  the  actual  work  of  cleaning 
the  snow  is  added  the  expense  of  precautionary  measures,  such 
as  handling  and  placing  snow  and  sand  fences,  and  any  land 
rental  charge  incidental  thereto,  slatting  engine  pilots,  and  put- 
ting on  and  removing  flanges,  assembling  crews  in  readiness  for 
snow  emergencies,  salting  and  cleaning  switches.  But  repairs 
of  snow  and  sand  fences  and  snow  sheds  are  charged  to  a  dif- 
ferent account  as  they  are  a  part  of  the  permanent  equipment  or 
structures  of  the  road. 

Maintenance  expense  of  the  work-train  equipment  used  is 
charged  to  M.  of  E.  and  not  to  this  account. 

In  respect  to  the  labor  used  this  account  may  be  considered 
an  offshoot  from  "  Roadway  and  Track,''  which  must  keep  the 
right  of  way  and  yards  clear  from  garbage  and  the  track  free 
from  debris  and  weeds.  But  snow  and  ice,  and  sand  which,  like 
snow,  is  blown  by  the  wind,  are  recognized  as  distinctly  extraor- 
dinary weather  conditions,  and  the  expense  of  clearing  them 
from  the  right  of  way  is  therefore  set  out  to  this  account. 
Freshets,  it  may  be  said,  are  also  a  result  of  extraordinary 
weather  conditions,  but  the  incidental  repairs  are  not  so  dis- 
tinctly different  from  ordinary  repairs  of  roadway  as  to  make 
a  separate  classification  practicable. 

8.  Tunnels.  Tunnels  are  a  fixed  disability  of  operation  on 
any  road  where  they  may  occur.  Their  maintenance  is  of  a 
special  character.  They  frequently  are  lighted,  and  have  spe- 
cially detailed  watchmen.  These  are  inevitable  incidents  of 
having  the  tunnel  at  all,  hence  the  manager  draws  out  such 
expense  from  the  rest  of  his  maintenance. 

The  account  includes  all  such  expense  of  a  special  character 
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for  repairs  of  tunnels  as  cost  of  timber  and  other  material,  false 
work,  special  tools  and  supplies,  and  the  wages  and  supplies  of 
tunnel  watchmen.  "  Tunnels  '^  does  not  include  the  roadway 
and  track  which  go  through  the  tunnel,  or  signals,  which  together 
constitute  the  continuous  w^ay.  It  does  include  the  lighting  and 
watching  expense.  This  is  an  item  of  M.  of  W.  and  S.  on  the 
same  principle  which  includes  as  maintenance  the  patrolling  of 
the  roadw^ay  for  safety,  or  the  salting  of  switches,  oiling  of  road- 
bed, or  cleaning  of  ice  from  float  bridges.  These  all  are  inci- 
dents to  the  maintenance  of  an  open  way  in  safe  and  standard 
condition  for  running  trains,  and  this  is  the  province  of  M.  of 
W.  and  S. 

In  all  the  work  done  upon  tunnels,  it  must  be  kept  in  mind 
that  maintenance  is  only  replacement  in  kind.  The  excess  cost 
of  lining  tunnels  with  stone,  brick,  or  concrete,  over  the  cost  of 
replacing  in  kind  a  less  durable  lining  removed,  is  betterment. 
In  case  the  tunnel  is  converted  into  an  open  cut,  this  account 
must  bear  the  expense  of  removing  the  lining  of  the  existing 
tunnel  before  any  charge  is  made  to  Betterments  for  account  of 
the  cut  which  takes  the  place  of  the  tunnel. 

9.  Bridges,  Trestles  and  Culverts.  The  roadway  is  either 
carried  on  earth  roadbed  or  over  structures  of  some  kind.  These 
structures  fall  into  a  separate  class  from  earth  roadbed  because 
the  circumstances  of  their  upkeep  are  radically  different.  They 
are  exposed  to  peculiar  conditions  of  wear,  deterioration  and 
risk:  they  require  special  material,  skill  and  supervision:  their 
maintenance  readily  divides  into  light  repairs  which  are  current, 
and  heavy  repairs  and  renewals  which  are  periodical  over  long 
intervals. 

Bridges  were  primarily  designed  to  carry  over  water.  This 
first  notion  has  been  extended  to  include  on  the  one  hand  the 
structure  that  leads  water  under  the  railroad  as  a  mere  culvert, 
and  on  the  other  hand  the  structure  that  carries  the  railroad 
over  something,   regardless   whether   it   is   water,   a  highway, 
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another  railroad,  or  an  aqueduct.  But  when  the  situation  is 
reversed,  and  the  structure  carries  something  over  the  railroad 
it  is  no  longer  a  "  bridge  "  but  a  "  crossing  '^  and  is  carried  to 
the  account  of  "  Over  and  Under  Grade  Crossings."  Thus  it 
falls  out,  that  at  the  separated  grade  crossings  of  two  railroads 
the  structure  that  is  a  "  bridge  "  for  the  overhead  railroad  is  a 
"  crossing  "  for  the  railroad  carried  beneath. 

By  these  distinctions  "Bridges,  Trestles  and  Culverts"  in- 
cludes bridges  and  trestles;  wooden,  steel,  stone  and  concrete 
viaducts;  stone  and  wooden  culverts;  cast-iron  and  terra-cotta 
pipe  culverts.  Substructure  is  embraced  with  superstructure, 
so  that  we  have  included  tlje  piers,  abutments,  masonry  and 
drain-pipes.  Special  fixtures,  as  bridge  guards,  guard  rails, 
water  barrels,  gravel  decking,  or  machinery  and  appurtenances 
for  operating  drawbridges,  bridge  signs  or  number  boards  are 
part  of  the  bridge  or  trestle.  (Guard  rail  not  on  the  bridge  is 
"  Other  Track  Material,"  or  if  in  a  building  is  part  of  the 
building.)  The  building  and  maintenance  or  renewal  of  all  sec- 
ondary structures,  permanent  or  temporary,  that  are  incidental 
to  the  repairs  or  protection  of  the  bridges,  trestles  and  culverts, 
and  not  distinctly  a  betterment,  are  a  part  of  the  maintenance 
expense  of  the  primary  structure  which  they  serve.  Illustra- 
tions of  these  would  be  retaining  walls,  riprapping  and  dikes 
necessary  to  protect  or  strengthen  bridges  and  culverts  against 
ice,  water  or  drift,  and  "  false  work  used  in  repairing  and 
renewing  bridges  and  culverts."  The  cost  of  removing  a  bridge 
to  replace  with  a  new  bridge  is  a  "  Bridge  Renewal "  expense, 
but  the  cost  of  filling  a  trestle  is  charged  to  "Roadway  and 
Track,''  because  the  trestle  is  thereby  superseded.  The  expense 
of  altering  and  bracing  the  trestle  during  the  progress  of  the 
filling  is  charged  to  the  trestle,  although  it  is  an  expense  inci- 
dental to  "  Roadway  and  Track."  When  a  bridge  or  trestle  is 
superseded  by  a  fill  it  ceases  to  exist,  and  must  be  "  charged  off." 
Its  first  cost   (estimated  if  not  known),  less  salvage,  must  be 
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charged  to  "Operating  Expenses," — ^this  account.  In  order 
accurately  to  transfer  the  values  from  property  in  the  bridge  to 
property  in  the  fill  constituting  roadway,  the  bridge  is  credited 
with  salvage  allowance  for  the  estimated  value  of  the  temporary 
trestle  which  would  have  been  necessary  to  make  the  fill. 

Maintenance,  which  includes  upkeep  against  wear,  weather 
and  deterioration,  also  includes,  at  times  when  improvement 
work  is  going  on  (either  to  substitute  a  new  bridge  or  an 
embankment  for  the  old  bridge),  the  cost  of  removing  the  old 
material  and  protecting  traffic  during  the  improvements.  This 
is  because  maintenance  must  under  all  conditions  preserve  the 
structure  in  its  function  of  a  bridge  at  that  point  until  released 
by  substitute  construction. 

The  cost  of  the  maintenance  described  above,  and  which  is 
charged  to  this  account,  is  all  labor,  material  and  supervision, 
and  any  extraordinary  expense,  as  for  work  train  service  or 
advertising  for  bids.  But  this  account  does  not  bear  any  part 
of  certain  expenses  that  are  either  of  a  fixed  character  for  the 
department,  as  "  Superintendence,"  or  of  a  general  character 
for  the  department,  as  "  Stationery  and  Printing,"  "  Injuries  to 
Persons,"  or  proportional  charges  of  repairs  and  renewals  and 
interest  on  work  equipment  used.  The  proportion  of  a  general 
insurance  premium  covering  the  risk  of  bridges  is  carried  to  a 
General  Expense  account  for  reasons  there  explained. 

Supervision  charged  to  Bridges  is  described  as  including  the 
wages  and  expense  of  bridge  foremen  and  inspectors  and  watch- 
men, but  not  the  engineer  of  bridges  or  the  master  carpenter  or 
the  fire  inspectors  and  their  assistants. 

While  tools  used  in  repairing  bridges,  trestles  and  culverts 
are  specifically  carried  to  "  Roadway  Tools "  supplies,  brooms 
and  lanterns  are  classed  with  rowboats  used  as  part  of  the 
expense  of  bridge  maintenance. 

Insurance  recovered  on  bridges  and  trestles  should  be  ered- 
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ited  to  this  account,  because  the  repairs  of  the  damage  for  which 
the  insurance  was  paid  is  charged  here. 

A  bridge,  like  any  other  structure,  is  supposed  to  be  adequate 
to  its  intended  uses.  Should  it  prove  defective,  the  expense  con- 
sequent upon  such  default  is  charged  to  the  thing  damaged  and 
not  to  the  account  that  maintains  the  bridge  which  was  at 
fault  (Case  392). 

lo.  Over  and  Under  Grade  Crossings.  Every  railroad  line 
is  crossed  at  irregular  intervals  by  highways,  canals,  and  other 
railroads,  to  accommodate  other  movements  than  its  own,  at  fixed 
points  across  its  right  of  way.  With  the  greater  density  of  pop- 
ulation these  cross  movements  are  greatly  multiplied,  until 
within  the  city  limits  they  sometimes  come  at  every  street  corner. 
Canal  crossings  can  only  be  made  at  separated  grades,  but  in 
case  of  all  other  movements  the  crossing  (except,  of  course,  by 
navigable  rivers  which  were  original  barriers  overcome  in  con- 
struction of  the  railroad)  may  be  at  the  same  grade,  with  a  risk 
of  accident.  This  risk  increases  with  the  volume  of  traffic,  and 
the  tendency  with  the  growth  of  population  is  to  abolish  these 
grade  crossings  by  separating  the  grades.  The  fact  that  the 
other  carrier  or  the  public  who  cross  the  railroad  are  involved 
in  this  risk  with  the  railroad  itself  renders  the  elimination  of 
such  crossings  a  common  concern.  The  expense  is  therefore  gen- 
erally shared  on  some  basis. 

The  structure  that  carries  the  railroad  over  the  other  traffic 
is  designated  a  bridge,  and  is  charged  to  "  Bridges,  Trestles  and 
Culverts."  When  the  railroad  is  depressed  under  the  other 
traffic,  the  crossing  structure  is  considered  an  "  Over  and  Under 
Grade  Crossing,"  and  the  railroad  beneath  is  "Roadway  and 
Track,"  like  any  other  part  of  the  line. 

This  account  is  to  provide  for  any  structure  or  subway  that 
carries  traffic  across  the  line  of  the  railroad  traffic,  except 
foot  bridges  and  subways  at  station  grounds  which  then  are 
features  of  the  station  service  and  are  not  public  highways. 
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This  crossing  movement  may  be  by  railroad,  trolley,  wagon 
or  footway,  log  chutes,  rollways  or  telepherage,  but  not  telegraph 
or  electric  power  cables.  All  these  different  types  have  the  com- 
mon characteristic  that  the  movement  provided  for  is  other  than 
that  of  the  railroad,  and  that  the  provision  is  to  eliminate  risk 
of  interference  and  consequent  accident. 

Any  drainage  of  water  or  diversion  of  public  roads  to  effect 
such  separated  grade  crossings  is  part  of  the  expense  of  the 
crossings. 

This  account  includes  both  the  labor  and  material  expended. 

Comment:  The  account  includes  "cost  of  drainage  and 
excavations  for  undergrade  crossings,  expenses  of  opening  pub- 
lic roads  for  purposes  of  eliminating  grade  crossings/^  This 
wording  permits  of  expenses  that  include  substantial  betterments 
and  is  so  far  in  conflict  with  the  Additions  and  Betterments 
account,  "  Elimination  of  Grade  Crossings." 

II.  Grade  Crossings,  Fences,  Cattle  Guards  and  Signs. 
The  ideal  of  a  roadway  vs^ith  no  interruption  by  intersecting 
movements  between  termini  is  seldom  realized.  The  railroad  is 
not  allowed  to  bisect  the  territory  traversed  by  an  impassable 
line.  The  first  effort,  therefore,  is  to  restrict  to  designated  points 
the  crossing  movements.  The  next  effort  is  to  separate  the 
movements  at  these  points  from  the  grade  of  the  railroad  by 
"  Over  and  Under  Grade  Crossings."  There  must,  however, 
remain  a  vast  number  of  points  where  the  volume  of  such  cross- 
ing traffic  does  not  justify  so  heavy  an  outlay. 

"  Grade  Crossings,  Fences,  Cattle  Guards  and  Signs  ^^  is  to 
provide  for  the  maintenance  of  all  those  structures  along  the 
right  of  way  (except  over  and  under  grade  crossings)  which  are 
not  an  essential  part  of  the  roadway  for  moving  trains,  nor  for 
handling  traffic  at  terminals,  nor  incidental  to  the  maintenance 
of  the  roadway  and  rolling  stock,  nor  the  general  administration 
of  the  property,  but  which  grow  out  of  the  conditions  of  trans- 
portation as  they  affect  or  are  affected  by  the  interests  of  abut- 
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ting  property  holders  and  the  general  public  along  the  line  of 
the  right  of  way.  Hence  it  comes  to  include  the  maintenance 
of  fences  and  cattle  guards,  street,  road  and  farm  crossings  at 
grade,  crossing  signs,  warning  signals  and  gates,  whistle  posts, 
slow  and  stop  boards,  mile  posts,  and  the  assessments  for  street 
repairs  and  sewers  (where  not  incidental  to  any  particular 
building  or  separable  part  of  the  property,  but  general  to  the 
right  of  way). 

The  fences  keep  the  cattle  of  abutting  grazing  land  off  the 
right  of  way,  and  the  cattle  guards  restrain  them  within  the 
limits  of  the  highway  when  it  crosses  the  right  of  way,  and  the 
highway  fence  lets  the  railroad  roadway  through.  Warning 
signals,  gates,  and  whistle  posts  are  devices  to  reduce  the  risk  of 
accidents  at  grade  crossings.  Street  assessments  are  an  incident 
of  street  crossings,  and  sewer  assessments  are  the  tribute  of  the 
roadway  to  abutting  property  holders.  Slow  and  stop  boards 
are  frequently  related  to  interruptions  to  the  train  movement 
imposed  by  public  crossings.  With  these  signs  are  included,  by 
what  appears  to  be  defective  analogy,  the  signs  along  the  road- 
way which  have  no  reference  to  crossings  but  are  a  facility  to  the 
movement  of  trains,  such  as  those  indicating  yard  limits,  water 
stations,  section  or  county  lines,  also  mile  posts  and  tunnel 
cautions. 

As  a  maintenance  account,  "  Grade  Crossings,  Cattle  Guards 
and  Signs  ^^  is  responsible  for  the  upkeep  of  these  structures  and 
appliances.  This  upkeep  includes  the  sprinkling  with  water  or 
oil  of  the  street  grade  crossings  when  required.  But  warning 
hand  signal  lights  used  by  the  crossing  watchmen  are  not  con- 
sidered a  maintenance  expense  and  are  charged  with  other  like 
supplies  to  "  Crossing  Flagmen  and  Gatemen,"  under  Trans- 
portation Expenses. 

Station  and  telegraph  signs,  fences  and  hedges  around  build- 
ing sites  and  shop  grounds  and  their  paved  ways  within  the 
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limits  of  or  immediately  adjacent  to  the  buildings  are  part  of 
the  building  plant,  and  are  not  maintained  by  this  account. 

In  the  elimination  of  grade  crossings  which  are  charged  to 
Additions  and  Betterments,  all  incidental  maintenance  of  the 
crossing  during  the  progress  .of  the  work  is  chargeable  to  this 
account. 

12.  Snow  and  Sand  Fences  and  Snowsheds.  Protection 
against  snow  and  sand  drifts  and  avalanches  on  some  roads  is  so 
large  an  undertaking  as  to  require  a  special  outfit  of  snow  fences, 
both  portable  and  fixed,  and  extended  lines  of  snowsheds.  The 
permanent  character  and  extent  of  such  special  facilities  render 
a  separate  account  desirable  to  trace  their  maintenance  expense. 

In  this  account,  together  with  the  direct  maintenance  of  these 
things,  is  included  all  expense  incidental  to  this  maintenance, 
such  as  watchmen  and  fire  protection  for  snowsheds.  The  real 
purpose  of  the  account  being  to  provide  for  maintenance  of  all 
facilities  to  protect  the  roadway  from  snow,  the  cost  of  planting 
and  caring  for  tree  windbreaks  is  construed  to  be  in  the  same 
class  with  repairs  of  snow  fences. 

The  actual  placing  of  portable  snow  fences,  however,  is  car- 
ried, together  with  the  direct  expense  of  fighting  the  snow  to 
keep  the  roadway  open,  to  "  Removal  of  Snow,  Sand  and  Ice.^' 
This  is  because  it  has  direct  relation  to  the  emergency,  and 
includes  no  deferred  results  of  its  own  maintenance. 

This  account  is  to  meet  extraordinary  conditions  only.  Any 
part  of  its  snow  or  sand  fences  which  also  serves  the  first  and 
more  regular  use  of  fencing  right  of  way,  and  is  not  in  addition 
to  regular  right  of  way  fencing  at  that  point,  is  considered  reg- 
ular fence,  and  its  maintenance  is  not  charged  here. 

13.  Signals  and  Interlocking  Plants.  Every  railroad  has 
some  form  of  mechanical  signals  for  communicating  with  moving 
trains.  Being. mechanically  operated  and  located  at  fixed  points, 
their  action  is  more  precise  and  reliable  than  any  hand  signals. 
The  installations  are  of  every  variety :    Some  are  mere  manually- 
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operated,  simple  semaphore  signals  in  control  of  the  station 
agent  at  train-order  points,  and  having  no  mechanical  connec- 
tion with  the  tracks;  others  are  automatic  signals,  or  elab- 
orate installations,  mechanically  interlocked  with  the  tracks  they 
control  and  with  signals  controlling  opposing  combinations,  so 
that  conflicting  movements  are  mechanically  impossible. 

To  perform  such  service  in  large  and  complex  terminals 
involves  a  plant  of  levers,  communicating  mechanism,  power  gen- 
erators of  boiler,  engine  and  dynamo;  air  compressors,  and  a 
building  called  a  " tower ^^  to  house  the  whole;  these  in  their 
entirety  constitute  the  interlocking  plant. 

Such  performance  also  requires  an  installation  of  signals 
that  convert  the  mechanical  movements  which  are  Communicated 
from  the  levers  in  the  tower  to  the  signal  post  or  signal  bridge 
over  the  track,  into  visible  instructions  to  the  engineman  on  the 
locomotive.  Block,  automatic  and  semi-automatic  signals  are 
carried  to  a  sub-class  by  themselves  because  they  represent  a 
general  system  of  signals  controlling  line  of  road  train  move- 
ment as  distinguished  from  miscellaneous  home  and  distant  sig- 
nals, train  order  and  flag  station  signals. 

Finally,  the  signal  service  requires  the  signal  post  or  bridge 
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on  which  the  signal  is  carried,  and  the  bonding  of  rails  to  perfect 
the  track  circuits. 

The  expense  charged  against  the  "  Signals  and  Interlocking 
Plant  ^^  is  all  direct  expense  for  labor,  material,  special  tools 
and  supplies  applied  to  their  maintenance.  Signals,  apparently, 
are  considered  a  highly  specialized  phase  of  the  railroad  main- 
tenance because  the  salary,  office  and  travelling  expenses  (except 
stationery  and  printing,  presumably)  of  the  entire  signal  engi- 
neer corps  are  charged  to  this  account,  and  not  left  in  "  Super- 
intendence "  as  in  the  case  of  "  Bridges." 

The  plant  is  maintained  by  this  account,  but  operated  by  a 
Transportation  account.  To  the  operating  account,  therefore, 
and  not  here,  are  carried  the  cost  of  the  fuel,  rent  of  sources  of 
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water  supply,  cost  of  oil  for  power  aud  lubrication.  But  the 
salting  of  the  switches  which  are  closely  engaged  with  the  inter- 
locking mechanism  is  a  charge  to  the  M.  of  W.  and  S.  account 
of  ''  Removal  of  Snow,  Sand  and  Ice,"  because  it  is  a  cost 
imposed  by  weather  conditions. 

Eepairs  to  interlocking,  block  and  other  signal  systems, 
including  their  elevation  or  depression  and  the  cost  of  changing 
connections  or  locations  of  semaphores  and  other  signals,  during 
the  progress  of  betterment  work  are  chargeable  to  this  account. 

14.  Telegraph  and  Telephone  Lines.  A  system  of  instan- 
taneous communication  between  all  points  of  a  railroad  is  indis- 
pensable to  railroad  operation, — primarily  for  the  purposes  of 
train  movement,  and  next  for  efficient  administration.  The  tele- 
graph and  telephone  together  or  interchangeably  form  such  a 
system. 

The  telegraph  service  as  found  on  the  railroad  to-day  is  a 
joint  undertaking  of  the  railroad  and  telegraph  company  per- 
forming a  double  service,  of  "  company  business  ^'  and  "  com- 
mercial business.'^  Although  details  may  differ,  the  general  basis 
of  the  arrangement  is  the  same  on  all  roads,  hence  the  account 
specifies  the  maintenance  of  '^  lines  owned  by  a  carrier  or  for 
which  it  is  responsible.'' 

The  company  uses  the  telegraph  (or  the  telephone)  for  train 
orders  and  for  ordinary  rush  communications.  The  distinction 
between  the  expense  of  despatching  and  of  transmitting  ordi- 
nary messages  is  made  in  the  "  Transportation  Expenses,'^  but 
the  M.  of  W.  and  S.  account  includes  the  maintenance  of  all 
telegraph  installations  and  offices,  whether  despatchers'  or  ordi- 
nary operators',  for  which  the  railroad  is  responsible. 

The  plant  maintained  is  the  wire  or  cable,  the  supporting 
structure  of  poles,  cross  arms,  or  of  conduits,  with  their  insu- 
lators; the  battery  jars  in  which  the  current  is  generated,  the 
switchboard  by  which  the  circuits  are  manipulated,  the  instru- 
ments   (telegraph  or  telephone)    by  which  the  messages  are 
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sent  and  received.  From  a  simple  Morse  key,  the  instrument 
has  CQme  to  include  a  telephone,  a  typewriter  telegraph,  or  a 
telautograph. 

Maintenance  is  the  upkeep  in  working  order  of  the  lines, 
switches,  connections,  instruments  and  generators,  but  the  actual 
supplying  of  electric  current  is  a  Transportation  expense, 
because  it  is  directly  related  to  daily  use. 

Telegraph  and  telephone  lines  are  a  part  of  the  fixed  type 
of  the  road,  hence  charges  for  stationery  and  printing  or  injuries 
to  persons  which  may  be  incurred,  go  to  the  general  M.  of  W. 
and  S.  accounts  of  these  designations;  but  the  special  tools' or 
the  cost  of  telegraph  superintendents  and  their  staffs  are  specific 
to  the  telegraph  and  telephone  lines  and  aVe  not  charged  respect- 
ively to  "  Roadway  Tools  "  and  "  Superintendence.^^ 

This  account  includes  labor  and  material  (less  salvage)  and 
the  cost  of  work-train  service  used,  which  is  made  to  include  the 
work  train,  wages,  fuel,  oil,  lanterns  for  the  time  used,  but  not 
the  maintenance  of  the  work  train,  which  is  a  charge  to  M.  of  E. 

Salaries  and  expenses  of  officials  dividing  their  time  between 
the  maintenance  and  the  operation  of  the  plant,  are  apportioned 
equally  between  M.  of  W.  and  S.  and  Transportation  Expense 
under  the  "  Telephone  and  Telegraph  "  account. 

Telephone  and  telegraph  lines  perform  practically  the  same 
kind  of  work  in  two  different  ways ;  part  of  the  plant  is  actually 
common  to  both  and  the  skill,  material  and  supplies  used  in  the 
parts  not  common  to  both,  are  closely  similar  and  greatly  unlike 
the  skill,  material  and  supplies  used  in  any  other  form  of  rail- 
road maintenance  except  the  power  generation  and  transmission 
s^'^stems.  For  these  reasons  they  together  form  a  classification 
under  M.  of  W.  and  S. 

An  additional  telephone  or  telegraph  line,  or  an  additional 
wire  on  an  existing  pole  line  or  an  improvement  in  the  quality 
of  a  wire  by  substitution  of  a  new  wire  for  an  inferior  wire,  are 
Additions  and  Betterments, — "  Telegraph  and  Telephone  Lines," 
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and  not  charged  to  this  account :  provided  such  work  amounts  to 
as  much  as  $200. 

Comment:  In  recognizing  improved  quality  as  betterment 
the  I.  C.  C.  classification  violates  the  contrary  principle  laid 
down  with  reference  to  rail,  ties  and  ballast. 

15.  Electric  Power  Transmission.  The  substitution  of  a 
single  power  generating  plant  for  many  complete  independent 
power  units  (steam  locomotives)  scattered  over  the  line,  has 
called  into  use  a  transmission  system,  from  the  generating  point 
to  the  moving  units  or  trains  up  and  down  the  road.  In  order 
to  reduce  leakage,  the  power  is  transmitted  in  the  form  of  high 
tension  alternating  current.  At  or  near  the  point  where  the 
power  is  used  the  current  is  stepped  down  through  a  trans- 
former to  the  voltage  of  the  motor  which  pulls  the  train.  In 
case  the  motors  operate  on  direct  current,  the  current  is  at  the 
same  time  converted  from  alternating  to  direct.  It  is  then, 
under  either  method,  delivered  to  the  shoe  of  the  motor  by  a 
local  transmission  system  of  feed  lines  and  third  rail  or  trolley 
wires.  The  wires  from  the  generating  station  to  the  sub-station 
and  from  the  sub-station  to  shoe  of  the  motor,  with  the  third 
rail,  are  the  electric  power  transmission  system.  With  the  wires 
are  included  the  supporting  structures  of  poles,  cross-arms, 
brackets,  bonding  of  the  rails;  safety  and  insulating  devices; 
facilities  for  manipulating  the  circuits  and  the  current  (when 
outside  of  the  power-house  or  sub-station),  as  switchboards, 
switches,  cutouts  and  transformers.  When  in  power-house  and 
sub-stations,  these  appliances  are  a  part  of  the  "Power  Plant 
Equipment  ^'  and  their  maintenance  is  charged  to  the  M.  of  E. 
account  under  that  head. 

This  account  provides  for  the  expense  in  labor  and  material 
(less  salvage)  used  in  repairing  and  renewing  the  appliances 
described.  The  labor  is  the  direct  wage  expense  of  electricians, 
mechanics  and  other  employees  when  employed  in  repairing  and 
renewing  electric  power  transmission  lines.     The  electric  engi- 
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neers'  expense  is  not  specified  but  is  presumably  classed  with 
other  M.  of  W.  and  S.  expense  under  "  Superintendence."  With 
these  expenses  is  also  included  the  work-train  expense  of  wages 
and  supplies  for  work-train  service  that  may  have  been  used  in 
the  maintenance  of  the  transmission  system. 

Additional  systems  for  the  electric  transmission  of  power 
and  the  "  excess  cost  of  improved  transmission  lines,  over  the 
cost  of  replacing  in  kind  property  of  like  purpose  abandoned '' 
are  classed  as  Additions  and  Betterments. 

1 6.  Buildings,  Fixtures  and  Grounds.  A  railroad's  business 
is  hauling  loaded  trains.  The  vast  volume  of  secondary  opera- 
tions, in  last  analysis,  is  devoted  to  this  physical  result.  These 
secondary  operations  include  the  incidental  services  in  connec- 
tion with  the  haul,  and  the  auxiliary  processes  by  which  the 
primary  function  of  making  the  loaded  haul  is  performed.  These 
auxiliary  processes  involve  men  and  matjhinery  which  must  be 
housed. 

Housing  expense  is  primarily  upkeep,  and  this  upkeep 
against  wear,  accident,  weather,  physical  age  and  obsolescence 
is  different  from  the  upkeep  of  other  things,  as  roadbed  and 
bridges,  against  some  of  the  same  factors  in  different  combina- 
tions. Therefore,  in  the  general  function  performed,  on  the  one 
hand,  and  in  the  condition  determining  their  maintenance 
expense,  on  the  other  hand,  the  housing  structures  form  a  valid 
class  by  themselves.  These  housing  structures  are  bulked 
under  the  designation,  "Buildings,  Fixtures  and  Grounds." 
To  the  buildings  that  strictly  "  house  "  are  added  detached  sta- 
tion platforms  or  milk  platforms,  which  are  places  of  deposit 
rather  than  shelter.  The  idea  is  further  extended  to  include  a 
class  of  structures  which  serve  as  distributing  supply  depots, 
such  as  coaling  chutes,  water  stations,  and  water  troughs.  The 
notion  is  carried  yet  one  stage  further  to  include  structures 
operated  directly  in  connection  with  these  buildings, — as  track 
scales  and  mail  cranes,  turntables  and  drop  pits. 
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The  account  includes  the  expense  of  maintenance  of  the 
above  described  housing  structures  along  the  right  of  way 
(docks,  wharves  and  buildings  of  interlocking  plants  are 
exempted),  incidental  to  the  railroads'  operation.  These,  unlike 
bridges,  snowsheds,  signals  and  interlocking  plants,  are  not  an 
integral  part  of  the  roadway  over  which  the  trains  move.  Docks 
and  wharves  are  not  included  because  they  are  not  "houses.^' 
Buildings  upon  the  docks  and  wharves,  however,  are  included 
because  they  are  "  houses." 

The  structures  which  come  under  the  description  given  are 
first,  the  terminal  facilities  for  handling,  equipping  and  des- 
patching the  train, — as,  the  roundhouse,  coal  chute,  water  sta- 
tion, oil  house,  air  and  gas  compressor  houses,  car  cleaners'  shed, 
sand  house,  turntable,  watchman's  box,  yard  telegrpah  oflSce, 
and  power  house.  They  are  next,  the  buildings  used  for  receiv- 
ing, delivering,  transferring  and  storing  freight,  mail,  milk,  and 
express,  and  for  the  accommodation  of  passengers.  These  build- 
ings are  freight  and  passenger  stations,  baggage  rooms,  coal 
storage  grounds,  coal  pockets,  and  (when  not  outside  opera- 
tions) elevators,  stock  pens,  track  scales.  They  are  next,  the 
buildings  incidental  to  the  work  of  maintenance  of  the  rolling 
stock  and  the  roadway, — as  shops,  roundhouses,  storehouses, 
pumping,  section  and  tool  houses,  and  division  offices.  Finally, 
they  are  the  buildings  used  by  those  who  secure  the  traffic,  and 
those  who  have  the  general  administration  of  the  property. 

Any  buildings  which  produce  a  direct  revenue  of  their  own 
which  is  not  included  in  railroad  operating  revenues  are  not 
maintained  at  the  expense  of  this  account  because  their  par- 
ticular expense  should  })e  made  to  offset  their  particular  revenue. 
Such  structures  of  Outside  Operations  would  be  eating  houses, 
hotels,  stock  pens,  grain  elevators,  ice  houses,  cold  storage  plants, 
and  other  buildings  when  intended  to  be  on  a  self-sustaining 
basis. 

Maintenance  of  '^Buildings"  includes  the  maintenance  of 
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excavation,  foundation,  stairways  and  approaches,  station  sub- 
ways, and  station  overhead  footbridges,  and  of  installations  for 
the  protection  of  the  buildings  against  fire,  tide,  washouts, — as 
water  mains  and  fire  plugs,  fire  engines,  hose,  hose  carts,  pay- 
ments to  municipalities  or  others  for  fire  protection,  break- 
waters, walls  and  embankments,  and  signs  on  the  building. 

The  building  to  be  maintained,  in  addition  to  its  essential 
parts  and  the  special  installations  to  protect  it,  includes  the  fix- 
tures and  machinery  that  equip  it  for  general  use.  The  line 
between  fixtures  whose  maintenance  is  a  part  of  the  maintenance 
of  the  building,  and  mere  furniture  which  is  an  oflSce  expense, 
is  necessarily  arbitrary.  But  the  general  principle  of  the  dis- 
tinction is  that  an  article  specially  designed  for  that  particular 
building  or  a  limited  number  of  its  class,  that  could  have  little 
or  no  use  elsewhere,  or  that  is  fitted  to  the  building  so  that  it 
could  not  easily  be  removed  and  adapted  to  other  uses,  is  a 
fixture.  All  other  articles  which  are  not  supplies  are  furniture. 
The  line  is  drawn  at  that  point  because  the  fixtures  or  attach- 
ments are  more  or  less  inseparable  from  the  building :  their  life 
corresponds  in  a  measure  with  the  life  of  the  building,  and  their 
usefulness  must  be  consumed  with  it.  Many  of  the  fixtures  are 
in  the  doubtful  region  between  those  things  that  are  of  definitely 
direct  consumption,  such  as  supplies  or  small  articles  of  furni- 
ture, and  those  things  that  serve  a  long  use  as  a  fixed  property. 
Illustrations  of  fixtures  would  be  bunkers,  counters,  file  cases, 
wash-bowls,  water-coolers,  when  built  in  as  part  of  the  structure. 

The  machinery  included  as  a  part  of  the  building  is  the 
machinery  that  serves  general  uses  (except  that  if  the  building 
is  merely  a  structure  and  highly  specialized  to  one  use,  as,  for 
instance,  in  coal  chutes  or  water  stations,  the  special  machinery 
in  such  cases  would  go  with  the  structure  as  an  integral  part). 
Machinery  for  manufacture  or  repair  is  not  for  the  general  uses 
of  the  building  in  which  it  is  placed,  and  therefore  the  founda- 
tion only,  or  the  framework  only  which  carries  the  shafting,  isj 
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considered  a  part  of  the  building,  and  all  of  the  machinery  above 
the  foundation  constitutes  a  plant  of  '*  Shop  Machinery  and 
Tools/^  which  is  maintained  under  an  account  of  that  name  in 
the  M.  of  E.  expense  block.  In  illustration  of  the  distinction 
described,  a  boiler  for  heating  purposes  is  for  general  uses,  and 
its  maintenance  is  charged  to  "Buildings,  Fixtures  and 
Grounds/'  But  a  boiler  to  run  a  shop  engine  is  "  Shop  Tools 
and  Machinery/' 

Maintenance  includes  the  repairs  and  renewals  of  the  entire 
structure  or  parts  of  it;  painting,  glazing,  papering  and  deco- 
rating, which  essentially  differ  from  the  occupancy  expense  of 
cleaning,  because  their  effects  last  longer.  It  includes  cleaning 
of  snow  from  roofs  because  this  is  a  condition  of  upkeep  imposed 
by  weather  and  not  use,  although  the  effect  is  transient.  A  part 
of  the  maintenance  expense  of  a  building  is  the  expense  of  its 
removal  when  superseded, — ^which  is  the  restoration  of  the  status 
quo  before  the  building  was  in  use.  Cost  of  additional  land  for 
buildings  when  chargeable  to  expense,  is  lodged  here. 

The  maintenance  expense  includes  the  direct  labor  and  direct 
supervision,  and  material  (less  salvage)  and  other  like  expense. 
Work-train  expense  is  charged  where  it  is  used,  and  includes  the 
incidental  wages  and  supplies,  but  not  the  maintenance  of  the 
equipment  used. 

With  the  buildings  is  included  the  accessories  called 
"  Grounds."  These  are  terracing,  wells,  streets,  sewers,  reser- 
voirs, fencing  between  tracks  (because  incidental  to  station  use 
and  not  roadway),  and  fencing  around  grounds;  parking  of 
lawns;  trees,  shrubs,  flower  beds,  driveways,  ponds  and  orna- 
mental walks.  Maintenance  of  grounds  is  defined  as  "the  lay- 
ing out,  cleaning  (except  ordinary  cleaning  performed  by  sta- 
tion cleaners),  grading,  draining,  mowing  and  beautifying''  of 
the  grounds.  Such  work  is  the  maintenance  (except  that  the 
laying  out,  grading  and  draining,  if  extensive,  are  Additions  and 
Betterments)  against  weather  conditions,  corresponding  to  like 


MAINTENANCE  OF  WAY  AND  STRUCTURES  77 

maintenance  of  roadway.  But  sprinkling  of  streets  about  build- 
ings is  not ,  maintenance  because  it  is  the  current  restoration 
account  of  wear,  like  the  scrubbing  of  the  floor.  Cost  of  restor- 
ing grounds  after  betterment  work  is  charged  to  Operating 
Expenses. 

If  any  of  the  above  work  is  paid  for  by  special  tax  assess- 
ment, the  nature  of  the  charge  is  the  same  as  if  the  work  had 
been  performed  directly. 

Frequently  railroads  develop  a  special  staff  and  plant  of  nur- 
series to  care  for  station  grounds.  Such  departments  are  not  a 
part  of  the  fixed  type  of  railroad  operation,  so  all  their  outlays 
are  absorbed  in  this  account  "  'Grounds  ^^  as  a  current  expense. 

On  the  theory  that  a  water  station  is  a  "  building,^^  the  signal 
light  at  the  end  of  a  water  trough  is  charged  to  this  account.  It 
has  been  ruled  that  planks  laid  at  the  track  side  for  convenience 
of  passengers  alighting  are  "  station  buildings,"  although  there 
may  be  no  station  at  that  point  (Case  554). 

Comment:  This  account  is  altogether  too  inclusive.  It 
should  be  £rst  subdivided  according  to  the  general  uses  which 
the  buildings  serve,  and  next  according  to  certain  broad  classi- 
fications of  type  of  construction.  M.  of  W.  and  S.  should  pri- 
marily include  qnly  the  maintenance  of  those  structures  which 
are  directly  used  in  performing  the  services  of  transportation. 
Buildings  that  house  the  shop  operations  or  administrative 
forces  serve  a  secondary  purpose.  The  burden  of  their  main- 
tenance should  be  borne  by  the  use  which  they  serve.  A  classi- 
fication which  places  in  the  same  category  the  maintenance  of 
the  masonry  of  a  stone  building  and  its  foundation  with  the 
maintentoce  of  the  plumbing  of  a  fountain  that  plays  in  the 
shop  grounds,  or  the  maintenance  of  a  hothouse  (of  glass)  that 
grows  complimentary  nosegays  for  passengers  can  hardly  be 
construed  to  serve  any  other  purpose  than  the  making  of  fan- 
tastic totals  of  figures. 

17.  Docks  and  Wharves.     The  railroad  is  carried  on  road- 
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bed  or  bridge.  When  one  of  the  termini  of  the  roadway  (or 
section  of  the  through  line)  abuts  on  a  waterfront  with  facilities 
for  transferring  the  traffic  to  boats,  the  structure  over  which  the 
transfer  is  made  is  designated  "  Docks  and  Wharves/^  This 
structure  may  be  a  simple  stringpiece,  or  it  may  be  an  extensive 
wharf  covered  with  a  shed,  and  fitted  with  all  the  appliances 
for  transshipment.  Broadly  speaking,  '"  Docks  and  Wharves  '^ 
is  the  entire  plant  of  water-way  or  berth  called  "  dock  ^^ ;  and 
of  "  wharf,"  including  substructiye  and  superstructure  (but  not 
the  track,  nor  the  buildings  on  the  wharves,  nor  their  machinery 
and  appliances  for  transferring  freight).  The  track  is  excepted 
from  the  wharf  structure  on  which  it  is  laid,  upon  the  theory 
that  it  is  performing  the  regular  function  of  track  in  the  same 
way  as  if  it  were  on  the  open  roadway,  or  in  tunnels,  or  at  ter- 
minals other  than  docks  and  wharves. 

The  ferry  slips,  transfer  bridges  and  pontoons  are  a  part 
of  the  plant  of  docks  and  wharves  because  of  their  special  char- 
acter. With  these  structures  and  the  dock  (berthing  slip)  are 
included  all  devices  for  the  protection  of  the  structure,  or  the 
channel  in  the  slip, — such  as  crib  work,  racks,  or  caissons,  or 
guard  piling  to  protect  from  damage  by  drift  or  ice. 

Maintenance  includes  repairs  and  renewals  of  the  structures 
described.  The  maintenance  is  against  weather,  erosion,  damage 
by  ice  or  drift,  clogging  of  channel  in  and  out  of  the  slip  by 
deposits  of  sand  or  mud.  The  expense  of  this  maintenance 
includes  the  primary  cost  of  material  less  salvage,  and  also  the 
pay  of  supervisor  of  docks,  whose  services  are  special  to  this 
class  of  structure  and  therefore  not  included  in  the  class  of 
"  Superintendence.^^ 

Wo;rk  train  expense  for  wages  and  supplies  incurred  by  use 
of  work  train  in  and  about  docks  and  wharves,  is  a  charge  to  this 
account. 

A  transfer  or  float  bridge  is  that  part  of  the  Docks  and 
Wharves  plant  by  wliich  the  railroad  makes  delivery  to  the  con- 
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necting  water  carrier.-  Its  track  is  handled  like  the  track  of  the 
wharf  proper. 

1 8.  Roadway  Tools  and  Supplies.  A  tools  account  specially 
illustrates  the  principle  on  which  the  classification  of  expenses 
is  constructed.  In  doing  a  number  of  different  things  there 
arises  the  need  for  some  incidental  accessory  which  meets  in  turn 
the  requirements  of  each  of  the  things  done, — all  in  general  but 
no  one  in  particular.  This  accessory  comes  to  be  a  regular 
feature  of  doing  these  things.  It  becomes  therefore  a  fixed  inci- 
dent and  is  set  up  as  a  definite  objective,  although  it  is  merely 
the  means  to  a  further  set  of  results.  Accordingly  it  is  put 
into  a  permanent  expense  account. 

This  tools  account  includes  those  tools  and  supplies  that  are 
not  special  for  any  one  service.  The  large  tools  called  "Work 
Equipment,"  such  as  work  cars  of  all  kinds  pulled  by  power, 
pile  drivers,  snow  plows,  steam  shovels,  wrecking  cars,  etc.,  are 
withdrawn  from  the  roadway  tools  because  they  are  larger  and 
not  of  so  miscellaneous  a  character,  and  therefore  can  be  and 
should  be  followed  closely.  The  line  between  tools  and  the 
larger  implements  called  "Work  Equipment"  seems  to  be 
drawn  by  classing  those  contrivances  which  ride  on  the  rail 
and  are  moved  by  locomotives  as  "Work  Equipment,"  and  the 
others  as  "  Tools."  Thus  the  hand-car,  push-car  and  velocipede 
move  on  the  rail  but  are  not  propelled  by  the  locomotive  and  are 
counted  as  "  Eoadway  Tools,"  and  the  pile  driver  not  on  cars 
and  therefore  not  riding  on  the  rails  is  also  a  "  Eoadway  Tool," 
but  the  steam  shovel  or  the  gravel  car,  moving  on  the  rails  and 
propelled  by  train  power,  is  "  Work  Equipment."  It  has  been 
ruled  that  a  small  motor  inspection  car  classifies  not  as  a  pas- 
senger train  car  but  as  "Roadway  Tools"  (Case  464), 

"Supplies"  differ  from  tools  in  the  respect  that  they  are 
consumed  with  a  single  use,  whereas  tools  can  be  used  very  many 
times  before  they  wear  out.  But  because  the  items  which  form 
the  tool  account  are  individually  so  small  and  so  miscellaneous 
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it  is  impracticable  to  set  them  up  on  the  books  and  follow  them 
with  a  maintenance  expense  that  shall  hold  them  intact.  They 
are  therefore  classed  with  supplies  and  "  charged  out  ^'  as  pur- 
chased, as  if  they  were  physically  consumed  with  use.  We  are 
in  this  way  relieved  from  making  the  distinction  between  a  tool 
and  supplies,  which  at  the  last  reduces  to  an  arbitrary  refine- 
ment. "  Stationery,"  however,  is  a  special  line  of  supplies  which 
by  time-honored  custom  is  considered  always  to  be  a  class  by 
itself,  under  the  heading  of  "  Stationery  and  Printing,"  and 
withdrawn  from  this  account.  Surveying  and  drafting  instru- 
ments are  considered  a  special  engineering  or  office  facility  and 
are  not  classed  as  "  Tools,"  but  are  charged  as  an  office  expense 
of  "  Superintendence." 

The  articles  which  conform  to  the  description  given  are 
tools  for  working  rock,  dirt,  iron  and  wood, — such  as  stone 
drills,  sledges,  crow  bars,  shovels,  picks,  hoes,  post  hole  diggers, 
portable  furnaces,  steel  cutting  saws  and  drills,  chisels,  ham- 
mers, saws ;  they  are  implements  for  handling  ballast,  ties, 
bridge  timber,  such  as  ballast  forks,  tamping  bars,  railbenders, 
rail  tongs,  adzes,  spike  mauls,  spike  pullers,  cant  hooks,  track 
jacks  and  track  levels. 

The  supplies  are  oil  for  lighting  and  lubrication,  coal,  waste, 
flags,  lanterns,  ice  and  oatmeal  for  drinking  water,  and  similar 
material. 

The  tools  and  supplies  decribed  above  are  charged  to  this 
account  when  used  in  repairs  of  track,  buildings,  bridges,  docks 
and  wharves,  or  any  other  M.  of  W.  and  S.  work,  but  with  the 
following  exceptions:  tools  and  supplies  used  on  work  trains 
are  part  of  the  work  train  expense  and  cleared  as  a  whole  direct 
to  the  work  done;  supplies  used  by  bridge  foremen  or  watch- 
men or  in  the  repairs  of  stationary  engines  at  draw  bridges; 
tools  specially  furnished  for  removing  snow,  sand  and  ice;  tools 
and  supplies  cleared  through  "  Gravel  Pit  or  Quarry  accounts  '* ; 
supplies  furnished  snow  shed  watchmen ;  special  tools  in  main- 
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tenance  of  signals  and  interlocking  plants  and  in  telegraph  and 
telephone  and  power  transmission  lines.  These  exceptions  are 
due  to  the  fact  that  in  the  uses  specified  as  exceptions  the 
tools  and  supplies  are  of  a  special  character,  and  have  no  gen- 
eral serviceability.  . 

19.  Injuries  to  Persons.  The  modem  theory  is  that  a  prod- 
uct shall  bear  all  the  expense  incident  to  its  production,  includ- 
ing the  expense  of  accidents.  This  theory  is  reflected  in  the 
revision  of  the  former  I.  C.  C.  classification  of  expenses. 
Whereas  "  Injuries  to  Persons  ^^  was  formerly  a  charge  to  a 
single  account  for  the  road  as  a  whole  it  is  now  located  to  par- 
ticular departments  as  a  part  of  their  particular  expense. 

Accidents  arise  directly  from  careless  acts,  or  indirectly 
from  careless  acts  which  are  responsible  for  defective  construc- 
tion. A  department  assumes  the  personal  injuries  expense  for 
all  accidents  caused  directly  by  careless  acts  of  its  own  men 
(for  which  the  railroad  is  held  responsible)  regardless  whether 
the  victim  be  its  own  employee,  the  employee  of  another  depart- 
ment, a  passenger,  or  anybody  else.  For  instance,  it  has  been 
ruled  that  the  expense  for  a  track  man  killed  by  a  passenger 
or  freight  train  is  chargeable  to  Transportation  Expenses,  while 
in  case  of  a  prospective  passenger  at  a  station,  killed  by  a  work 
train,  the  charge  is  a  M.  of  W.  and  S.  expense  (Case  165). 

But  accidents  due  to  defective  construction  appear  to  be 
considered  as  part  of  the  general  risks  of  the  business  which 
each  department  assumes  according  as  it  may  be  exposed, 
unless  the  accident  be  in  transportation  service,  when  the  Trans- 
portation Department  assumes  the  full  responsibility  of  safe 
transport.  Thus  the  expense  of  injury  to  a  shop  employee  due 
to  construction  of  the  building  in  which  he  worked  would  pre- 
sumably be  a  M.  of  E.  expense  although  the  original  fault  might 
lie  with  the  department  of  M.  of  W.  and  S.  The  "Personal 
Injury  "  expense  arising  from  a  derailment  caused  by  a  broken 
rail  would  be  charged  to  Transportation  Expense,  regardless 
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whether  the  persons  injured  were  ^*  pay "'  passengers,  Trans- 
portation Department  employees  or  M.  of  W.  and  S.  Department 
employees,  provided  only  they  were  in  the  care  of  the  Trans- 
portation Department  for  safe  transport  (Case  164).  But  if 
the  party  injured  is  not  the  employee  of  another  department, 
nor  a  passenger,  and  the  accident  is  due  to  defective  work  of 
the  M.  of  W.  and  S.  Department  the  expense  is  borne  by  the 
department  at  fault.  Thus  injury  to  persons  at  a  road  crossing, 
due  to  faulty  construction  is  charged  to  '•Injury  to  Persons,'* 
M.  of  W.  and  S.  (Case  304).  This  interpretation  of  the  classifi- 
cation for  damages  for  personal  injury,  differs  from  the  appar- 
ent intent  in  case  of  property  damaged.  In  case  of  property 
damage,  each  department  bears  its  own  expense  of  restoring 
conditions,  regardless  which  department  was  at  fault,  whether 
by  direct  act  or  as  a  secondary  consequence  of  an  act,  through 
defective  construction  (Case  392). 

The  expense  of  "  Injuries  to  Persons,"  includes,  together 
with  the  actual  amount  of  personal  injury  settlements,  all 
doctors,  nurses,  attendants,  hospital  and  funeral  expenses  and 
incidental  transportation.  The  staff  of  claim  adjusters,  like 
that  of  physicians,  is  not  considered  a  part  of  the  fixed  staff  of 
the  road,  but  its  expense  is  absorbed  in  the  accounts  where  the 
settlements  which  they  adjust  are  charged.  When  other  depart- 
ments (except  the  Law  Department)  are  drawn  upon,  in  adjust- 
ing claims,  any  expense  incurred  or  loss  of  time,  is  billed  to  this 
account.  Incidental  legal  services,  because  performed  by  a 
staff  which  generally  is  a  part  of  the  standing  organization,  and 
because  performed  in  the  line  of  its  regular  duty,  are  not  a 
charge  to  this  account;  but  expenses  such  as  plaintiff's  court 
costs,  when  paid  by  the  railroad,  and  wages  and  traveling 
expenses  of  employees  attending  court,  are  expenses  specific  to 
the  case  involved  and  are  chargeable  to  this  account  (Case  34). 

Contributions  by  the  railroad  as  a  whole  to  the  support  of 
hospitals,  are  arbitrarily  apportioned,  one  fourth  to  M.  of  W. 
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and  S.,  one  fourth  to  M.  of  E.,  and  one  half  to  Transportation 
Expenses,  under  the  "  Injuries  to  Persons  "  primary  account. 

Because  of  the  contingent  character  of  this  account  it  is 
permissible  to  apportion  it  monthly  on  some  arbitrary  basis, 
by  setting  up  a  reserve  or  insurance  fund  to  meet  the  actual 
charges,  but  such  arbitrary  charges  must  be  adjusted  annually 
to  the  total  of  the  actual  charges  in  order  to  include  in  the 
year's  expenses  the  actual  expenses  of  that  year. 

20.  Stationery  and  Printing.  Administration  involves  office 
work  for  handling  correspondence,  pay-rolls,  documents,  draw- 
ings and  studies.  "  Stationery  and  Printing  "  is  the  term  used 
to  cover  stationery  supplies  and  a  certain  class  of  tools  for  office 
use.  Stationery  supplies  are  distinct  from  general  office  supplies 
such  as  ice,  water,  cleaning  material,  fuel  for  heat,  or  oil  for 
light,  or  chemicals  for  telegraph  service,  or  commissary  supplies 
for  special  cars.  They  are  directly  related  to  some  form  o5 
stationery  or  the  use  of  stationery, — such  as  postage,  pens, 
sponges,  tracing  cloth,  twine,  binders,  wrapping  paper,  ink 
stands,  mucilage,  paper  weights,  etc. 

The  tools  for  office  work  which  are  included  are  typewriters, 
calculating  machines,  addressographs,  dating  stamps,  pencil 
sharpeners,  water  holders,  copying  presses,  mimeographs  and 
like  articles.  These  items  are  primarily  desk  facilities  which 
have  latterly  been  so  perfected  that  some  of  them  have  become 
machines  of  greater  compass  and  value  than  the  desk  itself. 
Nevertheless,  they  are  not  put  in  the  class  of  desks,  chairs 
and  furniture,  which  latter  are  classed  as  "  Office  and  Other 
Expenses,''  under  "  Superintendence."  "  Stationery  and  Print- 
ing "  apparently  began  with  simple  items  of  desk  facility,  such 
as  pens,  ink,  pencils,  pen  racks,  blotters  and  ink  stands, — small 
items  nearly  of  the  nature  of  supplies,  the  distinguishing 
characteristic  of  supplies  being  that  they  are  consumed  as 
issued.  Dictionaries,  periodicals  and  technical  books  are  some- 
what of  the  nature  of  office  tools,  but  they  are  classified  as  office 
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supplies  under  "  Superintendence/'  This  is  possibly  upon  the 
theory  that  they  are  for  the  more  especial  use  of  the  official 
rather  than  of  his  staff. 

Stationery  for  reports  from  one  office  to  another  is  generally 
chargeable  to  the  offices  where  the  reports  issue,  somewhat  on 
the  theory  that  a  telephone  expense  falls  upon  the  party  making 
the  call.  With  stationery  supplies  is  charged  as  stationery 
expense  any  incidental  expense  of  procuring  and  distributing  it. 

This  account  of  "  Stationery  and  Printing  ^'  is  distinctly  an 
administrative  expense.  It  is  generally  the  largest  item  of 
office  expense.  The  things  here  charged  may  be  direct  labor 
savers  in  the  office,  but  at  all  times,  as  facilitating  supervision, 
they  indirectly  effect  savings  elsewhere.  The  offsets  to  the 
increases  here  may  be  very  much  larger  decreases  elsewhere. 

Comment:  We  are  inclined  to  think  that  "  Stationery  and 
^^>Printing  ^^  does  not,  from  its  character,  justify  a  heading  of 
expense  for  it  alone.  It  is  a  large  item,  but  we  believe  it  to  be 
practically  of  the  same  class  as  "  Office  and  Other  Expenses.** 
The  factors  that  control  it  are  more  closelv  related  to  the  office 
where  the  expense  occurs  than  to  any  inherent,  all  pervasive 
quality  running  through  the  items  of  material  whose  expense 
is  brought  together  here.     It  is  an  obsolete  classification. 

21.  Other  Expenses.  This  account  is  necessary  for  factors, 
that  cannot  be  foreseen.  Items  chargeable  here  are  of  an  extra- 
ordinary character,  such  as  special  expenses  in  case  of  strikes 
or  in  the  entertainment  of  visitors,  or  special  donations  not 
otherwise  provided  for.  But  premiums  awarded  for  excellent 
work  are  charged  under  "  Superintendence." 

22-23.  Maintaining  Joint  Tracks,  Yards  and  Other 
Facilities,  Dr.  and  Cr.  In  the  interlacing  of  the  transportation 
systems  there  are  many  terminals  which  for  the  sake  of  con- 
venience and  economy  are  made  to  serve  two  or  more  carriers 
jointly  although  the  property  of  but  one  carrier.  The  charges 
and  credits  must  be  exchanged  to  cover  such  service,  but  at  the 
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same  time  it  is  important  to  keep  the  detail  statistics  in  such 
form  that  expense  items  shall  be  offset  by  their  units  of  property 
and  operation.  As  a  device  to  accomplish  this  the  above  accounts 
have  been  set  up.  By  this  means  a  railroad  can  charge  out  to  its 
several  items  the  maintenance  of  a  yard  which  it  operates  and 
then  without  disturbing  such  statistical  accounts,  can  take 
through  this  account,  in  a  lump  offset,  the  credit  by  the  amount 
of  the  debit  passed  to  the  other  railroad.  The  other  railroad  in 
turn,  by  the  same  device  of  the  debit  side  absorbs  the  expense 
but  does  not  disturb  its  detail  expense  accounts. 

When  one  of  the  carriers  does  not  report  to  the  I.  C.  C.  the 
account  '^  Maintaining  Joint  Tracks,  Yards  and  Other  Facili- 
ties," does  not  apply  to  the  amount  that  such  non-reporting 
carrier  is  involved.  The  portion  involving  a  non-reporting 
carrier  should  be  withdrawn  and  handled  like  any  ordinary  bill. 
Joint  facilities  bills  should  be  divided  into  the  part  correspond- 
ing to  expenses  of  maintenance  and  operation  and  the  part  cor- 
responding to  rents,  and  applied  directly  to  accounts  and 
primary  accounts  affected,  from  the  joint  facilities  accounts  as 
debits  or  credits  as  the  case  may  be.  This  account  was  set  up 
as  a  device  for  leaving  undisturbed  in  a  carrier's  accounts  its 
detail  of  expenses  against  its  units  of  operation,  and  for  avoid- 
ing the  consequent  duplications  when  the  figures  of  all  the  rail- 
roads were  aggregated.  In  case  the  other  carrier  does  not 
report  to  the  I.  C.  C.  under  this  plan,  there  can  be  no  dupli- 
cation. 


CHAPTER  III 

MAINTENANCE    OF    EQUIPMENT 

This  block  of  expenses  includes  the  cost  of  upkeep  of  the 
equipment  of  the  railroad,  which  equipment  is,  technically,  mov- 
ing units.  Such  are  primarily  the  moving  units  in  commercial 
service,  as  the  cars  and  coaches,  locomotives  and  motors  that 
move  on  the  rail,  and  the  floats,  barges,  ferries  and  tug  boats 
that  move  on  the  water  (except  such  as  are  used  in  Outside 
Operations). 

In  addition  to  the  equipment  used  in  commercial  service  is 
included  equipment  used  in  non-commercial  ("company")  ser- 
vice, such  as  work  train  cars  and  locomotives.  These  expenses 
are  further  made  to  embrace  all  large  roadway  tools  which 
move  on  the  rails  and  are  not  propelled  by  hand  or  by  small 
motors, — as  snow  plows,  steam  shovels,  and  wrecking  derricks. 

The  repairs,  the  renewals,  and  the  depreciation  are  compre- 
hended in  this  group  of  expenses,  and  are  itemized  because  they 
severally  bear  different  relations  to  the  uses  of  the  current 
month  in  which  charged.  The  expenses  contemplate  an  organ- 
ization and  a  supervising  staff  with  a  plant,  tools  and  office 
facilities  with  which  to  work.  The  organization  takes  care  of 
its  own  personal  injuries,  its  supplies  and  unusual  expenses, 
but  does  not  assume  charges  for  the  investment  involved  in  its 
plant,  nor  for  the  maintenance  of  such  plant.  We  believe  the 
scheme  of  the  classification  to  be  defective  in  the  two  particulars 
last  named. 

Repairs,  Renewals  and  Depreciation.  The  upkeep  of 
equipment    embraces    every    kind    of   maintenance    work    and 
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expense  applied  to  this  equipment,  from  the  tightening  of  a 
nut  to  the  replacing  of  an  entire  locomotive  or  car.  The  theory 
of  maintenance  is  what  the  word  literally  implies,  namely  the 
maintaining  of  the  equipment  against  wear  and  deterioration, 
in  the  same  condition  in  which  it  was  originally  received.  But 
this  is  a  theoretical  conception  of  maintenance  which  in  day 
to  day  practice  cannot  be  exactly  carried  out.  The  processes  of 
wear  and  deterioration  go  on  all  the  time,  with  more  or  less 
regularity,  but  the  repairs  to  restore  the  worn  and  wasted  parts 
come  at  intervals.  Between  prime  condition  and  unserviceable 
condition  is  a  wide  margin,  through  which  the  equipment  unit 
passes  from  the  time  of  one  "  shopping  ^'  until  another  ''  shop- 
ping'^— or  between  the  original  purchase  of  a  new  locomotive 
or  car  and  its  ultimate  scrapping  when  replaced  by  a  new 
locomotive  or  car.  The  equipment  unit  itself  is  composed  of  a 
great  many  parts,  having  various  periods  of  normal  life.  Thus, 
on  the  locomotive  there  is  the  wear  of  packing  rings,  brake 
shoes,  and  tires  which  has  to  be  currently  provided  for,  and 
there  is  the  decline  of  the  fire  box  which  may  last  many  years 
before  replacement.  And  between  these  extremes  are  all  grada- 
tions. The  purpose  of  an  expense  classification  is  to  set  cause 
against  effect, — that  is  to  group  against  productivity  of  a  cer- 
tain period — which  we  will  call  the  result — the  expenses  which 
contributed  to  this  result, — which  expenses  we  will  call  the 
cause.  In  a  scale  where  the  gradations  of  upkeep  as  indicated 
above,  are  so  imperceptible,  there  must  be  some  arbitrary  point 
below  which  we  consider  the  expenses  a  direct  off-set  to  current 
use  and  productivity,  and  above  which  we  assume  the  expenses 
produce  a  serviceability  over  an  extended  period.  This  distinc- 
tion is  made  in  the  use  of  the  common  words,  "  Eepairs  and 
Renewals."  "  Repairs "  of  equipment  is  understood  to  be  all 
upkeep  short  of  the  actual  replacement  of  the  engine  or  car  by 
a  new  engine  or  car.  "  Renewals  "  is  defined  to  be  only  those 
expenses   which   come   at   the   time   of  the   demolition   of  the 
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entire  equipment  unit.  It  must  bo  clearly  understood  that  this 
distinction,  in  last  refinement,  is  an  arbitrary  one,  but  in  apply- 
ing it  in  the  compilation  of  figures  to  large  aggregates,  it  serves 
as  a  significant  grouping  of  figures  for  practical  purposes.  If 
at  any  time  the  renewals  run  high,  it  is  a  fair  deduction  that 
we  are  accumulating  a  reserve  in  our  equipment  above  the  line 
of  minimum  serviceability,  and  this  reserve  is  not  all  consumed 
in  the  current  earning  period. 

To  avoid  this  irregularity  the  statistician  endeavors  to  deduce 
from  the  actual  renewals  over  a  period,  a  formula  of  the  normal 
rate  of  deterioration  per  year  for  all  of  his  equipment  of  differ- 
ent classes.  On  the  basis  of  this  formula  he  arbitrarily  charges 
expenses,  under  the  designation  of  depreciation  and  sets  up  a 
replacement  fund.  Here  he  accumulates  month  by  month  the 
values  on  which  he  may  draw  when  the  actual  renewal  takes 
place.  When  an  equipment  unit  is  actually  demolished  the 
expense  of  the  new  unit  is  charged  to  the  replacement  fund, 
and  only  the  excess,  if  there  be  any  above  the  amount  which  has 
been  previously  accumulated  in  the  replacement  fund,  is  charged 
to  renewals.  "  Renewals  "  becomes,  as  it  were,  the  adjustment 
account  through  which  any  deficiency  of  the  formula  for  depre- 
ciation is  charged  to  expenses. 

In  M.  of  W.  and  S.  there  is  no  general  distinction  between 
repairs  and  renewals,  nor  is  there  any  provision  for  a  deprecia- 
tion charge  on  the  basis  of  formula.  This  does  not  mean  that 
M.  of  W.  and  S.  is  in  any  way  essentially  different  from  M.  of 
E.  except  that  equipment  comes  in  fairly  uniform  units,  while 
the  parts  of  the  way  and  structures  are  irregular,  and  most  of 
them  are  not  detachable  entities.  In  M.  of  E.,  the  equipment 
unit  serves  as  an  arbitrary  dividing  line  between  repairs  and 
renewals.  In  theory,  replacement  of  parts  less  than  the  com- 
plete unit  is  repairs;  replacement  of  the  complete  unit  is 
renewal.  In  practice  the  ruling  is  "  When  any  equipment  is  in 
such  physical  condition  that  it  must  be  practically  rebuilt  in 
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order  to  fit  it  for  service,  or  when  any  equipment  requires 
repairs  which,  if  made,  would  constitute  the  major  portion  of 
its  value,  it  should,  when  taken  out  of  service,  be  considered  as 
retired  and  be  written  out  of  the  accounts  .  .  .  upon  being 
rebuilt,  the  cost  of  replacing  in  kind  the  equipment  as  rebuilt, 
(consideration  being  given  to  second-hand  parts  remaining 
therein)  should  be  charged  to  this  account/^  (Additions  and 
Betterments — "  Equipment  '\) 

Locomotives  and  cars  have  so  many  parts  and  appurten- 
ances which  may  be  added  or  left  off,  or  made  to  conform  to 
different  standards  that  the  line  between  repairs  and  renewals, 
on  the  one  hand,  and  Additions  and  Betterments  on  the  other 
hand,  is  not  always  easy  to  define.  Maintenance  extends  to  the 
point  of  replacement  in  kind.  This  replacement  in  kind,  as  we 
have  seen,  means  a  replacement  that  continues  the  function  of 
the  thing  replaced  without  adding  to  or  deducting  from  that 
function  in  its  efificient  relation  to  all  the  other  parts.  To 
change  the  efficient  life  period  of  a  thing  is  to  so  far  change  its 
function.  To  change  the  capacity  of  a  thing  is  to  change  its 
function  in  the  same  degree.  To  change  the  maintenance  cost 
of  a  thing  by  redesign  is  to  change  its  economic  function 
among  the  body  of  other  things  with  which  it  functions.  As 
noted  in  an  earlier  chapter,  the  obsolescence  (change  of 
function)  which  is  left  to  be  absorbed  by  maintenance  is  very 
loosely  defined.  By  the  same  token  the  betterment  (change  of 
function)  which  is  charged  to  Additions  and  Betterments  is 
left,  for  the  time,  very  much  to  local  determination  in  equipment 
disbursements.  The  practice  of  railroads  tends  to  absorb  in 
expenses  the  cost  of  new  appliances  and  betterments  which  are 
to  meet  requirements  imposed  on  the  railroads  without  corre- 
sponding effect  on  their  net  revenue.  Automatic  couplers  and 
safety  devices  are  in  this  class. 

24.  Superintendence.  Under  the  subhead  of  "Pay  of 
Officers  '^  this  account  includes  the  salary  expense  of  the  super- 
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vising  oflScers  and  assistant  officials.  These  are  designated  as 
"  Officers  ^^  directly  in  charge  of  equipment.  The  administra- 
tive officers  included,  range  from  vice-president  to  master  car 
builder,  master  machanic  and  general  foreman.  With  each 
official  is  included  the  assistant  official,  if  he  has  such  a  title. 

Next  after  the  administrative  officer  is  included  the  trained 
expert  having  ofl^cial  title,  such  as  the  mechanical  engineer,  the 
electrical  engineer,  and  the  chemist.  The  staff  officer  who 
inspects  under  such  titles  as  chief  car  inspector,  or  traveling 
boiler  inspector,  is  considered  likewise  of  the  official  family,  and 
his  salary  expense  is  charged  here. 

All  of  these  officials  are  related  to  the  general  function  of 
maintaining  equipment,  either  cars  or  locomotives  or  both.  They 
have  under  them  a  foreman  whose  expense  is  not  charged  to  this 
general  account,  but  is  "  loaded  "  on  the  direct  labor  expense 
of  the  workmen  under  his  supervision.  For  illustration,  this 
account  reaches  down  the  grades  of  administrative  officers  to 
the  rank  of  general  foreman.  This  man  has  under  him  several 
shop  foremen,  each  of  whom  may  have  in  turn  several  gang 
foremen.  '  All  the  men  below  the  rank  of  general  foreman  are  a 
direct  expense  to  the  work  done  by  their  workmen. 

"  Superintendence  "  is  conceived  to  be  a  different  thing  from 
supervision.  The  former,  for  instance,  includes  the  pay  of 
chief  car  inspector  and  general  car  inspector,  but  not  of  local 
supervising  car  inspector.  This  last  official's  duties  come  under 
the  term  "  Supervision.^'  "  Superintendence  covers  officials 
having  territorial  jurisdiction  over  several  points  or  several 
departments^'  (Case  264). 

The  equipment  is  maintained  by  the  M.  of  E.  Department, 
but  it  is  operated  by  the  Transportation  Department.  The  way  it 
is  used  in  service  is  a  large  factor  in  the  cost  of  its  maintenance, 
so  travelling  inspectors  such  as  road  foremen  of  engines  are 
employed  to  instruct  the  men  in  the  use  of  the  equipment. 
These  are  operating  men  and  their  expense  is  charged  to  Trans- 
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portation  Expenses  because  equipment  is  supposed  to  be  used  in 
some  standard  waj^,  and  these  men  are  to  enforce  such  standard. 
But  the  inspection  of  cars  or  locomotive  boilers  is  an  inspection 
of  the  equipment  itself,  and  therefore  is  a  M.  of  E.  expense. 

The  salary  expense  of  the  staff  of  clerks  and  attendants 
belonging  to  officials  designated  above,  is  lodged  under  the  sub- 
head "  Pay  of  Clerks  and  Attendants."  All  these  are  on  a 
salary  basis  or  are  practically  a  fixed  force.  They  may  include 
expert  service  not  of  official  rank,  such  as  draftsmen.  The 
clerks  and  attendants  adjust  themselves  to  all  the  shifting 
requirements  of  administration.  The  office  is  supposed  to  keep 
its  own  house  in  order,  and  in  interchanges  with  other  offices  or 
departments  to  meet  the  other  offices  half  way.  But  in  the 
re-arrangement  of  function  of  some  of  the  other  offices  or  depart- 
ments dealt  with,  the  burden  is  irregularly  shifted  back  and 
forth  between  them,  without  any  very  well  defined  principle  as 
a  guide.  For  instance  the  auditor  extends  his  functions  to 
compile  the  pay-rolls  previously  made  by  the  office  itself.  Shall 
this  expense  remain  here  at  the  local  point  in  form  of  a  propor- 
tionate charge  of  the  whole,  or  shall  the  general  office  bear  the 
full  expense  although  its  added  burden  is  directly  to  release  the 
local  office?  Because  the  general  accounting  office  is  in  process 
of  evolution  and  its  ultimate  definition  of  function  has  not  yet 
been  given,  this  is  a  difficult  question. 

The  expense  of  officers  and  staff  constituting  this  account  of 
"  Superintendence "  is  for  the  maintenance  of  equipment. 
Should  any  considerable  part  of  the  time  of  such  officers  be 
regularly  devoted  to  service  of  other  departments,  a  correspond- 
ing charge  must  be  made.  In  case  of  an  officer  having  direct 
jurisdiction  over  two  or  more  departments  his  salary  is  appor- 
tioned. To  avoid  quibbling  in  a  matter  where  no  formula  could 
be  exactly  justified  this  division  is  made  arbitrarily  of  an  equal 
amount  to  each  such  department  served. 

The  two   foregoing  subheads  are  confined  to  the  salaried 
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expense  of  "  Superintendence/'  The  subhead  "  Office  and  Other 
Expenses''  embraces  all  disbursements  (except  for  stationery 
and  printing)  for  other  than  labor,  or  for  the  very  occasional 
labor  that  does  not  go  on  the  pay-roll  and  is  treated  as  an 
expense, — such  as  an  occasional  day's  work  cleaning  office,  or 
repairing  furniture.  These  disbursements  are  for  supplies,  (not 
stationery)  for  furniture,  telephone  and  telegraph  service,  heat, 
light,  ice  and  similar  items  of  office  expense.  Travelling  and 
incidental  personal  expenses,  cost  of  special  trains  used,  official 
association  dues,  fidelity  bond  premiums  are  of  the  same  gen- 
eral character. 

Drafting,  engineering  and  scientific  instruments  are  a  spe- 
cialized form  of  supplies.  Because  of  their  special  character  and 
use,  they  are  not  included  in  the  account  "  Stationery  ^  and 
Printing."  Some  of  them  are  very  expensive  and  may  last 
indefinitely,  nevertheless  they  are  "  charged  out "  when  received. 

25.  Steam  Locomotives — Repairs.  A  steam  locomotive  is 
understood  to  be  a  detached  and  complete  moving  power  unit 
in  commercial  service  together  with  its  tender  to  carry  the 
necessary  supply  of  fuel  and  water.  In  case  of  a  gasolene  car 
for  passenger  business,  the  "locomotive  feature"  is  classed 
with  steam  locomotives,  and  the  "  car  feature "  as  passenger 
train  car.  The  regular  steam  locomotive  consists  essentially  of 
frame,  running  gear,  firebox,  boiler,  machinery,  (including 
cylinders)  and  accessories  as  cab,  headlights,  signals,  etc. 
These  several  parts  develop  a  lot  of  attachments  which  as  a 
whole  constitute  the  equipment  and  fixtures  of  the  locomotive. 
Some  of  the  parts  and  all  of  the  appliances  are  renewed 
separately  as  ttey  fail.  By  way  of  illustration  we  may  mention 
brasses,  keys,  oil  cups,  air  signal  equipment,  brake  fixtures, 
gongs,  seat  boxes,  tool  boxes  and  tools,  head  lamps,  etc.  All 
these  taken  together  with  the  other  parts  constitute  the  "loco- 
motive available  for  service "  which  M.  of  E.  must  maintain. 
Many  of  the  parts  must  be  renewed  so  frequently  that  they  are 
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practically  of  the  character  of  supplies,  though  not  so  con- 
sidered. Other  parts  like  the  boiler  (as  a  whole)  may  not  be 
renewed  oftener  than  once  in  five  years,  and  the  firebox  once 
in  ten  years.  It  frequently  happens  that  this  process  of  renewal 
may  go  on,  consecutively  replacing  piece  by  piece  as  it  gives  out, 
until  in  time  we  have  practically  a  new  locomotive.  The  identity 
has  been  preserved  only  in  the  general  design,  or  perhaps  in 
the  frame,  which  has  remained  intact.  In  this  way  it  happens 
that  some  locomotives  which  are  over  forty  years  old  are  still  in 
service. 

To  the  maintenance  of  the  locomotive  are  charged  all  the 
labor,  material  and  supplies  (less  salvage)  used  in  repair  work, 
all  the  incidental  inspection  to  locate  the  defects  to  be  repaired 
and  to  accept  the  work  when  done,  and  also  all  the  direct  super- 
vision (not  superintendence).  As  a  part  of  the  price  of  material 
or  appliances,  is  necessarily  included  the  payment  of  royalties, 
— the  cost  of  patent  rights  on  things  used.  This  is  done  on  the 
theory  that  such  payments  more  nearly  approximate  a  mainte- 
nance expense  than  a  rental  charge.  In  the  same  manner,  any 
other  labor, — preparing  the  engine  for  repairs,  or  restoring  it 
after  repairs, — is  incidental  to  the  repair  work.  The  expense 
of  cutting  up  condemned  locomotives  and  tenders  is  an  extra- 
ordinary illustration  of  this  principle  that  any  particular  thing 
maintained,  any  job  or  class  of  work,  comprises  all  the  inci- 
dents of  suoh  particular  thing,  job  or  class  of  work.  Each 
particular  item  of  maintenance  work  must  "  clean  up,'^  that  is, 
must  restore  the  status  quo  which  it  may  have  disturbed.  This 
expense  of  cutting  up  a  locomotive  is  not  carried  over  into  the 
value  of  the  scrap  produced,  because  the  determining  factor 
in  the  value  of  scrap  is  not  the  cost  of  producing  the  scrap,  but 
the  price  that  the  market  offers.  With  the  direct  supervision, 
because  it  is  of  the  same  general  character,  is  charged  a  propor- 
tion of  the  clearing  account  Shop  Expenses,  which  is  set  up  to 
take  care  of  the  miscellaneous  current  shop  items  of  heat,  light, 
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supervision  and  labor  (not  superintendence).  "Repairs"  are 
confined  to  repairs  of  the  equipment  unit  and  to  renewal  of 
parts  of  the  equipment  unit,  for  reasons  set  forth  in  the  fore- 
going discussion  of  ''  Repairs,  Renewals  and  Depreciation." 

Maintenance  is  not  only  against  wear  and  deterioration  but 
also  against  accident.  The  theory  is  that  accidents,  however 
much  to  be  deplored,  are,  in  their  aggregate,  an  inseparable 
incident  of  use  and  the  M.  of  E.  Department  must  provide 
against  them  as  against  any  other  contingency. 

Insurance  recovered  is  credited  to  this  account  because 
it  defrays  the  cost  of  the  repairs  so  far  as  these  repairs  are  due 
to  accidents  for  which  the  insurance  is  carried. 

Accidents  to  equipment  when  travelling  under  revenue  way 
bills  being  offset  by  revenue,  classify  with  all  other  accidents 
which  are  incident  to  the  production  of  revenue  and  the  result- 
ing repair  expense  is  charged  to  "^  Loss  and  Damage," — ^the  reg- 
ular account  for  accidents  expense  incidental  to  hauling  revenue 
freight.  Repairs  expense  for  damage  tc  the  equipment  of 
another  road  (as  by  collision)  classifies  with  any  other  "'  dam- 
age to  Property "  incidental  to  operation,  such  as  fire  losses 
caused  by  locomotive  sparks. 

Comment:  The  miscellaneous  character  of  the  appurtenances 
and  parts  of  the  locomotive  render  a  categorical  definition  of 
Additions  and  Betterments  as  distinguished  from  repairs,  an 
intricate  matter.  At  present,  railroads  are  largely  left  to  their 
own  devices.  One  great  system  has  made  the  ruling  for  its  own 
guidance  that  the  following  items  shall  be  classed  as  Additions 
and  Betterments — and  not  as  "  repairs." 

"Additions"  (first  cost)  : 
Automatic  stokers. 
Superheaters. 
Fire  extinguishers  on  switch  engines  where  pump  is  used. 

"  Betterments "  (the  excess  cost  of  the  following  improved 
devices  over  the  article  replaced)  : 
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Tender  frame  (cast  steel),  replacing  wood. 

Wooden   composite   bolsters   of   tender   trucks   replaced 
with  cast  steel  and  all  metal. 

Front  end  sill,  cast  steel  replacing  wood. 

Application  of  Franklin  fire  doors. 

Application  of  air  pumps  of  greater  capacity. 

Changing  New  York  driving  brake  equipment  to  L.  T. 

Changing  trailers  from  inside  to  outside  bearing. 

Changing  cab  from  wood  to  steel. 

Application  of  steam  heat  and  air  signal  to  freight  and 
switch  engine. 

Changing  of  wheels,  cast  iron  to  steel. 

New  boiler.  * 

New  tender. 
26.  Steam  Locomotives — Renewals.  When  a  locomotive 
goes  out  of  service,  its  entire  value  (less  scrap)  is  wiped  out, — 
it  ceases  to  be.  If  the  road  has  carried  a  regular  depreciation 
charge,  it  has  anticipated  this  final  disappearance  of  the  loco- 
motive's value  by  piling  up  in  the  Replacement  account  the 
values  which  were  slowly  disappearing  in  the  locomotive.  On 
the  actual  demolition .  of  the  locomotive  we  carry  over  to  Pe- 
placement  account  the  values  still  remaining  in  the  locomotive. 
The  actual  retirement  of  equipment  must  be  more  or  less 
arbitrary.  It  is  a  matter  of  judgment  just  when  the  locomotive 
has  made  its  last  economical  mile  and  can  yield  no  more.  No 
depreciation  formula  can  so  exactly  discount  actual  conditions 
as  to  absorb  the  values  in  the  locomotive  just  as  they  expire. 
It  even  sometimes  happens  that  locomotives  withdrawn  from 
service,  as  useless,  but  not  at  once  disposed  of,  under  stress  of 
special  conditions,  are  temporarily  restored  to  restricted  ser- 
vice. But  whether  there  is  a  real  demolition  of  the  locomotive, 
and  thus  a  complete  elimination  of  its  value,  or  whether  the 
locomotive  is  transferred  to  a  class  of  cripples,  there  has  been 
dropped  at  such  a  time,  a  large  value.    This  constitutes  part  of 
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the  locomotive  maintenance  expense,  and  the  amount  of  such 
"  dropped  value  ^'  less  any  reserves  previously  accumulated  in 
Replacement  account,  is  charged  to  "  Steam  Locomotives — 
Renewals/^ 

Inasmuch  as  the  intent  is  simply  to  wipe  off  the  books  any 
remaining  value  against  that  locomotive,  it  is  plain  we  deal  with 
the  value  as  there  recorded,  whether  it  may  happen  to  be 
original  price  or  "  record  value/' 

Comment:  There  is  looseness  of  terms 'in  describing  the 
value  to  which  a  locomotive  shall  be  adjusted  at  the  time  of 
demolition.  The  actiial  expressions  in  the  text  are,  "orig- 
inal cost  (estimated  if  not  known),  original  value,  record  value, 
purchase  price/'  If  all  these  four  designations  refer  to  the 
same  thing  three  of  them  are  superfluous;  if  record  value  is 
one  thing,  and  the  other  three  are  designations  of  another 
thing,  the  terminology  is  unfortunate,  for  cost  and  value  may 
be  different  things.  The  difference  between  "original  cosf 
and  "  purchase  price ''  is  not  obvious. 

27.  Steam  Locomotives — Depreciation.  Depreciation  is  a 
charge  by  formula  made  at  regular  periods  to  cover  the  decline 
in  value  due  to  the  proportion  of  the  estimated  life  which  is 
consumed  during  these  periods.  Because  there  is  no  generally 
accepted  formula,  the  Commission  has  left  the  amount  of  this 
charge  to  the  discretion  of  each  road.  Tiie  idea  is  that  in  time 
there  will  be  evolved  from  experience  such  a  formula  which 
can  be  generally  accepted.  However,  conditions  are  so  greatly 
different  as  to  the  type  of  the  locomotive  and  the  elements  of 
use  to  which  it  is  exposed,  that  it  is  hardly  practicable  to  have 
a  single  formula  for  one  road.  The  best  practice  would  seem  to 
be  to  establish  different  formulae  for  different  types  of  locomo- 
tives. 

28.  Electric  Locomotives — Repairs.  Electric  locomotives 
are  moving  units  for  the  application  of  power  from  a  central 
plant.    They  are,  essentially,  the  machinery,  the  running  gear^ 
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the  housing,  and  fixtures.  Like  the  steam  locomotive,  their 
maintenance  is  provided  for  under  three  items  of  Repairs, 
Renewals,  and  Depreciation.  Their  maintenance  is  of  a  differ- 
ent kind,  but  the  same  principles  apply  in  grouping  the  expenses 
of  this  maintenance  as  apply  in  the  case  of  the  steam  locomo- 
tive, to  which  the  reader  is  referred. 

Passenger  Train  Cars — Maintenance.  Passenger  train  cars 
are  the  cars  of  what  is  known  as  the  passenger  train  type,  which 
run  in  passenger  trains,  or  under  passenger  train  conditions  of 
operation.  Such  cars  earn  passenger,  excess  baggage,  milk,  ex- 
press or  mail  revenue.  Sometimes  special  features  are  added  to 
passenger  train  cars  or  specially  designed  entire  cars  are  used, 
performing  an  extra  service  and  collecting  an  extra  charge  there- 
for. Such  are  the  cars  of  the  parlor,  chair  and  sleeping  or 
tourist  car  services,  the  cafe  buffet  and  dining  car  services. 

These  services  constitute  an  Outside  Operation  when  the 
expense  of  the  extra  service  for  which  a  charge  is  made,  is  sep- 
arable from  the  general  body  of  expenses  for  operating  trains. 
The  extra  service  involves  the  use  of  an  extra  car  or  the  special 
adaptation,  at  an  expense,  of  a  regular  car.  While  such  addi- 
tional service  is  designed  to  attract  business  by  rendering  travel 
more  comfortable,  it  is  the  general  intention  that  the  additional 
service  shall  be  approximately  self-sustaining. 

The  "car''  maintained,  embraces  with  the  bare  car,  in  its 
entirety,  its  furniture  and  fixtures,  such  as  brake  gear,  uphol- 
stering, carpet,  rugs,  chairs,  tables,  ice  boxes,  ranges,  lamps, 
(except  signal  or  train),  cases,  speed  recorders,  mail  catchers, 
electric  wiring,  gas  tanks  and  gauges,  piping,  air  brake,  and 
other  permanent  appliances;  but  not  such  articles  as  lamp 
chimneys,  bell  cord  (renewal),  drinking  cups  and  supplies. 

The  maintenance  of  this  car  consists  of : 

1.  Ordinary  running  repairs  described  as  "repairs  or 
renewals  of  parts  of  passenger  train  cars,  commonly 
known  as  fixtures  or  attachments.'' 
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2.  General  or  shop  repairs: 

(a)  "  Renewals  of  important  or  vital  parts  made 
necessary  by  reason  of  age  or  wear  and  tear/* 

(b)  "  Repairs  to  or  renewals  of  the  more  import- 
ant or  vital  parts  of  passenger  train  cars  the 
necessity  for  which  is  caused  by  breakage  or 
failure  while  in  service." 

(c)  "Repairs  to  passenger  train  cars  damaged 
through  accident  or  otherwise."  (Account 
31,  Note  B). 

3.  Renewal  of  the  car  itself. 

4.  Depreciation  of  the  car  itself. 

The  extra  service  is  directly  responsible  for  some  or  all  of 
these  items  in  different  kinds  of  Outside  Operations^  As  the 
expenses  are  located  in  this  way  they  are  withdrawn  from  the 
general  body  of  expenses  and  set  up  in  an  Outside  Operation 
account,  opposite  the  extra  revenue  they  availed  to  produce. 
The  I.  C.  C.  classification  has  laid  down  the  formulae  by  which 
this  separation  should  be  made: 

The  general  body  of  shop  repairs  expense  of  all  Outside 
Operations  cars  is  eliminated  from  the  Rail  Operations  account, 
"  Passenger  Train  Cars,  Repairs"  (see  text  Classification  of 
•  Operating  Expenses,  page  46,  lines  6  to  9)  and  carried  over  to 
the  appropriate  Outside  Operations  account,  (see  text  Outside 
Operations,  page  71,  Note,  and  page  86  Note  B).  The  resi- 
due of  the  Repairs  expense,  viz.,  Running  Repairs,  is  not  specif- 
ically withdrawn  from  the  Rail  Operations  nor  taken  to  Outside 
Operations,  and  the  assumption  is  it  is  left  in  the  original  Rail 
Operations  account,  "Passenger  Train  Cars,  Repairs."  This 
assumption  is  borne  out  by  the  ruling  for  sleeping  cars  (which 
are  an  Outside  Operation),  "All  general  or  shop  repairs  should 
be  treated  through  Outside  Operations:  ordinary  running  re- 
pairs being  charged  to  '  Passenger  Train  Cars — Repairs/ " 
(Case  138). 
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Kail  Operations  are  charged  with  the  running  repairs  of  an 
Outside  Operations  ear,  presumably  on  the  assumption  that  the 
Outside  Operations  ear  is  merely  a  substitute  for  a  regular 
car,  which  would  have  had  the  same  running  repair  expense. 
Therefore  this  running  repair  expense  is  not  an  extra  expense 
to  be  charged  to  the  extra  revenue  of  the  Outside  Operation. 

In  the  apportionment  of  the  renewals  and  depreciation  ex- 
pense the  Outside  Operations  cars  are  divided  into  two  classes 
(see  text  Passenger  Train  Cars — Renewals  and  Depreciation)  : 

1.  Dining,  cafe  and  buffet  cars. 

2.  All  other  Outside  Operations  cars,  such  as  parlor,  tourist 
and  sleeping  cars. 

The  latter  group  carry  their  renewal  and  depreciation 
directly  to  Outside  Operations  (see  text  Classification  of  Oper- 
ating Expenses,  pages  46  and  47).* 

But  as  to  the  former  class,  the  expense  classification  (pages 
46  and  47),  specifically  excepts  them  from  the  cars  whose 
renewal  goes  to  Outside  Operations,  while  the  text  of  the  Outside 
Operations  specifically  includes  their  repairs  and  renewals. 
(Page  86,  Note  A.)t    We  cannot  reconcile  this  conflict. 

31.  Passenger  Train  Cars — Repairs."  This  account  covers 
the  repairs  only  (not  the  renewal)  of  the  car.  But  in  the  mat- 
ter of  the  equipment  and  fixtures  of  the  car  it  includes  both 
renewals  as  well  as  repairs  because  the  renewal  of  the  small 
detachable  parts  called  equipment  and  fixtures,  occurs  fre- 
quently, while  the  car  itself  is  renewed  only  at  long  intervals. 
All  incidental  and  preparatory  work,  such  as  scrubbing  the  car 
preparatory  to  painting,  also  inspection  and  testing  of  the  car 
or  its  equipment  are  a  part  of  the  repair  expense.  In  the 
same  way  supervision  (but  not  superintendence)  is  charged 
with  the  direct  repairs  expense;  likewise  the  expense  of  cutting 

♦Pages  275-277  this  book. 

t**Dining  and  special  cars"  are  **  buffet,  cafe,  iTining  and  special  cars. " 
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up  a  car  when  scrapped  is  designatecl  as  a  part  of  the  general 
expense  of  the  maintenance  of  the  car.  The  scrap  released  is 
credited  to  the  account  at  the  price  which  it  is  worth  as  scrap, 
and  bears  no  part  of  the  demolition  expense.  Insurance  col- 
lected is  the  indemnification  of  that  part  of  the  repair  expense 
in  restoring  equipment  damaged  in  accidents  which  the  insur- 
ance covers,  and  hence  is  a  credit  to  this  account.  Cost  of  small 
hand  tools  used  exclusively  in  work  chargeable  to  this  account 
goes  with  such  work  to  the  same  expense.  With  the  direct  labor, 
and  on  the  basis  of  its  distribution  is  charged  a  proportion  of 
the  shop  expense  which  includes  heating,  lighting,  water,  watch- 
ing, and  other  expenses  incidental  to  the  operation  of  the  shop. 
These  expenses  are  cleared  through  a  shop  expense  account  each 
month  as  incurred. 

Royalties  on  appliances  used  on  the  cars  are  considered  a 
repair  expense  of  those  appliances,  and  not  a  rent  charge. 

Repairs  of  passenger  train  cars  account  is  to  take  care  of  all 
of  this  class  of  expense  which  is  regularly  incident  to  the  run- 
ning of  passenger  trains;  therefore  it  includes  the  payments  to 
foreign  lines  for  their  cars  destroyed  on  the  line  when  in  the 
service  of  the  company  responsible. 

The  passenger  train  car  is  that  unit  of  equipment  which  pro- 
duces the  regular  passenger  train  revenues.  Should  the  car 
have  special  features  for  auxiliary  service  to  produce  added  rev- 
enue for  such  special  service,  those  special  features  are  a  part 
of  Outside  Operations  and  their  heavy  repairs  are  charged 
accordingly;  their  running  repairs,  however,  remain  in  this 
account.  (See  foregoing  discussion:  "Passenger  Train  Cars — 
General  Maintenance.^') 

The  intent  of  the  repairs  account  is  to  include  every  kind  of 
expense  applied  to  the  car  (short  of  complete  renewal)  except 
the  cleaning,  heating  and  lighting,  and  like  current  transporta- 
tion expense.  Damage  by  accident  is  an  incident  of  the  use  of  the 
car  in  regular  service.     The  repairs  of  the  car  in  such  service 
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being  provided  for  in  this  account,  the  repairs  due  to  accident 
would  be  included  as  well. 

Work  done  on  a  railroad  must  be  classified  according  to  the 
schedule  on  which  the  railroad  operates.  Thus  the  repairs  of 
a  passenger  car  which  was  damaged  when  travelling  on  a  rev- 
enue way  bill  is  not  car  maintenance  but  a  transportation  ex- 
pense, itemized  under  ^^Loss  and  Damage — Freight."  It  is  in 
the  same  category  with  any  other  freight  that  is  lost  or  dam- 
aged in  the  performance  of  a  service  for  which  revenue  was  to 
have  been  collected.  The  destruction  of  a  passenger  car  belong- 
ing to  another  company  and  not  travelling  on  a  way  bill,  is 
charged  to  "  Damage  to  Property,'^  like  damage  to  any  other 
property. 

Comment :  The  exact  definition  of  the  repair  work  which  is 
Additions  and  Betterments  of  passenger  train  equipment  is, 
for  the  time,  very  much  in  the  hands  of  the  individual  road. 
One  large  system  has  defined  for  its  guidance  that  water  pres- 
sure systems  should  be  classed  as  "  Additions ''  and  the  excess 
cost  over  replacement  in  kind  of  the  following  items  should  be 
"  Betterments  " : 

Wood  body  bolsters  and  platform  replaced  by  cast  steel  body 
bolsters  and  platform  combined. 

Wood  body  bolsters  replaced  by  steel. 

Wooden  truck  bolsters  replaced  by  metal. 

Wooden  draft  rigging  platforms,  needle  beams,  tie  beams, 
replaced  by  steel. 

Wooden  underframe  replaced  by  metal. 

Wide  vestibule  with  steel  platforms. 

Cast  iron  wheels  replaced  by  steel. 

Oil  lighting  replaced  by  gas. 

Gas  lighting  replaced  by  electricity. 

Common  gas  burners  replaced  by  mantles. 

Stove  or  Baker  Heater  replaced  by  steam. 

Dry  hoppers  replaced  by  flush  hoppers. 
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32.  Passenger  Train  Cars — Renewals.  When  a  passenger 
train  ear  is  destroyed  or  taken  out  of  a  class  in  which  it  is 
carried,  to  be  placed,  later  in  another  class,  the  road  either 
replaces  the  car  by  an  entirely  new  car, — ^which  is  called  car 
renewal,  or  merely  sets  up  a  replacement  fund  to  the  amount 
of  the  value  of  the  car  destroyed,  which  fund  is  available  to  pay 
for  the  new  car  which  is  bought  later  to  replace  the  one 
destroyed.  Neither  extraordinary  repairs  nor  renewals  of  parts 
of  the  car  is  considered  car  renewals.  The  renewal  charge  is 
made  at  the  Xime  the  car  is  withdrawn  from  service,  and  there- 
fore is  incidental  to  an  actual  transaction.  Any  accumulations 
in  the  replacement  fund  for  account  of  the  car  destroyed  are  in 
reality  amounts  set  up  in  anticipation  of  this  event,  so  that  when 
the  car  is  finally  destroyed  the  only  expense  actually  carried  to 
Car  Eenewals  is  the  value  remaining  in  the  car  which  has  not 
been  previously  set  up  in  the  Keplacement  account.  All  sal- 
vage, of  course,  derived  from  a  car  destroyed  is  a  proper  credit 
to  this  account.  The  value  at  which  the  car  is  charged  to  this 
account  is  the  original  cost,  record  value  or  purchase  price  (less, 
of  course,  any  depreciation  in  the  Replacement  account. 

Renewal*  of  passenger  train  cars  engaged  in  Outside  Opera- 
tions (except  dining,  cafe  and  buffet  cars,  w^hich  are  auxiliary 
service  for  all  passengers,  and  not  extra  fare  passengers  only), 
are  renewed  under  the  proper  account  of  "  Outside  Operations.'' 
(See  foregoing  discussion,  "Passenger  Train  Cars — General 
Maintenance,"  page  97.) 

Comment:  "  Outside  Operations  "  classification,  p.  86, t  speci- 
fically defines  renewals  and  depreciation  of  dining  and  special 
cars  to  be  "  Outside  Operations — Maintenance,"  in  direct  con- 
flict with  the  classification  of  Operating  Expenses,  p.  47.J 

33.  Passenger    Train    Cars — Depreciation.     This    account 

*  See  Comment. 

t "  Dining  and  special  cars  "  are  ''  buffet,  caf6,  dining  and  special  cars." 

t  Page  277  this  book. 
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is  in  every  way  like  the  foregoing,  namely,  "Eenewals,''  except 
that  the  charges  are  made  monthly  in  anticipation  of  the  ulti- 
mate necessity  of  the  renewal  of  the  car.  They  therefore  are 
based  on  a  formula  derived  from  the  original  value  of  the  car 
divided  by  number  of  years  of  probable  life.  This  formula  may 
be  made  and  applied  either  for  the  individual  unit  of  equipment 
or  on  a  series  of  individual  units  of  like  equipment  which 
together  are  taken  as  a  unit. 

Comment:  The  text  of  the  classification  of  Outside  Opera- 
tions, p.  86,  is  in  direct  conflict  with  the  text  of  the  Classification 
of  Expenses,  p.  47,  in  disposing  of  depreciation  of  cafe,  buffet 
and  dining  car  renewals.  (See  foregoing  discussion,  "  Passenger 
Train  Cars — General  Maintenance.'^ 

34.  Freight  Train  Cars — Repairs.  A  freight  train  car  is  a 
car  used  in  revenue  freight  train  service.  It  may  belong  to  any 
one  of  the  many  classes  of  freight  cars  designed  for  special 
service.  With  the  commercial  car  goes  the  auxiliary  car  called 
the  caboose,  and  for  switching  purposes  the  poling  car. 

This  account  is  designed  to  take  care  of  that  element  of  the 
production  of  revenue  which  is  the  maintenance  of  the  car  in 
which  the  freight  is  carried.  Therefore  it  is  immaterial  whether 
the  car  repaired  belongs  to  the  road  repairing  it  or  to  some  other 
road,  providing  only,  if  it  be  a  foreign  car,  that  the  repairs  be 
for  user's  defects,  since  owner's  defects  are  an  expense 
already  covered  in  the  per  diem  charge.  With  the  car  are 
included  all  furniture  and  fixtures,  such  as  brake  gear,  coal  hods, 
deck  lamps,  ice  boxes,  links  and  pins,  grain  doors,  racks  and 
ventilating  systems  for  refrigerator  cars  and  double  decking  for 
stock  cars.  But  mere  damage  is  a  transportation  expense — 
("Train  Supplies")  and  not  maintenance. 

The  expense  of  demolishing  a  car  is  an  incident  to  the  main- 
tenance of  freight  cars  in  general,  and  therefore  chargeable  to 
their  repairs  account.  Inspecting  and  testing  a  car  and  its 
appliances,  to  insure  their  serviceability  is  not  considered  a 
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transportation  but  a  maintenance  expense.  With  the  direct 
labor  and  the  material  applied  (less  salvage)  are  included  cost  of 
supervision,  travelling  expenses  of  employees,  small  tools  used 
exclusively  in  this  work,  and  a  proportion  of  shop  expenses 
through  the  clearing  account  of  this  name.  Through  this  shop 
clearing  account,  incidental  expenses  of'  heating,  lighting,  water, 
watchman,  etc.,  are  apportioned  to  the  accounts  benefited  in 
proportion  to  the  amount  of  labor  distributed  to  these  accounts. 
Royalty  payments  are  considered  a  part  of  the  repair  expense 
of  the  appliances  on  which  the  royalties  are  paid;  likewise  the 
testing  of  appliances  in  place,  as,  for  instance,  in  case  of  air 
brakes. 

The  repairs,  as  in  the  case  of  "  Passenger  Train  Cars — 
Repairs,'^  are  defined  to  be,  repairs  and  renewals  of  all  parts  and 
appliances  of  the  car  and  in  theory  all  repairs  of  the  car  short 
of  its  actual  replacement  by  a  new  car.  But  in  practice  it  is 
ruled  that  when  a  car  is  practically  rebuilt  it  must  be  taken  out 
of  Equipment,  and  the  new  car  substituted  must  be  taken  up 
through  Additions  and  Betterments  at  its  appraised  value. 

In  the  same  way  as  defined  for  passenger  train  cars,  pay- 
ments for  repairs  of  foreign  freight  cars,  travelling  on  revenue 
way  bills  are  charged  to  ^^  Loss  and  Damage — Freight,^^  and  if 
such  foreign  cars  are  damaged  while  moving  under  trackage 
rights,  the  expense  incurred  to  indemnify  for  loss  is  charged  to 
the  same  account  as  if  it  were  any  other  property — ^namely, 
"  Damage  to  Property." 

Comment:  Additions  and  Betterments  of  Equipment  is,  for 
the  time,  left  largely  to  the  individual  road  to  define.  One  trunk 
line  has  the  following  practice:  The  excess  cost  of  the  new 
thing  over  the  thing  replaced  is  charged  to  Betterments  in  the 
following  cases: 

Wooden  truck  bolsters  replaced  by  metal. 

Wooden  body  bolsters  replaced  by  metal. 

Wooden  under  frame  reinforced  by  steel  center  girders. 
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Metal  center  girders  in  place  of  wood  on  caboose  cars. 
Cast-iron  wheels  replaced  by  steel. 

35.  Freight  Train  Cars — Renewals.  When  a  freight  train 
car  is  destroyed  or  otherwise  disappears  from  the  class  in  which 
it  has  been  carried,  it  is  immediately  replaced  with  a  new  car, 
or  its  value  is  set  up  in  a  Replacement  account  to  which  the  cost 
of  the  new  car  will  be  charged  when  subsequently  purchased. 
Previous  charges  for  depreciation  which  may  have  been  made,  as 
well  as  salvage  realized,  are  deducted  from  the  charge  to  renewal 
at  the  time  of  the  actual  withdrawal  of  the  car. 

In  general,  the  Replacement  account  is  the  depository  of 
the  values  taken  out  of  equipment  by  deterioration  through 
depreciation  charges,  and  at  the  actual  demolition  of  the  car,  the 
remainder  of  the  value  still  inhering  in  the  car,  is  charged  to 
this  account  and  set  up  in  the  Replacement  account  so  that  the 
Replacement  account  shall  reach  a  total  equal  to  the  value  orig- 
inally recorded  against  the  car  at  the  time  of  its  purchase.  The 
Replacement  account  is  a  mere  accommodation  account,  as  it 
were,  through  which  are  cleared  the  changing  values  in  the 
equipment  without  disturbing  the  original  entry  in  the  Equip- 
ment account  itself. 

36.  Freight  Train  Cars — Depreciation.  The  charges  to  this 
account  are  the  same  as  those  to  the  renewal  account  except 
that  they  are  charged  as  a(icruals  upon  the  basis  of  a  formula 
representing  the  estimated  deterioration  per  year,  while  Renew- 
als is  the  charge  for  the  balance  of  the  value  which  may  remain 
in  the  car  at  the  time  of*  its  demolition. 

37.  Electric  Equipment  of  Cars — Repairs.  The  introduc- 
tion of  electricity  has  brought  into  use  a  combination  equipment 
unit  which  is  both  locomotive  and  car.  This  account  is  designed 
to  provide  for  the  electric  machinery  and  appliances  of  such 
combination  unit  which  is  used  for  propulsion.  All  the  appli- 
ances, from  the  third  rail  shoe  or  trolley  pole  that  makes  the 
contact  to  the  motor,  and  all  the  incidental  wiring  between,  and 
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the  machinery  which  delivers  the  power  to  the  wheels,  constitute 
the  electric  equipment  which  takes  the  place  of  the  locomotive. 
Although  the  account  is  not  explicit,  presumably  the  car,  with 
its  frame  and  running  gear,  is  considered  a  car  and  its  mainte- 
nance charged  accordingly  without  regard  to  the  electric  appli- 
ances which  it  may  carry.  Repairs  are  considered  to  be  the 
repairs  and  renewals  of  all  the  parts  less  than  the  complete  unit 
of  electric  equipment.  The  repairs  are  the  expense  of  mainte- 
nance caused  by  wear  or  accident  in  the  service. 

38.  Electric  Equipment  of  Cars — Renewals.  This  account 
provides  for  the  renewals  expense  of  the  electric  equipment  of 
cars  in  the  same  way  as  the  renewal  of  passenger  train  cars  and 
the  renewal  of  freight  train  cars  provides  respectively  for  those 
classes  of  cars  which  do  not  move  under  their  own  power. 

39.  Electric  Equipment  of  Cars — Depreciation.  This 
account  provides  for  the  depreciation  charges  of  the  electric 
equipment  of  cars  in  the  same  way  as  the  similar  account  pro- 
vides for  passenger  and  freight  train  cars  which  do  not  move 
under  their  own  power. 

40.  Floating  Equipment — Repairs.  It  sometimes  happens 
that  an  intermediate  link  of  a  railroad  route  is  supplied  by 
a  water  service.  The  revenue  collected  by  a  railroad  is  upon 
the  basis  of  the  haul  from  one  point  on  the  rails  to  another  point 
on  the  rails  beyond  the  water  haul.  The  service  performed  by 
floating  equipment  differs  in  no  wise  therefore  from  any  other 
service  whose  termini  are  on  tlie  rails  of  the  carrier,  except  that 
the  conditions  affecting  expense  are  different  over  that  part  of 
the  line  where  the  service  is  by  water  carriage.  Because  of  these 
different  conditions  affecting  expense  a  separate  expense  account 
is  provided.  The  service  here  included  is  distinct  from  ferry 
service  or  transfer  service  for  which  a  special  arbitrary  is 
exacted  outside  of  the  regular  mileage  revenue.  It  is  also  differ- 
ent from  lighterage  service  or  from  ferry  service,  extending  the 
transportation  beyond  the   rail  terminal  of  the   carrier.     AU 
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of  these  three  auxiliary  services  are  distinctly  outside  of  the 
regular  rail  service  and  are  therefore  classed  as  Outside 
Operations. 

The  floating  equipment  is  divided  into  power  boats,  which 
may  or  may  not  have  a  carrying  capacity  also,  and  the  barges, 
car  floats  and  canal  boats  which  have  carrying  capacity  with  no 
power,  and  must  be  moved  by  tugs.  This  division  is  a  natural 
one,  both  for  operating  and  maintenance  purposes.  The  power 
boat  has  machinery  and  must  be  in  constant  motion,  whereas 
the  craft  having  carrying  capacity  only  is  simpler  in  design 
and  maintenance,  and  spends  the  better  part  of  its  time  in  load- 
ing and  discharging.  The  distinction  is  the  same  as  between 
locomotives  and  cars.  "  Steamboats  and  Tugboats  ^'  include  all 
power  boats,  whether  propelled  by  steam  or  gasolene. 

The  boat  includes  all  its  machinery,  fixtures,  furniture  and 
general  equipment.  Office  facilities  on  the  boat,  life  preservers, 
fire  extinguishers,  lines,  carpets,  sails,  navigation  instruments, 
tools  and  bedding  are  classed  as  general  equipment.  Royalties 
on  machinery  are  considered  a  part  of  the  maintenance  expense 
of  such  machinery. 

The  repairs  expense  embraces  the  cost  of  labor,  supervision 
(not  superintendence)  and  material,  less  salvage,  applied  to  the 
renewal  of  and  repairs  of  parts  of  the  boat  and  its  equipment 
and  the  repairs  only  of  the  boat  itself. 

"  Barges,  Car  Floats  and  Canal  Boats,"  This  designation 
includes  the  carrying  craft  in  commercial  service.  Floating 
work  equipment  (not  in  Outside  Operations)  which  may  be  for 
maintaining  roadsteads  and  berthing  slips  or  incidental  to  the 
repairs  of  docks  and  wharves  is  a  part  of  the  Work  Equipment 
of  the  road,  and  its  repairs,  renewals  and  depreciation  are 
charged  under  "Work  Equipment.^^  Floating  equipment  in 
commercial  service  would  be  barges,  lighters,  car  floats,  canal 
boats,  transfer  boats,  grain  boats.     Pile  drivers,  dredges  and 
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scows  are  a  part  of  the  work  equipment,  and  therefore  ex- 
cluded from  this  account. 

Car  floats  are  distinguished  from  car  ferries  because  the 
latter  have  their  own  power.  All  of  these  vessels  are  of  every 
variety  of  type.  Recent  construction — especially  of  car  floats — 
has  been  in  steel  with  the  resulting  larger  initial  cost,  but  greatly 
extended  life.  The  maintenance  cost  of  a  wooden  car  float 
increases  progressively  with  age.  As  the  freeboard  above  the 
water  line  becomes  punk  and  gradually  depresses  the  water 
line  to  which  the  boat  may  be  safely  loaded,  it  encroaches  upon 
the  loading  capacity  of  the  craft  until  finally  the  carrying 
capacity  is  so  reduced  that  operating  and  maintenance  expenses 
per  ton  become  unduly  high.  The  repairs  of  these  boats  must 
not  only  maintain  them  against  wear  or  ordinary  usage, 
but  also  against  accident,  except  in  such  accidents  where  the 
responsibility  can  be  placed  against  the  party  causing  the  acci- 
dent and  damages  collected,  or  where  it  is  covered  by  marine 
insurance. 

41.  Floating  Equipment — Renewals.  The  equipment 
whose  renewals  are  here  provided  for  is  described  under  "  Float- 
ing Equipment — Repairs."  When  a  boat  has  been  withdrawn 
from  service  or  has  been  destroyed,  the  remainder  of  the  value, 
less  any  salvage  or  insurance  collected,  and  after  depreciation 
accruals  have  been  deducted,  is  charged  to  this  account.  The 
value  whose  remainder  is  thus  disposed  of,  is  specifically  stated 
to  be  "original  cost  (estimated  if  not  known),  record  value,  or 
purchase  price.'^ 

42.  Floating  Equipment — Depreciation.  This  account  is 
in  every  way  like  the  foregoing  except  that  the  charges  are  made 
monthly  on  an  abritrary  basis,  in  anticipation  of  the  ultimate 
necessity  of  the  actual  renewal  of  the  equipment.  They  there- 
fore are  based  on  a  formula  derived  from  the  original  value  of 
the  equipment  divided  by  the  period  in  months  of  probable  life. 
This  formula  may  be  made  and  applied  either  for  the  individual 
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unit  of  equipment  or  on  a  series  of  individual  units  of  like 
equipment  which  together  are  taken  as  a  unit. 

Work  Equipment — General.  In  a  general  way  work  equip- 
ment is  the  movable  outfit  used  by  M.  of  W.  and  S.  in  maintain- 
ing the  roadway  and  structures  of  the  railroad  proper,  and  the 
docks,  roadsteads  and  berthing  slips  for  the  floating  service 
(when  not  a  part  of  Outside  Operations).  Incidental  to  all 
work  is  an  element  of  expense  which  we  will  call  the  expense  of 
the  "jig,^' — the  outfit  of  tools,  machinery  and  plant  by  which 
the  work  itself  is  done.  In  the  maintenance  of  roadway  and 
structures,  this  jig  is  divided  into  four  parts.  The  first  is  the 
small  tools  and  supplies  special  to  only  one  kind  of  work,  and 
which  are  therefore  directly  chargeable  to  the  work  done.  The 
next,  is  those  those  tools  and  supplies  which  serve  several  kinds 
of  work  in  the  department,  and  are  therefore  set  up  in  an 
account  of  this  name  which  serves  the  department  generally. 
The  third  is  a  class  of  equipment  larger  and  more  permament 
than  hand  tools.  These  big  tools  are  bulked  under  the  descrip- 
tive term  "Work  Equipment.^^  The  fourth  is  the  fixed  plant  of 
machinery  in  the  shops  of  the  Bridges  and  Buildings  department 
of  M.  of  W.  and  S.  The  maintenance  of  this  machinery  is 
charged  to  the  M.  of  E.  account,  "  Shop  Machinery  and  Tools.^^ 

The  "  Work  Equipment "  may  best  be  thought  of  as  the  big 
tool  account.  With  the  exception  of  the  ballast  pit  steam  shovel, 
the  stationary  engine,  the  rock  crusher  and  like  machinery  used 
at  ballast  pit  (whose  maintenance  is  charged  directly  to  the 
cost  of  producing  ballast)  all  the  big  tools  of  this  department, 
both  on  land  and  water,  are  drawn  into  the  one  class.  The  rea- 
son for  this  is  their  greater  significance  as  individual  units,  and 
their  greater  permanence.  The  small  tools  are  too  numerous, 
too  miscellaneous  and  individually  insignificant  to  divide  their 
expense  into  repairs,  renewals  and  depreciation^ 

The  floating  work  equipment  here  maintained  by  the  M.  of  E. 
Department,  includes  all  floating  equipment  used  in  repair  work 
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of  the  M.  of  W.  and  S.  Department,  except  row  boats  for  bridge, 
trestle,  and  culvert  repairs  which  are  charged  as  incidents  of 
those  repairs,  and  row  boats  for  drawbridge  tenders  which  are 
charged  to  operation  of  drawbridges.  Illustrations  of  floating 
work  equipment  are,  floating  pile  drivers,  dredges  and  scows. 

In  making  the  division  of  the  outfit  used  on  land,  between 
"  Roadway  Tools  '^  and  "  Work  Equipment,^'  the  primary  dis- 
tinction of  little  and  big  tools  is  arbitrarily  drawn  by  classing 
only  the  tools  that  are  moved  on  the  rails  by  a  locomotive  as 
'^  Work  Equipment.'^  By  this  definition  steam  shovels  (not  in 
ballast  pit),  ditching  and  derrick  cars,  pile  drivers  on  cars, 
scale  test  car,  are  "  Work  Equipment,"  while  velocipedes,  hand 
cars,  rock  crushers  (not  chargeable  to  ballast),  steam  rollers, 
wheelbarrows,  push  cars  and  pile  drivers  not  on  cars,  are  not 
"  Work  Equipment,"  but  "•  Roadway  Tools." 

The  equipment  called  *^  Work  Equipjnent "  includes  that 
directly  performing  M.  of  W.  and  S.  work,  whether  actual  repair 
work,  or  for  keeping  the  road  open  in  times  of  wreck,  or  snow, 
or  freshet.  Illustrations  are,  the  steam  shovel,  snow  dozer,  pile 
driver,  wrecking  car,  gravel  car,  sprinkler,  weed  burner,  ballast 
unloader;  also  those  performing  secondary  service, — as  the 
supply  car,  boarding  car,  painters'  car.  But  the  locomotive  is 
not  included  because  it  is  generally  used  interchangeably  be- 
tween  roadway  and  other  service.  On  the  same  principle,  com- 
mercial cars  temporarily  assigned  to  roadway  service  are  not 
counted  "'  Work  Equipment,"  and  their  maintenance  is  not 
charged  to  this  account,  unless  the  major  part  of  their  time  is  in 
this  service. 

With  each  unit  of  work  equipment  are  included  all  the  furni- 
ture, fixtures  and  appliances,  except  wrecking  tools,  and  frogs 
carried  on  wrecking  cars  (whose  expense  is  charged  to  "  Clear- 
ing Wrecks  ") .  Illustrations  of  the  furniture,  fixtures  and  appli- 
ances are,  ])unk&,  coal  boxes,  cushions,  curtains,  lamp  fixtures, 
links  and  pins,  chains,  chairs,  stoves,  etc. 
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Work  equipment  is  found  on  every  railroad.  While  it  is 
merely  a  facility  to  the  Department  of  M.  of  W.  and  S.,  an 
incident  to  the  real  work  performed  by  that  department,  yet 
because  it  is  indispensable,  because  it  is  a  considerable  item,  and 
because  the  usefulness  of  any  particular  outfit  extends  over  a 
long  period,  it  comes  to  be  a  sub-type  of  the  regular  railroad,  and 
its  cost  and  maintenance  become  regular  features  of  the  rail- 
road^s  operations.  On  this  reasoning,  that  it  is  considered  an 
ever-present  and  indispensable  part  of  the  plant  as  a  whole, 
although  devoted  to  the  use  of  one  department,  and  its  main- 
tenance is  taken  up  with  the  maintenance  of  like  equipment 
devoted  to  commercial  use,  the  expense  of  both  are  together 
charged  to  the  department  responsible  for  this  type  of  work, — 
namely  the  M.  of  E.  Department. 

Comment :  We  do  not  think  the  classification  of  this  expense 
under  M.  of  E.  a  valid  one.  To  each  department  should  be 
allocated  its  full  cost  of  operations,  including  not  only  its  labor 
and  material  disbursements  but  the  maintenance  of  the  plant 
used  as  well. 

43.  Work  Equipment — Repairs.  Repairs  are  distinguished 
from  renewals  by  the  fact  that  they  are  the  upkeep  against 
current  wear,  while  renewals  are  the  replacement  of  the  entire 
equipment  unit  by  a  new  unit,  and  represent  the  upkeep  against 
the  processes  of  age  rather  than  direct  wear. 

Repairs  include  all  expense  short  of  the  complete  replacement 
of  the  entire  car  by  a  new  car.  Therefore  "  Repairs ''  may 
include  renewal  of  parts  of  the  car,  even  of  very  large  parts  of 
the  car,  but  so  long  as  the  renewals  are  of  parts  only,  and  not 
of  the  entire  car,  they  come  in  the  class  of  repairs.  The  cutting 
up  of  condemned  work  equipment,  the  refitting  of  commercial 
equipment  temporarily  or  permanently  taken  over  to  "Work 
Equipment,"  and  tlie  restoration  of  equipment  returned  to  com- 
mercial service,  are  incidents  of  their  use  as  *^  Work  Equipment'^ 
and  chargeable  accordingly. 
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'^  Repairs^'  embraces  the  labor  and  material  (less  salvage), 
inspection  and  supervision  (not  superintendence)  and  small 
hand  tools  used  exclusively  in  the  work  described  above. 
'"  Repairs  "  also  includes  royalty  payments  for  use  of  devices  on 
the  equipment,  and  the  payment  for  foreign  cars  destroyed 
while  in  this  service.  But  rent  of  work  equipment  hired,  is 
charged  directly  to  the  account  benefitted. 

With  the  expense  of  labor  directly  charged,  is  added  as  a 
"  burden,"  a  share  of  the  shop  expense  apportioned  on  the  basis 
of  the  distribution  of  the  direct  labor  expense  of  the  shop. 

44.  Work  Equipment — Renewals.  When  work  equipment 
owned  is  destroved  or  otherwise  withdrawn,  the  remainder 
of  value  in  such  equipment,  less  salvage  (with  insurance  collected 
when  destroyed)  and  any  accumulation  in  the  replacement  fund 
by  previous  depreciation  charges,  is  charged  to  this  account.  In 
computing  this  remainder  of  value,  the  original  cost  record,  value 
or  purchase  price  is  taken  as  the  basis  from  which  the  deduction 
is  made. 

45.  Work  Equi|)ment — Depreciation.  This  account  is  in 
every  way  the  same  as  the  foregoing  except  that  the  basis  of  the 
charge  is  not  an  actual  transaction — as  the  destruction,  or  retire- 
ment, for  any  reason,  of  the  car — but  an  arbitrary  monthly 
charge  for  deterioration  intended  to  take  up  the  progressive 
reduction  in  the  prospective  life  of  the  car,  as  this  reduction 
occurs,  month  by  month. 

Shop  Machinery  and  Tools — General.  In  the  maintenance 
of  equipment,  in  addition  to  the  small  hand  tools  (which  are 
charged  out  to  work  where  used)  there  must  be  a  plant  of  shop 
machinery  and  large  tools  which  constitute  a  fixed  entity.  Their 
upkeep  is  as  definite  a  feature  of  M.  of  E.  as  the  repairs  of  the 
equipment  itself.  Furthermore  their  utility'  is  not  confined  to 
any  one  period,  but  they  are  a  permanent  plant  having  a  use- 
fulness extending  over  many  years.  Therefore  their  expense  is 
not  carried  out  as  a  "  burden  "  to  the  work  done,  but  is  set  up  as 
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the  expense  of  maintaining  a  facility  which  is  available  for  the 
repair  work  of  every  kind  of  equipment  as  needed.  The  founda- 
tion for  machinery,  the  framework  for  shafting,  and  the  housing 
for  the  machinery  are  considered  part  of  buildings,  and  their 
repair  expense  is  charged  to  M.  of  W.  and  S. — "Buildings, 
Fixtures  and  Grounds."  In  the  same  way  boilers  of  heating 
plants  are  classed  with  the  buildings  where  they  may  be  installed 
and  are  not  considered  a  part  of  "  Shop  Machinery  and  Tools.'' 

The  plants  whose  shop  machinery  and  tools  are  contemplated 
in  this  account  are  located  in  engine  houses,  locomotive  and  car 
shops,  and  foilndries,  or  the  shops  of  the  Buildings  and  Bridges 
department. 

The  tools  of  this  account  must  be  distinguished  from  the  small 
hand  tools  charged  out  directly  to  the  work  done;  and  the 
machinery  must  be  distinguished  from  that  machinery  which  is 
a  part  of  the  fixed  installation  of  the  building  for  general  pur- 
poses of  heating,  lighting,  fire-protection,  water  supply, — all  of 
which  is  chargeable  to  "Buildings,  Fixtures  and  Grounds." 
The  machinery  must  also  be  distinguished  from  that  belonging 
to  the  power  plant  equipment  for  which  a  special  account  is 
provided.  But  "Shop  Machinery  and  Tools"  includes  electric 
power  plants  when  employed  exclusively  in  the  operation  of 
machinery  in  the  shops.  These  machinery  and  tools  are  of  every 
variety, — from  the  portable  forge  and  jack,  scaffolding,  shafting, 
belting,  scales  and  sewing  machines  used  in  shops,  to  the  cranes, 
power  and  hand  hoists,  stationary  engines  and  boilers  for  fur- 
nishing power.  The  theory  followed  in  the  distinctions  made  is 
that  the  building  must  furnish  all  general  facilities,  such  as  the 
plant  for  producing  light,  heat,  and  for  delivering  water.  It 
must  also  provide  the  foundations  for  the  machinery  to  be 
installed, — ^the  transfer  tables  and  turntables  and  intercom- 
municating system  of  tracks  in  the  building,  but  the  stack 
for  the  escape  of  gases  is  a  part  of  the  specialized  plant  installed 
in  the  building. 


«  • 
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46.  Shop  Machinery  and  Tools — Repairs  and  Renewals. 

The  maintenance  of  the  class  of  machinery  and  tools  as  defined 
above  is  divided  between  renewals  and  repairs  upon  the  basis  of 
the  usual  distinction  that  repairs  embrace  all  repair  work  done 
upon  a  particular  unit  and  all  renewals  and  repairs  on  parts  of 
the  unit,  while  renewals  refer  to  the  replacement  of  the  unit  by 
a  new  one.  Such  a  distinction,  as  we  have  said  before,  is  more 
or  less  arbitrary;  it  is  an  effort  to  separate  the  repair  expense 
that  is  current  from  that  which  may  produce  a  utility  extending 
over  several  earning  periods.  In  the  ^-'.ase  of  rolling  stock,  each 
equipment  unit  is  so  nearly  like  every  other  of  its'  class  that  the 
distinction  is  a  fairly  uniform  one.  But  in  the  case  of  such 
variety  of  type  as  is  embraced  under  "  Shop  Machinery  and 
Tools,"  the  distinction  becomes  highly  arbitrary.  In  preserving 
the  distinction  between  Additions  and  Betterments  and  current 
maintenance,  the  cost  of  additional  or  improved  hand  and  other 
small  portable  tools  of  shops  already  in  operation  is  considered 
maintenance  expense,  but  the  excess  cost  of  improved  machinery 
or  large  tools  which  have  to  be  installed,  is  a  proper  charge  to 
Additions  and  Betterments.  The  cost  of  repairing  foundations 
of  machinery  is  charged  to  the  building,  but  the  cost  of  installing 
new  machinery,  if  it  is  a  maintenance  expense,  is  charged  to 
"  Shop  Machinery  and  Tools,"  or  if  it  is  incidental  to  betterments 
it  would  be  charged  to  Additions  and  Betterments. 

Comment:  M.  of  W.  and  S.  shops  should  not  be  included. 
M.  of  E.  shops  should  include  building  and  entire  plant. 

Power  Plant  Equipment — General.  With  the  electrification 
of  railroads  comes  a  re-arrangement  in  their  power  plant. 
In  place  of  the  thousand  or  more  complete  and  independent 
power  units,  we  have  one  or  more  generating  power  stations, 
with  an  expensive  plant  for  the  distribution  of  power,  and  the 
locomotive  is  itself  directly  replaced  by  the  electric  motor  which 
is  a  machine  for  transforming  into  work  the  power  thus  dis- 
tributed.    In  this  re-arrangement  there  is  developed  a  plant 
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with  the  distinctive  function  of  generating  and  distributing 
power,  which  in  part,  as  we  see,  overlaps  the  function  of  the 
steam  locomotive.  This  plant  is  itself  divided  into  two  parts, 
namely  that  which  generates  the  power,  and  which  is  called 
specifically  the  power  plant,  and  that  which  distributes  the 
power,  and  is  called  the  "  Electric  Power  Transmission/'  The 
generation  of  the  power  analogizes  with  the  generation  of  power 
by  the  locomotive,  and  classifies  as  a  function  of  M.  of  E. ;  while 
the  plant  that  distributes  the  power  is  put  in  charge  of  M.  of  W. 
and  S.  because  it  extends  over  the  line. 

*^  Power  Plant  Equipment "  is  sub-divided  into  that  part 
which  generates  the  power  from  coal  or  gas  or  water  falls,  and 
that  part  which  converts  such  power  into  electrical  energy,  and 
delivers  the  energy  to  the  distributing  system  in  the  proper  form 
for  transmission.  The  plant  includes  under  the  sub-divisions 
"  Steam  and  Water  Plant,"  all  the  engines,  boilers  and  furnaces, 
and  all  connecting  parts  and  appliances  for  mechanical  trans- 
mission, for  feeding  boilers  and  furnaces,  and  for  removing 
waste,  together  with  water  and  sewer  connections.  (In  the  case 
of  "  Shop  Machinery  and  Tools,"  the  water  and  sewer  connections 
are  charged  to  "Bridges,  Buildings  and  Grounds.") 

Under  the  sub-division  "  Electric  Plant "  is  included  the 
entire  electrical  outfit,  inside  the  building,  of  generators, 
dynamos,  storage. 

47.  Pawer  Plant  Equipment.  M.  of  E.  power  plant  equip- 
ment includes  all  machinery  devoted  to  the  generation  of 
propulsion  current  for  use  on  the  line.  Such  equipment  must 
not  be  confused  with  the  power  plant  that  generates  power  for 
the  shop,  which  is  chargeable  to  "  Shop  Machinery  and  Tools,'^ 
or  with  the  plant  that  developes  power  (and  possibly  heat)  for 
any  general  purposes.  The  maintenance  of  the  latter  is  charge- 
able to  M.  of  W.  and  S.— "  Buildings,  Fixtures  and  Grounds." 

•48.  Injuries  to  Persons.  In  accord  with  the  latter  day 
theory  that  the  expense  of  accidents  should  be  assembled  with 
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other  costs  in  the  total  expense  of  the  product,  the  revised  rail- 
road expense  classification  of  the  I.  C.  C.  has  divided  the  original 
account  "  Injuries  to  Persons "  to  the  several  departmental 
accounts.  This  account  under  M.  of  E.  is  intended  to  provide 
for  all  expenses  incident  to  injuries  of  persons  when  .caused 
directly  in  connection  with  M.  of  E.  The  determining  factor  is 
not  the  department  to  which  the  injured  person  helongs,  but  the 
department  to  which  the  person  belongs  who  caused  the  injury. 
When  it  is  the  joint  responsibility  of  two  or  more  departments, 
it  would  seem  to  be  the  theory  that  the  costs  should  be  appor- 
tioned equally  between  the  several  departments  involved. 

This  account  includes  all  expenses  resulting  from  the  injuries 
above  described,  the  intention  being  to  provide  by  this  heading 
for  the  actual  compensation  paid  for  injuries,  for  the  incidental 
care, — as  medical  and  hospital  attendance,  carriage  service, 
transportation  and  undertaking  service,  for  the  work  of  adjusting 
claims,  which  is  not  strictly  legal  work.  Court  judgments, 
together  with  the  plaintiffs  court  costs,  when  paid  by  the  defen- 
dant, are  charges  to  this  account,  but  expense  for  the  conduct 
of  suits,  such  as  official  fees  of  every  character,  and  special  legal 
service,  are  charged  to  "  Law  Expenses,"  where  the  responsibility 
for  this  class  of  work  rests. 

Most  of  these  expenses  will  be  specific  to  each  case,  but  in  so 
far  as  the  regularity  of  the  demand  for  this  type  of  service  is 
anticipated  by  employing  regular  surgeons  on  salary,  or  making 
contributions  to  the  maintenance  of  hospitals,  or  employing  claim 
adjusters,  there  will  be  certain  items  of  fixed  expense.  These 
are  to  provide  for  contingencies  that  occur  in  the  M.  of  W.  and 
S.,  the  M.  of  E.,  and  Transportation  Departments.  Of  the  total 
of  such  hospital  expense  25  per  cent  is  arbitrarily  apportioned 
to  M.  of  E.  The  pay  and  expenses  of  claim  adjusters  and  staflE 
surgeons  are  charged  out  as  far  as  possible  to  the  accounts  served, 
or  where  this  cannot  be  done  they  are  divided  equally  among 
the  several  claims  acccounts  to  which  their  services  apply. 


MAINTENANCE    OF    EQUIPMENT  117 

It  is  sometimes  found  desirable  to  take  out  an  insurance 
policy  against  this  sort  of  risk,  or,  again,  the  carrier  sometimes 
becomes  his  own  insurer.  In  these  cases  the  charge  for  the 
premium  payments  is  against  "  Insurance — General  Expenses,'^ 
and  no  charge  is  made  to  the  "  Injuries  to  Persons  "  accounts. 

Comment:  The  next  foregoing  plan,  covered  by  ruling  in 
case  526 J  has  the  effect  of  transferring  the  cost  from  the  accounts 
provided  for  this  class  of  contingent  expenses  to  General  Ex- 
penses for  no  better  reason  than  that  the  cost  is  paid  in  averaged 
instalments  instead  of  direct  losses  as  they  occur. 

49.  "  Stationery  and  Printing."  The  administration  of  any 
department  requires  the  use  of  a  special  kind  of  supplies 
designated  "  Stationery  and  Printing."  Under  "  Superinten- 
dence,'^ provision  is  made  for  the  labor  and  office  expense  of 
every  character  except  stationery  and  printing.  By  this 
designation  is  embraced  primarily  actual  stationery  and  print- 
ing, and  secondarily,  desk  supplies,  such  as  pens,  pencils,  ink, 
rubber  bands,  pins,  rulers,  blank  books  and  scrap  books.  With 
the  development  of  office  facilities  have  come  typewriters,  cal- 
culating machines,  letter  presses,  duplicating  machines,  number- 
ing stamps,  tabulating  machines  and  time  clocks  which  are 
liberal  extensions  of  the  first  general  notion  of  "  Stationery  and 
Printing.'' 

"  Stationery  and  Printing "  would  seem  to  be  limited  to 
classes  of  things  used  by  the  general  staff, — ^thus,  for  instance, 
technical  books  and  periodicals,  together  with  expert  engineering 
draftsman's  instruments  are  charged  to  "  Superintendence  '^ 
instead  of  to  this  account. 

50.  Other  Expenses.  This  account  is  intended  to  provide 
for  all  M.  of  E.  expenses  which  cannot  be  located  under  the  fore- 
going classifications.  It  includes  items  of  an  irregular  nature 
which  generally  grow  out  of  some  phase  of  administration ;  thus 
gratuities  that  are  not  a  part  of  regular  office  expense,  special 
detective  service,  consultation  fees  that  cannot  be  closely  related 
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to  current  work  would  be  illustrations  of  wliat  might  be  charge- 
able to  this  account.  It  has  been  ruled  that  the  amount  of  a 
judgment  on  account  of  defective  appliances  on  cars  together 
with  the  court  costs  is  a  proper  charge  to  this  account  (Case 
337). 

Clearing  Account — Shop  Expenses. — The  M.  of  E.  Depart- 
ment has  a  fixed  organization  of  official  head,  assistants 
and  their  staffs;  a  regular  provision  for  their  stationery 
and  office  supplies;  and  a  plant  of  tools  and  machinery,  which 
expenses  are  considered  fixed  incidents  to  the  work  done,  and 
therefore  are  set  up  in  regular  expense  accounts.  In  addition 
there  is  a  large  body  of  miscellaneous  expense  each  month  of  a 
general  character;  it  does  not  involve  a  highly  organized  staff 
nor  a  fixed  plant, — in  other  words  it  contains  no  elements  the 
results  of  which  are  carried  over  beyond  the  current  earning 
period;  practically  its  entire  usefulness  is  exhausted  like  any 
ordinary  wage  or  supplies  expense  in  the  month  when  the 
expense  occurred. 

F^or  this  reason  it  is  desirable  to  charge  it  out  as  a  direct 
burden  to  the  work  done.  Expenses  of  the  character  described 
are,  for  illustration,  heating  and  lighting  and  metered  water 
expense  of  the  shop,  wages  of  watchmen,  gate  keepers  and  police- 
men about  the  shop.  In  addition  to  this  is  a  staff  of  shop  fore- 
men and  assistant  foremen,  of  time  keepers  and  shop  account- 
ants, whose  wages,  together  with  their  expenses  for  stores  and 
supplies  constitute  a  secondary  order  of  administrative  expense, 
designated  as  supervision  in  distinction  from  "  Superinten- 
dence.^^ Probably  this  is  upon  the  theory  that  they  are  not 
so  highly  trained  a  staff,  and  that  the  employment  of  most  of 
them  can  be  more  immediately  related  to  the  fluctuating  volume 
of  work,  than  is  the  case  with  ^^  Superintendence.^^ 

A  regular  feature  of  the  shop  is  its  generation  of  power, 
and  for  purposes  of  observation  all  such  costs  as  wages  of  station- 
ary engineers  and  firemen,  coal  handlers,  electricians,  together 
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with  their  supplies  of  fuel,  oil,  waste,  carbon  brushes,  other  small 
tools,  and  cost  of  water  and  power  purchased,  constitute  the 
current  cost  of  power  at  the  shop.  With  such  regular  expenses 
would  go  incidental  expenses,  as  pay  of  employees  attending 
fires  or  fire  drills,  cleaning  yards  and  sanitary  arrangements,  per- 
formance of  miscellaneous  errands,  work  about  the  premises 
requiring  horses,  wagons  and  helpers,  expense  of  switching 
locomotives  when  exclusively  assigned  to  switching  service  at 
shops.  (When  the  switching  is  performed  by  the  regular  trans- 
portation service  a  charge  would  be  made  directly  by  the  Trans- 
portation Department  to  the  specific  M.  of  E.  account  served. 
This  would  not  be  in  the  nature  of  a  facility  offered  for  the  shop 
as  a  whole,  and  therefore  would  not  be  a  general  shop  expense.) 

The  above  expenses  are  each  month  carried  into  a  clearing 
account — "  Shop  Expense,"  and  through  this  account  charged 
out  on  the  basis  of  the  direct  labor  of  the  shop.  This  basis  of 
apportionment  may  be  made  up  arbitrarily  for  a  year  as  evolved 
by  the  experience  of  the  previous  year. 

The  cost  of  material  used  in  every  case  embraces  the  invoice 
cost  plus  any  foreign  roads'  freight  charges  and  inspection 
expense.  To  this  is  added  as  a  "  burden ''  on  the  basis  of  the 
value  of  the  material  disbursed,  an  apportionment  of  the  entire 
expense  of  the  purchasing  and  stores  department.  However 
when  a  single  class  of  material  is  purchased  in  such  quantity  as 
to  require  a  special  staff  in  its  purchase,  inspection  and  distribu- 
tion, such  expense  is  charged  direct  to  such  single  class  of 
material,  and  not  carried  through  a  general  clearing  account.  A 
case  in  point  would  be  crossties.  This  exception  from  the  general 
rule  would  be  with  a  view  simply  to  applying  the  burden  more 
equitably. 

Maintenance  of  Joint  Equipment  at  Terminals — General. 
This  account*  provides  for  the  M.  of  E.  proportion  of  such 
expense  in  the  settlement  for  joint  servicje. 

*  For  fuller  discussion  of  .ioint  facilities  accounts  see  page  36. 
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The  account  is  only  to  be  used,  Inwever,  when  an  actual  plant 
is  involved  in  the  joint  service.  Where  the  joint  undertaking 
involves  only  a  joint  organization,  the  old  practice  of  the  creditor 
road  crediting  its  detail  expense  accounts,  and  the  debtor  road 
taking  up  the  debit  under  the  same  detail,  will  continue.  (Case 
193.) 

51,  52.  Maintaining  Joint  Equipment  at  Terminals — Dr. 
and  Cr.    At  junction  points  railroads  frequently  perform  joint 
services  upon  a  co-operative  plan.    The  road  that  has  the  facili- 
ties will  perform  the  service  and  divide  the  expense  upon  some 
agreed  basis.    The  expense  involves  many  items  in  the  classifica- 
tion ;  it  formerly  was  the  practice  for  the  billing  road  after  first 
having  charged  the  gross  expense  to  each  of  these  detail  accounts 
to  turn  about  and  take  from  each,  the  proportion  chargeable  to 
the  other  road.    The  other  road  would  take  up  these  items  in  the 
same  detail  in  its  expenses.    But  the  first  road  had  the  facilities 
in  which  the  second  road  was  lacking.     By  the  amount  of  the 
bill  that    was  passed,  each  statistical  item  was  thrown  out  of 
relation  to  the  general  statistics  of  operation  of  both  carriers. 
To  avoid  this,  the  revised  classification  does  not  undertake  to 
transfer  from  the  account  of  the  creditor  road  to  the  accounts  of 
the  debtor  road,  the  itemized  expense  detail  of  the  bill.    Instead, 
for  statistical  purposes,  the  figures  remain  where  first  placed 
while  the  amount  of  the  bill  passing  is  carried  over  in  a  lump 
figure  of  credit  to  the  department  of  the  road  passing  the  bill 
and  debit  to  the  department  of  the  road  receiving  the  bill.     In 
order  to  provide  for  such  charges  there  has  been  set  up  under 
each  of  the  general  heads  of  expense  where  such  interchange 
might  occur,  a  Joint  Account — Debit  and  Credit. 


CHAPTER  IV 

TRAFFIC  EXPENSES 

III.  Traffic  Expenses — General.  The  current  work  of  a  rail- 
road falls  into  two  great  natural  divisions ;  getting  the  business, 
which  is  the  function  of  the  Traffic  Department;  handling  the 
business,  which  is  the  function  of  the  Operating  Department. 

The  classification  of  expenses  follows  the  general  arrangement 
of  the  work.  There  is  primarily  the  fixed  force  of  officials  and 
staff  having  the  general  administration  of  the  business.  Then 
there  is  the  soliciting,  which  is  performed  in  part  by  a  staff 
called  "  Outside  Agencies,"'  and  in  part  by  advertising.  There 
is  an  expense  of  maintaining  joint  relations,  and  caring  for  what 
may  be  said  to  be  the  traffic  politics,  and  this  is  provided  by 
Traffic  Associations  and  Fast  Freight  Lines.  A  special  bureau 
for  development  of  the  road's  traffic  on  permanent  lines  is  main- 
tained, called  the  "  Industrial  and  Immigration  Bureau  " ;  inci- 
dental expenses  of  stationery  and  printing  and  unlocated  items, 
throughout  the  entire  Traffic  Department  (except  the  Industrial 
and  Immigration  Bureau"),  are  gathered  into  the  two  separate 
accounts  of  '^  Stationery  and  Printing,"  and  ''  Other  Expenses  " 
respectively. 

53.  Superintendence.  This  account  is  to  provide  for  the 
division  of  the  service  that  determines  and  executes  general 
traffic  policies,  negotiating  traffic  contracts*  with  connections, 
preparing  and  distributing  tariffs,  classifications,  rates  and 
division  of  rates.  It  does  not  include  the  force  that  devote  their 
entire  time  to  soliciting  traffic, — such  force  are  classed  as  Outside 
Agencies. 
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The  traffic  with  which  "  Superintendence ''  deals,  primarily 
embraces  passenger  and  freight  train,  and  switching  revenue  of 
every  kind.  Mail  revenue  and  express  revenue  being  on  general 
fixed  schedules  or  single  long  time  contracts  may,  however,  be 
taken  care  of  by  the  executive.  The  Traffic  Department  is 
responsible  for  the  general  traffic  conditions  of  all  transportation 
producing  revenue.  Supervision  over  revenue  from  operations 
other  than  transportation,  which  are  mere  incidents  of  the 
regular  business  of  operation  and  do  not  affect  general  traffic 
policies,  may  easily  classify  with  the  functions  of  the  operating 
officer;  thus,  station  and  train  privileges,  parcel  room  receipts 
and  storage  of  freight  and  baggage,  are  more  a  matter  of  opera- 
tion than  of  traffic;  while  car  service,  telegraph  and  telephone 
service,  rents  of  buildings,  and  joint  facilities  revenue  are  dis- 
tinctly operating  responsibilities. 

Superintendence  is  subdivided  among  the  pay  of  the  officers, 
their  staff,  and  the  office  and  other  expenses  of  both  officers  and 
staff.  In  addition  to  the  strictly  freight  and  passenger  traffic 
men,  are  the  general  baggage  agent  and  general  express  agent, 
and  assistant  officers  of  the  same  titles.  The  salaries  and 
expenses  of  those  having  supervision  over  two  departments  are 
proportioned  to  their  several  jurisdictions. 

This  classification  is  based  upon  the  use  served  rather  than 
the  title  of  the  officers  included.  Thus  if  the  president  has  direct 
supervision  of  Traffic  (as  may  be  the  case  on  a  small  road)  a 
charge  from  his  salary  is  made  to  this  account  (Case  82). 

The  clerks  and  attendants  whose  pay  is  contemplated  in  this 
account  embrace  the  staff,  up  to  and  including  the  chief  clerk, 
and  also  all  porters  and  attendants,  whether  in  the  office  or  on 
the  special  cars  of  the  officers  whose  salaried  expense  belongs  to 
this  account.  Telegraph  operators  whose  entire  time  is  employed 
in  these  offices  are  classified  with  tlie  rest  of  the  staff  and  are  not 
charged  to  "  Telegraph  and  Telephone — Operation.'^ 

"  Office  and  Other  Expenses  "  includes  all  current  expense, 
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such  as  telephone  and  telegraph,  heat,  light,  ice,  water,  and  other 
supplies  (except  stationery).  With  these  are  included  also 
furniture  and  other  office  fawlities,  maps,  periodicals,  subscrip- 
tions to  newspapers,  etc.  If  the  offices  are  rented,  the  expense 
of  their  rents  and  repairs  is  lodged  here;  in  the  same  way  are 
included  all  incidental  office  and  travelling  expenses  of  those 
whose  pay  is  here  charged.  Provisions  and  expenses  of  special 
cars  are  simply  another  phase  of  travelling  expenses,  while  pre- 
miums on  fidelity  bonds  of  those  whose  pay  is  here  charged  is 
an  incident  of  their  employment,  and  goes  to  the  same  account. 

Comment:  The  maintenance  of  private  cars  and  of  office 
buildings  used  by  the  official  staff  whose  expenses  are  gathered 
here,  is,  in  our  opinion,  improperly  disposed  of  when  classified 
as  Maintenance  instead  of  being  charged  to  this  account. 

54.  Outside  Agencies.  The  work  of  the  Traffic  Department 
is  conceived  as  being  twofold :  it  is,  on  the  one  hand,  the  general 
administering  of  the  business  on  more  or  less  fixed  lines,  together 
with  the  arrangement  and  execution  of  policies,  all  of  which 
expense  is  provided  for  under  the  head  of  "  Superintendence." 
On  the  other  hand,  the  Traffic  Department  makes  an  effort  more 
or  less  strenuous  to  hold  its  competitive  business  against  rivals, 
and  to  extend  this  business.  It  does  this  by  personal  contact 
and  solicitation,  employing  every  inducement  except  a  cut  in 
the  rates.  Work  of  this  kind  is  the  concession  to  the  human 
element  in  the  performance  of  transportation  service.  In  so 
far  as  the  making  it  easy  to  do  business  stimulates  the  shipper 
and  actually  creates  new  business,  this  service  has  permanent 
value  over  and  above  the  mere  maintenance  of  a  traffic  equi- 
librium among  competitors.  Because  such  work  is  not  a  direct 
incident  of  business  as  it  comes  to  the  road,  but  is  an  effort  on 
the  part  of  the  road  to  extend  the  facilities  of  its  traffic  office  to 
the  place  where  the  business  is,  it  is  considered  the  function  of 
outside  agents,  and  the  account,  "  Outside  Agencies,"  is  set  up 
to  care  for  sach  expense.     Therefore  it  includes  those  who  give 
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their  entire  time  to  soliciting  freight;  as  general,  commercial, 
city,  district,  or  travelling  agents.  With  the  agents'  salaries 
are  included  those  of  their  staff,  aftd  all  their  current  office  and 
travelling  expense.  If  their  offices  are  rented,  the  account  bears 
also  the  net  rent  and  repair  expense  of  such  office.  The  compen- 
sation for  much  of  this  service  is  on  the  basis  of  commissions,  but 
the  mere  fact  that  the  man's  services  are  paid  for  in  commissions 
does  not  necessarily  classify  him  as  an  outside  agent.  Wages  of 
road  agents  at  small  stations  are  sometimes  paid  in  commissions 
on  the  basis  of  the  business  done,  but  their  expense  is  part  of  the 
regular  transportation  service. 

"  Outside  Agencies "  are  those  maintained  directly  by  the 
road,  or,  it  may  be,  by  some  joint  arrangement  with  two  or 
three  neighboring  roads.  When  this  service  is  performed  by  an 
organization  independent  of  the  road,  such  as  a  fast  freight  line, 
the  expense  is  not  included  in  this  account ;  but  in  the  differenti- 
ation between  fast  freight  lines  and  outside  agencies  the  line  of 
distinction  is  not  always  easy  to  draw. 

55.  Advertising.  In  addition  to  the  personal  solicitation  by 
a  regular  staff,  there  is  the  solicitation  by  display  and  circular 
advertising.  Every  effort  to  attract  traffic,  to  secure  attention  to 
the  road,  or  to  do  work  preliminary  to  some  later  and  more 
definite  stage  of  attracting  business  is  charged  to  this  account, 
provided  it  is  not  performed  by  the  regular  soliciting  staff, 
whose  expense  is  covered  in  the  account  "  Outside  Agencies,^'  or 
the  "  Industrial  and  Immigration  Bureaus."  Thus  it  includes 
donations  to  carnivals  (but  not  to  fairs  or  stock  shows  or  exposi- 
tions in  the  territory  served,  which  donations  are  chargeable  to 
"  Industrial  and  Immigration  Bureaus,")  and  expenses  of 
special  "write  ups." 

With  the  advertising  proper,  which  is  the  definite  solicitation 
of  business  by  impersonal  methods,  goes  the  current  and  neces- 
sary announcements  incidental  to  the  handling  of  the  regular 
business,  such  as  time-tables  for  posting  at  stations,  and  news- 
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paper  insertions  of  schedules.  These  doubtless  are  included 
because  the  line  of  distinction  between  advertising  and  mere 
routine  announcement  in  connection  with  traffic  is  not  easy  to 
draw. 

Advertising  expense  includes  not  only  the  direct  expense 
for  printing  advertising  matter,  folders,  etc.,  for  advertising 
space  in  newspapers,  on  bill-boards,  and  in  show  windows,  the 
expense  of  distributing  and  posting  such  matter,  but  also  the 
salary  and  the  office,  personal  and  rent  expense  of  any  staff,  and 
the  expense  of  any  incidental  plant  or  fixtures  devoted  to  such 
uses, — as  bulletin-boards,  racks,  photographs,  photographic  out- 
fits, etc. 

Advertising  is  to  secure  traffic ;  it  therefore  does  not  include 
legal  publication  of  annual  meetings,  etc.,  which  are  a  "  General 
Expense  ^'  item,  nor  of  lost  or  damaged  freight  and  baggage, 
which  should  be  charged  to  such  loss  accounts. 

Furthermore,  the  advertising  here  described  does  not  include 
the  advertising  done  by  the  Industrial  and  Immigration  Bureaus, 
because  these  Bureaus  are  doing  work  outside  of  the  current 
traffic  of  the  road,  work  that  will  only  bear  fruit  in  later  develop- 
ments. 

56.  Traffic  Associations.  In  the  maintenance  of  its  traffic 
relations  and  the  prosecution  of  its  traffic  policies,  a  road  cannot 
stand  alone.  It  must  have  its  arrangements  for  interchange 
with  connections,  and  its  traffic  and  trade  agreements  with  all 
roads  which  route  large  business  into  or  across  its  territory.  In 
addition  to  this,  there  must  be  agreement  among  the  roads  serv- 
ing the  same  general  business,  as  to  classification  of  freight, 
kinds  of  service,  rules  as  to  packing,  issuing  bills  of  lading,  and 
all  the  incidental  services  of  transportation.  Furthermore,  con- 
ditions of  competition  make  necessary  a  substantial  agreement  as 
to  rates,  although  this  can  no  longer  be  formal  nor  have  any 
binding  character.  To  do  all  these  things  most  systematically  the 
railroads  adopt  the  machinery  of  associations  with  their  peri- 
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odical  meetings,  their  committee  assignments,  their  channels  of 
formal  announcement.     These  are  called  Traffic  Associations. 

In  maintaining  certain  semi-official  relations  to  the  public  so 
that  they  may  have  a  voice  in  determining  trade  requirements 
for  transportation  service,  and  representation  in  matters  of  pub 
lie  business  policy,  the  railroads  take  memberships  in  Boards  of 
Trade  and  Chambers  of  Commerce.  This  account  of  "  Traffic 
Associations''  embraces  all  expense  incidental  to  this  phase  of 
the  Traffic  Department's  work,  except  the  salaries  and  expenses 
of  officers  and  employees  who  may  be  in  attendance  at  such 
meetings. 

57.  Fast  Freight  Lines.  The  Fast  Freight  Line  has  greatly 
changed  its  character  in  recent  years.  In  its  most  extreme  type 
it  was  an  organization  having  a  contract  with  the  railroads  for 
all  tonnage  which  it  could  solicit  or  deliver,  and  having  an 
equipment  of  cars  for  through  service,  and  also  of  special  design 
— such  as  refrigerator  cars — which  were  hired  to  the  roads  with 
which  they  had  contracts,  and  moved  freely  in  the  service  of  a 
through  traffic  over  all  the  roads  forming  links  of  the  Fast 
Freight  Line.  By  successive  stages  these  lines  have  become, 
first,  co-operative  lines  in  which  the  stockholders  were  the  rail- 
roads; and  next,  the  car  equipment  has  been  replaced  by  cars 
assigned  from  each  of  the  railroads  at  interest,  which  plan  in 
turn  has  yielded  to  an  unrestricted  movement  of  all  cars  of  any 
road,  on  a  per  diem  basis ;  next,  the  payment  to  the  Fast  Freight 
Line  of  commission  on  the  tonnage  delivered,  which  commission 
necessarily  included  profit  above  expenses,  has  given  way  to  the 
co-operative  plan  in  which  in  lieu  of  a  commission  containing  a 
profit,  only  the  actual  expense  of  the  organization  has  been 
charged,  and  this  has  been  borne  among  the  roads  at  interest  in 
the  direct  proportion  in  which  they  shared  the  traffic  controlled. 
In  this  last  stage  the  distinction  between  a  Fast  Freight  Line 
and  "  Outside  Agencies  ^'  is  only  the  fact  that  tlie  outside  agency 
is  a  part  of  the  regular  staff  of  the  road,  while  a  Fast  Freight 
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Line  is  the  staff  of  a  co-operative  group  of  roads  acting  jointly. 
The  account  "  Fast  Freight  Lines  "  includes  all  the  expenses  of  a 
fast  freight  line,  regardless  to  \Yhich  status  of  those  above 
described  it  may  belong.  With  the  expansion  of  railroads  to 
embrace  those  previously  independent,  the  original  fast  freight 
line  organization^  over  such  roads,  may  for  traffic  reasons  be  con- 
tinued, but  it  has  practically  taken  the  character  of  an  outside 
agency. 

58.  Industrial  and  Immigration  Bureaus.  This  is  that 
branch  of  the  Traffic  Department  to  which  is  committed  the 
detail  of  building  up  future  business  as  distinguished  from  the 
maintenance  and  development  of  current  business.  Its  conditions 
of  work  are  broader ;  its  results  necessarily  belong  to  the  future. 
It  is  completely  separated  from  all  other  work  of  the  department, 
even  to  the  taking  care  directly  of  its  stationery.  The  account 
not  only  includes  salaries  and  office  expense  for  furniture,  sup- 
plies, and  service  of  every  kind,  but  also  certain  kinds  of  adver- 
tising and  general  publicity  by  all  sorts  of  methods  which  may 
be  for  the  upbuilding  of  future  business.  Thus,  while  a  donation 
to  a  carnival  which  is  a  stimulus  to  current  business  is  charged 
to  "  Advertising,^'  a  donation  to  expositions  that  open  up  the 
territory,  or  to  fairs  and  stock  shows  intended  to  improve  farm- 
ing conditions  along  the  line  of  road;  is  charged  to  this  account. 

This  office  runs  farm  products  exhibitions  and  lecture  trains, 
conducts  institutes  and  experimental  farms,  even  may  distribute 
sample  seeds,  and  co-operates  with  all  public  and  governmental 
agencies  to  promote  the  intelligent  conduct  of  the  industries  of 
its  territory  and  the  development  of  natural  resources.  On  some 
roads  this  department  maintains  travelling  farm  instructors.  It 
also  maintains  immigration  agents  in  the  field,  and  conducts  an 
information  bureau  as  to  the  resources  and  industries  of  its 
section,  even  acting  as  a  medium  to  bring  buyer  and  seller 
together. 

59.  Stationery  and  Printing.  There  is  a  line  of  office  supplies. 
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distinguished  by  common  consent  from  all  other  supplies,  by  the 
designation  "Stationery  and  Printing."  With  the  growth  of 
oflSce  facilities  it  has  expanded  from  the  simple  stationery  and 
printing  of  the  office  to  include  all  facilities  in  connection  with 
the  handling  of  stationery,  from  pens,  pencils,  erasers,  blotters, 
clips,  calendars,  postage,  and  rulers,  to  letter  presses,  dating 
stamps,  pencil  sharpeners,  typewriters,  calculating  and  tabulat- 
ing machines,  duplicating  machines  (but  printing  presses  would 
presumably  be  considered  furniture),  addressographs,  dictating 
machines  and  supplies. 

These  are  all  of  general  office  use  both  for  the  officers  and 
staff,  but  periodicals  and  technical  books  are  withdrawn  to 
"  Superintendence,^'  probably  on  the  theory  that  they  are  not 
of  general  office  use,  but  for  the  officials  only,  or  their  immediate 
staff. 

This  account  does  not  include  the  stationery  and  printing  of 
the  "  Industrial  and  Immigration  Bureaus ''  as  the  work  of  these 
bureaus  does  not  have  to  do  directly  with  current  traffic.  In 
the  Traffic  Department  there  is  a  great  bulk  of  a  special  kind 
of  printing  in  connection  with  the  distribution  of  tariffs  and 
traffic  circulars.  Because  of  its  special  nature  and  enormous 
volume  it  is  carried  under  a  subhead  of  this  account. 

Comment:  This  account  is  an  anachronism,  partly  because  it 
is  merely  a  form  of  office  supplies  expense,  and  partly  because 
the  advance  of  the  art  in  office  supplies  has  so  altered  the  type  of 
articles  here  included  that  they  have  lost  much  of  their  first 
character. 

60.  Other  Expenses.  Unusual  items  not  referable  to  any  of 
the  standing  accounts  which  provide  for  the  regular  course  of 
business,  are  charged  to  this  account.  Fines  or  penalties  im- 
posed  on  the  carrier  for  illegal  performances  or  defaults  for 
which  responsibility  is  located  against  the  traffic  department, 
would  be  a  class  of  charges  that  would  fall  to  this  account. 


CHAPTER  V 

TRANSPORTATION 

•' Transportation  "  is  that  part  of  the  railroad  operation  for 
which  all  the  other  parts  and  phases  exist.  Except  as  they  in 
some  way  bear  fruit  in  facilitating  this  service  to  the  public  and 
fitting  it  to  the  highest  economic  efficiency  among  the  industries 
served  by  selective  rate  adjustments  and  service  adaptations, 
they  are  worse  than  useless.  Because  the  great  body  of  the  con- 
ditions dealt  with  are  of  fair  uniformity  and  constancy,  and 
because  the  largest  efficiency,  other  things  being  equal,  comes 
with  the  largest  use  of  tool  and  plant,  and  specialization  of 
labor,  it  follows  that  what  in  reality  is  a  mere  incident  of  the 
main  performance  has  erected  itself  into  a  part  of  the  fixed 
type,  and  assumed  an  importance  hardly  distinguishable  from 
that  of  the  actual  transportation.  But  the  real  business  of  the 
road  nevertheless  continues  to  be  transportation  and  not  financ- 
ing, nor  maintenance  of  way,  nor  maintenance  of  equipment,  nor 
official  supervision. 

Transportation,  which  is  the  receipt  of  passengers  and  goods 
at  one  point,  and  their  haul  to  and  delivery  at  some  other  point, 
falls  into  two  main  divisions ;  namely,  the  terminal  service  at  both 
ends,  and  the  haul  between.  The  haul  differentiates  in  speed, 
frequency,  precautions  of  safety,  and  special  services  in  transit, 
such  as  heating,  refrigeration,  feeding,  lighting,  carrying  bag- 
gage and  personal  luxuries  and  attendance.  The  service  at  ter- 
minals, which  begins  with  the  mere  function  of  receipt  and  dis- 
charge of  freight  and  passengers  and  their  incidental  housing, 
elaborates   into    extensive    warehousing,    special    deliveries   by 
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switch  or  lighter  service,  sales  and  forwarding  facilities,  and  in 
the  case  of  passengers,  by  palatial  reception  halls,  with  all  the 
accessories  of  public  comfort  and  luxury,  with  restaurants, 
hotels,  telegraph,  telephone,  parcel  rooms,  information  bureaus, 
invalid  chairs  and  cab  service.  Most  of  these  elaborations  be- 
yond the  irreducible  minimum  are  of  the  nature  of  auxiliary 
services. 

In  case  these  extra  services  are  covered  by  a  separate  charge 
and  have  expenses  separable  from  the  expenses  of  regular  rail 
operation,  they  are  considered  an  Outside  Operation,  and  their 
revenue  is  set  against  tlieir  expc^nse. 

"  '  Transportation  hy  rail '  includes  the  receipt,. transportation 
and  delivery  of  traffic,  such  storage  of  freight  as  is  necessary  to 
the  operation  of  the  railway,  all  special  facilities  necessary  for 
the  handling  of  special  classes  of  traffic,  such  as  coal,  and  ore 
docks,  coal  transfers,  and  facilities  for  the  receipt  and  delivery 
of  live  stock,  and  such  car  ferries  as  are  actual  substitutes  for 
bridges  and  tunnels.  It  does  not  include  local  collection  and 
delivery  (except  switching),  nor  transportation  by  water,  except 
car  ferries  as  above  provided."* 

The  railroad  directly  undertakes  a  score  or  more  of  these 
services  and  offers  the  facilities  for  the  performance  of  others 
by  providing  the  housing  on  a  nominal  rent  basis,  or  definitely 
arranging  with  outside  agencies  both  for  their  services  and  the 
use  of  their  plant.  Transportation  of  freight  is  the  taking  of 
freight  from  any  one  of  several  consignors,  at  any  one  of  several 
points,  and  delivering  it  to  the  particidar  consignee  of  many  con- 
signees, at  the  particular  point  of  many  points.  That  is,  ])esides 
the  mere  lineal  haul,  a  very  large  part  of  its  work  is  classifying. 
As  the  traffic  becomes  more  dense,  the  possible  interchanges 
become  very  much  greater  and  the  classifying  expense  of  trans- 

*  Classification  of  Revenues  and  Expenses  of  outside  operations;  Intro* 
ductory  Letter,  p.  5. 
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port-ation  becomes  an  increasing  proportion  of  the  whole  trans- 
portation expense. 

The  business  of  actual  transportation  subdivides  naturally 
into : 

1.  Keeping  the  line  open  by  towermen,  signal  men,  dispatch- 
ers, operators  and  crossing  watchmen. 

2.  Hauling  the  train  over  the  line. 

3.  Handling  the  traffic  at  the  terminals,  which  handling  in- 
cludes ''  classifying." 

4.  The  handling  at  terminals  of  the  tools  (cars  and  engines), 
by  which  the  hauling  and  classifying  are  done;  namely,  the 
hostling  and  inspection,  coaling,  oiling  and  watering  of  road  and 
switch  engines,  and  the  inspection,  oiling,  cleaning,  watering 
and  icing  of  freight  cars  and  coaches.  Inspection  of  equipment 
is  held  to  be  equipment  maintenance,  and  together  with  the 
running  repairs  is  in  charge  of  the  M.  of  E.  Department,  but  all 
the  rest  of  this  work  devolves  upon  the  Transportation  Depart- 
ment and  the  classification  of  transportation  expenses  follows 
closely  the  above  analysis,  adding  to  it,  provision  for  con- 
tingencies and  supervision. 

6i.  Superintendence.  Transportation  superintendence  is 
that  function  in  the  department  which  is  responsible  for  the  per- 
formance of  the  rest  of  the  department,  and  to  this  end  is 
endowed,  within  limits,  with  power  to  direct,  to  employ  and  dis- 
charge, to  discipline,  to  promote  and  demote.  The  power  to 
direct  involves  planning,  application  of  existing  methods,  and 
evolution  of  new  methods,  while  discipline  takes  the  form  of 
instruction  and  the  award  of  consequences  good  and  bad  as  the 
work  deserves,  according  to  a  well-established  code.  The  higher 
the  grade  of  superintendence,  the  less  it  has  to  do  with  discipline 
and  the  more  with  the  negotiation  of  general  policies  and  the 
co-ordinating  of  the  parts  of  the  work.  The  superintendence 
here  contemplated  would  include  without  question  the  highest 
rank  directly  occupied  with  the  supervision  of  transportation 
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matters.  But  the  point  at  the  lower  end  of  the  scale  at  which 
to  make  the  distinction  between  superintendence  and  the  class 
of  employees  next  below  is  not  so  easily  determined.  Apparently 
the  general  notion  is  that  "  Superintendence, — Transportation/^ 
refers  to  an  authority  covering  two  or  more  points.  It  fre- 
quently happens  that  station  agents  through  their  supervision 
of  local  organizations  have  responsibilities  and  authority  that 
greatly  outweigh  that  of  some  of  the  officials  charged  to  this 
account,  but  unless  they  have  a  territorial  jurisdiction,  as  for 
instance,  general  agent  of  terminals,  their  service  is  not  consid- 
ered ''  Superintendence."  Under  the  foregoing  definition,  there- 
fore, would  be  included  the  vice  president  in  charge  of  trans- 
portation, general  superintendents,  superintendents  of  trans- 
portation, division  superintendents,  trainmasters  and  assistant 
officials  with  above  titles  (possibly  chief  dispatchers  in  some 
organizations).  Supervision  of  a  particular  phase  of  transport- 
ation, such  as  car  service,  transfer  stations,  lost  cars  or  mail 
service,  is  considered  "  Superintendence.^' 

The  account  passes  further  down  the  scale  to  include  inspec- 
tion; road  foremen  of  locomotives,  travelling  locomotive  engi- 
neers and  firemen,  train  and  station  inspectors  are  in  this 
category. 

The  pay  of  officers  of  the  foregoing  description  is  carried 
to  a  subhead  of  "  Superintendence,"  while  the  pay  of  the  clerks 
and  attendants  of  such  officers  is  grouped  under  the  subhead, 
"  Clerks  and  Attendants."  This  could  be  upon  the  theory  that 
the  pay  of  officers  is  a  less  flexible  expense  than  that  of  their 
staff,  and  therefore  has  not  so  immediate  a  relation  to  the  work 
done. 

"  Office  and  Other  Expenses "  is  the  third  subhead  of  this 
account.  It  includes  all  current  expense  of  these  offices  outside 
of  pay-roll  expense,  such  as  telephone  and  telegraph  service, 
heat,  light  and  water,  and  all  supplies  (except  stationery  and 
printing,  which  are  provided  for  elsewhere)  ;  also  books  and  peri- 
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odicals  for  use  of  officers  whose  expenses  are  charged  to  this 
account.  With  the  office  expense  is  included  the  cost  of  furni- 
ture and  of  rent  and  repairs,  in  case  the  office  is  a  rented  office. 
All  travelling  expenses  allowied  officers  and  their  staffs,  includ- 
ing the  cost  of  special  cars  and  trains  for  their  use,  premiums 
on  their  fidelity  bonds,  or  expense  of  their  membership  in  asso- 
ciations on  account  of  the  railroad,  classify  as  an  office  expense. 
Should  it  happen  that  any  officer  had  charge  of  more  than  one 
department,  his  salary  and  expenses  would  be  arbitrarily  pro- 
portioned among  the  several  departments  over  which  he  had 
jurisdiction. 

62.  Dispatching  Trains.  The  movement  of  all  trains  be- 
tween terminals  is  under  the  direct  control  of  division  (or  dis- 
trict) headquarters.  A  staff  is  definitely  assigned  to  the  con- 
stant personal  charge  of  this  movement.  So  far  as  trains  move 
on  printed  schedules,  the  dispatcher  does  not  interfere,  save 
in  emergency.  However,  all  movements,  whether  on  schedule 
or  otherwise,  are  reported  to  him  telegraphically  as  the  trains 
pass  reporting  offices,  so  that  he  shall  be  in  position  at  any  time 
to  supersede  schedules.  But  the  great  volume  of  the  freight 
traffic  moves  irregularly  as  extras,  on  telegraphic  order.  The 
dispatcher's  primary  duty  is  to  keep  in  telegraphic  touch  with 
all  train  movements,  to  keep  a  record  of  such  movements  and 
rearrange  them  on  occasion,  keeping  a  record  also  of  his  orders 
and  their  acknowledgment.  His  staff  therefore  includes  not 
only  the  three  trick  dispatchers  (and  their  copyists)  who  in 
succession  keep  a  constant  hand  at  the  key,  but  also  the  tele- 
graph operators  on  the  line  from  whom  he  receives  his  reports 
of  passing  trains,  and  through  whom  he  delivers  his  orders.  If 
these  line  operators  serve  the  dispatcher  only  incidentally  in  con- 
nection with  their  other  work,  his  office  escapes  the  charge  for 
their  salaries.  If,  however,  they  are  exclusively  for  his  purposes, 
they  are  charged  to  his  account  in  lieu  of  any  other  disposition. 
With  the  salaries  of  the  staff  are  included  all  incidental  office 
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expenses,  and  presumably  any  office  rent  which  may  have  to 
be  paid. 

63.  Station  Employees.  Actual  transportation  falls  into  two 
distinct  parts;  the  line  of  road  haul,  and  the  terminal  handling 
of  the  freight  and  passengers.  This  terminal  work  further  sub- 
divides in  case  of  freight,  into  classifying  or  yard  work,  and 
station  work.  These  stations  are  on  the  line  of  road,  and  the 
primary  duty  of  the  staff  there  employed  is  the  actual  handling 
of  passengers  and  freight  to  and  from  the  cars,  and  does  not 
include  soliciting  expense  except  as  an  incident.  These  stations 
are  distinct  from  a  downtown  ticket  office,  the  stations  of  a  ferry 
service,  or  a  harbor  terminal  transfer  service  performing  a 
transportation  between  two  or  more  points,  one  of  which  is  not 
on  the  rails  of  the  carrier.  The  expense  of  these  latter  stations 
is  chargeable  to  "  Outside  Operations." 

The  station  force  performs  all  the  service  of  every  character 
included  in  the  regular  transportation  service,  except  that  at 
grain  elevators  and  coal  and  ore  docks.  In  addition,  it  performs 
various  miscellaneous  services  for  small  fees,  such  as  parcels- 
room  attendance,  and  baggage  storage.  There  is  an  additional 
service  in  and  about  a  station  performed  by  individuals,  or 
agencies  outside  of  the  railroad,  which  the  railroad  may  arrange 
for  by  offering  housing  facilities  and  collecting  therefor  priv- 
ilege rentals.  Such  would  be  barber  shops,  telephone  and  tele- 
graph offices,  news-stands,  lunch  counters  and  dining  rooms. 
These  services  are  not  an  expense  of  the  station. 

In  addition  to  the  direct  handling  of  traffic,  the  station 
employees  perform  services  for  the  Transportation  General 
Office  and  the  Audit  Office,  as  car  clerks  and  ticket  receivers 
and  collectors. 

Station  employees  are  divided  into:  "Agents,  Clerks  and 
Attendants,''  on  the  one  hand,  and  "  Labor  at  Stations,''  on  the 
other  hand.    The  former  group  are  all  salaried  employees,  there- 
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fore  the  expense  is  less  flexible  than  that  of  the  latter  group, 
which  for  the  most  part  is  made  up  of  wage  employees. 

"Agents,  Clerks  and  Attendants''  includes  the  pay  of 
freight,  ticket  and  express  agents,  and  their  assistant  agents; 
and  of  the  station  master,  station,  passenger  and  baggage  agents, 
cashiers  and  accountants,  and  the  full  staff  of  clerks,  ticket  col- 
lectors, train  callers,  baggagemen,*  porters,  ushers,  matrons, 
policemen,  detectives  and  telephone  and  telegraph  operators. 

"Labor  at  Stations''  includes  the  pay  of  the  laborers  and 
foremen  of  every  character  who  receive,  deliver,  tally,  weigh, 
truck  and  stow  freight.  It  includes  the  labor  of  handling  mails, 
the  caring  for  freight  in  transit,  such  as  transferring  cars, 
coopering,  straightening  up  or  reloading  lumber  or  other  ship- 
ment on  cars,  feeding  and  watering  stock. 

In  addition  to  all  the  foregoing,  "Labor  at  Stations"  in- 
cludes the  wages  expense  for  tending  boilers,  and  stationary 
engines  to  heat,  light  and  perform  other  services  about  the 
premises,  and  the  expense  of  cleaning  the  station. 

Any  telegraph  or  telephone  operators  on  the  station  staff 
whose  services  are  exclusively  for  dispatching  trains  or  tele- 
graph and  telephone  operations  respectively  £tre  charged  to 
those  iaccounts,  and  not  included  here. 

If  the  regular  work  of  handling  freight — ^loading  or  unload- 
ing— at  terminals  is  done  by  contract  and  is  not  an  outside 
operation,  it  is  charged  to  this  account  (Case  65). 

64.  Weighing  and  Car  Service  Associations.  When  in  the 
stages  of  competition  the  railroads  had  progressed  so  far  as  to 
agree  upon  published  tariffs,  the  rate  competition  was  not  at 
once  thereby  entirely  suppressed.  Among  the  forms  of  evasion 
practised  was  that  of  underbilling  freight,  either  by  under- 
weighing  it,  or  classifying  it  in  a  lower  class  than  that  in  which 
it  belonged.  Rival  railroads  might  be  morally  certain  that  their 
competitors  were  guilty,  but  their  only  recourse  was  to  adopt  the 
same  practice  themselves.     Because  irregular  practices  of  this 
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kind  were  open  to  every  road  to  adopt  either  on  initiative  or 
by  way  of  reprisal,  there  was  no  protection  except  by  joint 
action  and  the  establishment  of  an  independent  agency  to  in- 
spect the  weighing  and  billing  of  all  freight  at  competitive 
points,  and  to  enforce  penalties  on  the  offenders  on  a  prear- 
ranged basis.  These  weighing  associations  came  to  be  a  regular 
feature  of  railroad  operatit)ns,  and  the  proportional  cost  of 
maintaining  them,  which  was  paid  by  each  road,  came  to  be  a 
regular  item  in  their  monthly  expenses. 

With  secret  competition  in  rates  eliminated,  there  remained 
the  competition  in  service,  and  a  particularly  large  kind  of  such 
competition  was  in  the  irregular  use  of  the  freight  car  by  ship- 
pers. The  car  has  always  been  a  traffic  maker,  as  it  can  be  on 
legitimate  lines,  but  it  is  a  very  expensive  form  of  a  warehouse 
for  a  railroad  to  provide,  even  if  extended  warehousing  were  an 
item  in  the  rate.  Siich  great  abuses  arose  in  this  connection 
that  railroads  for  mutual  protection  were  compelled  to  organize 
associations  to  enforce  established  rules  for  the  collection  of  de- 
murrage after  the  scheduled  allowances  for  unloading  of  cars 
had  elapsed.  These  associations  were  called  Car  Service  Asso- 
ciations. Both- the  "Weighing  and  the  Car  Service  Associations 
were  a  result  of  irregular  competitive  conditions,  and  botli  also 
were  to  guard  against  irregular  practices  by  the  operating  de- 
partment at  stations.  They  therefore  fell  into  the  same  class  of 
expense.  This  account  includes  all  expenses  of  every  character 
for  the  associations  described  above. 

65.  Coal  and  Ore  Docks.  Coal  and  ore  constitute  a  very 
large  part  of  the  tonnage  of  some  roads ;  the  condition  of  hand- 
ling is  substantially  the  same,  and  is  also  different  from  the 
handling  of  other  kinds  of  freight.  The  load  is  shot  into  the 
car  by  gravity  at  the  forwarding  station;  a  large  tonnage  is 
carried  by  each  c?.r;  protection  against  weather  is  unnecessary, 
and  the  discharge  at  destination  is  generally  by  gravity.  While 
the  carload  rate  at  which  such  freight  is  carried  relieves  the 
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carrier  from  the  expense  of  discharging  the  freight  at  destina- 
tion, if  the  volume  of  traffic  justifies,  the  carrier  will  install  an 
unloading  plant.  The  business  does  justify  this  at  a  very  large 
number  of  stations,  and  always  at  a  water  terminal,  which  is 
generally  also  a  strategic  routing  point.  Should  the  service, 
however,  include  the  storage  of  coal  or  ore  and  the  reloading 
on  forwarding  order,  such  service  would  be  auxiliary  to  the 
regular  performance  of  transportation:  a  special  charge  would 
be  made  and  the  operation  would  constitute  an  outside  opera- 
tion (Case  487). 

This  account  includes  the  operating  cost  both  for  labor  and 
supplies  and  presumably  for  rent,  of  those  coal  and  ore  docks 
which  do  not  classify  as  Outside  Operations.  The  distinction 
between  supplies  and  the  material  used  in  maintenance,  must  be 
carefully  preserved,  the  latter  being  a  maintenance  charge.  Fur- 
thermore, the  "  supplies  '^  here  charged  do  not  include  stationery 
and  printing,  for  which  there  is  a  separate  account  which  in- 
cludes all  stationery  and  printing  used  in  the  Transportation 
Department. 

66.  Station  Supplies  and  Expenses.  Under  the  head  of 
"  Station  Employees  ^^  is  a  full  description  of  the  station  em- 
ployees whose  labor  is  there  provided  for.  It  is  the  supplies  and 
expenses  for  the  station  that  are  provided  for  under  this 
account.  The  former  expense  is  the  pay-roll  labor,  while  this 
account  includes  all  other  expenses  for  the  operation  of  those 
stations,  except  stationery  and  printing,  insurance  and  repairs, 
of  which  the  last  named  is  maintenance.  A  station  performs  a 
function  for  the  public  directly.  Should  the  station  incidentally 
be  made  to  serve  in  addition  any  other  purposes,  such  as  those 
of  the  telegraph  company  or  any  particular  phase  of  the  actual 
work  of  the  Transportation  Department,  such  as  the  dispatch- 
ing of  trains,  these  are  in  the  nature  of  secondary  functions 
at  this  point.  On  this  theory,  charges  for  office  space  may  not 
be  made   (unless  specially  provided  for  in  the  telegraph  con- 
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tract),  but  all  direct  expenses  and  supplies  incurred  by  such 
services     should     be     eliminated     from     "  Station     Supplies 
and    Expenses/'      Pay-roll    expense    at    stations    is    separated 
from   "  Station    Supplies   and   Expenses ''    because   it    is   less 
flexible. 

The  two  leading  items  of  this  expense  are  "  Heating  ^^  and 
"  Lighting" ;  subheads  are  therefore  provided  for  each.  "  Heat- 
ing" embraces  the  supplies  expense  for  fuel,  water,  steam  to 
heat  station  waiting  rooms,  freight  and  passenger  oflSces,  and 
other  office  buildings. 

"Lighting"  provides  for  all  station  buildings,  rooms  and 
offices,  and  street  approaches,  but  does  not  include  provision  for 
yards.  The  expense  embraces  the  supplies  and  expense  of  every 
character  to  perform  the  lighting,  whether  by  purchased  or  pro- 
duced gas,  or  current,  or  by  oil.  Under  the  subhead,  "  Other 
Expenses"  is  gathered  the  great  bulk  of  station  supplies  and 
expenses.  If  the  building  be  rented,  the  rent  charge  is  lodged 
here.  Furniture,  as  desks,  stoves,  carpets,  typewriter  stands, 
water  coolers,  their  cost,  repairs  and  renewals  are  all  classed  with 
supplies,  as  items  that  practically  give  up  most  of  their  value  at 
the  place  where  the  furniture  is  first  assigned.  Hand  imple- 
ments for  handling  freight  and  baggage,  or  outfit  for  general 
utility,  such  as  horse  and  wagon,  or  bicycle,  are  also  held  to  be 
too  small  as  individual  units  to  be  treated  otherwise  than  as  sup- 
plies, and  therefore  are  "  charged  out "  when  put  into  service  in 
the  same  manner  as  lanterns,  buckets,  ladders,  marking-pots, 
uniforms  or  badges.  Lantern  supplies,  horse  feed  and  shoeing, 
locate  here  naturally. 

Payments  for  any  special  service  about  the  station  are  a  part 
of  this  expense,  such  as  for  sanitary  service,  for  water,  washing 
towels,  or  sprinkling  about  station,  rent  of  special  tools  or 
patented  devices,  premium  on  station  employees'  bonds,  licenses 
for  ticket  agents'  membership  in  agents'  associations. 

Bent  is  generally  a  charge  to  income,  but  rent  of  station 
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buildings  is  made  an  exception  to  the  rule  and  charged  to  this 
account.     (Case  564), 

Transferring  mail  under  contract  is  charged  here  (Case 
628),  but  contract  expense  for  loading  and  unloading  freight  is 
a  charge  to  "Station  Employees ^^  (Cases  65,  517,) 

Yard  Service — General.  As  noted  in  the  general  analysis, 
transportation  consists  of  two  parts:  the  road  haul;  and  the 
classification  work  at  both  ends.  At  the  forwarding  end  when 
the  car  is  ready  to  be  moved,  it  must  be  classified  according  to 
the  train  into  which  it  goes,  and  to  an  order  in  that  train  accord- 
ing to  its  destination.  This  classification  is  repeated  at  division 
terminals  en  route  as  the  train  "  consist  ^^  is  changed  by  drop- 
ping out  and  picking  up  cars.  At  destination  the  car  must  again 
be  classified  and  switched,  this  time  according  to  the  point  at 
which  the  delivery  is  made,  either  the  house  track  or  piers,  or 
particular  team  tracks. 

In  the  mining  regions  it  frequently  occurs  that  this  classi- 
fication or  assembling  of  cars  into  trains  involves  extended 
switch  movements  from  various  collieries,  or  other  mine  open- 
ings, or  colliery,  or  mine  tracks,  on  lateral  lines  to  a  point  of 
assemblage  for  the  district  where  the  train  is  made  up.  Up  to 
this  time  the  work  is  called  switching,  and  when  the  cars  are 
assembled  in  a  complete  train  they  pass  forward  as  a  regular 
road  movement.  On  the  return  of  the  empty  cars  to  the  col- 
lieries or  mines,  the  converse  movement  occurs,  namely, 
the  dispersal  of  the  cars  from  a  common  .  point  of 
distribution  for  the  district  which  is  the  end  of  the  road  haul. 
"When  freight  handled  in  this  way  is  billed  from  the  point  of 
concentration,  that  is  where  the  road  movement  begins,  the  pre- 
liminary movement  is  technically  "switching,''  which  may  or 
may  not  have  a  specific  revenue,  but  is,  however,  definitely  classed 
as  yard  service.  When  on  the  contrary  the  way  billing  is  direct 
from  each  colliery  or  mine,  the  haul  from  such  colliery  or  mine 
to  the  point  of  concentration  is  not  considered  switching,  and 
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the  work  is  not  considered  yard  service,  the  charge  being  made 
upon  regular  tariff  basis  (Case  69).  The  foregoing  movements 
are  those  incidental  to  transportation  from  the  railroad  yard  or 
station  at  the  point  of  origin  to  the  yard  or  station  at  the  point 
of  destination.  They  are  a  part  of  the  regular  service  which  is 
paid  for  in  the  regular  rate. 

In  addition  to  this  classification  from  and  to  points  in  the 
railroad's  owa  yards  at  the  forwarding  and  receiving  station, 
there  is  a  switch  movement  called  commercial  switching,  for 
which  collection  is  made  directly,  or  in  the  apportionment  of  a 
through  rate.  Such  switch  movement  is  from  and  to  industrial 
sidings  on  the  carrier's  lines,  between  industrial  sidings  on  the 
carrier's  lines,  between  foreign  roads  and  industrial  sidings  on 
the  carrier's  lines,  and  between  the  carrier's  road  and  industrial 
sidings  on  foreign  lines,  and  also  between  connecting  carriers 
when  an  allowance  is  made  for  such  transfer.  These  movements 
are  performed  by  a  switch  engine,  without  a  caboose,  in  that 
irregular  movement  called  switching,  which  is  made  without 
train  orders  or  schedule  between  designated  switching  limits.  In 
this  way  it  is  distinguished  from  the  train  movement  on  the  line 
of  road.  Such  special  movements  are  considered  additional 
service  outside  the  regular  transportation,  and  a  switching 
charge  is  made  therefor.  This  charge  is  generally  an  arbitrary 
one  at  so  much  per  car,  though  sometimes  it  is  on  the  basis  of 
weights,  but  regardless  of  the  class  of  the  freight  and  the  exact 
distance  s^^itched. 

The  foregoing  both  in  respect  to  the  classifying  work  and  the 
actual  switch  movements,  refers  to  cars  in  commercial  service. 
There  is  also  a  movement  through  the  yard,  and  within  switch- 
ing limits,  of  cars  in  company  service,  such  as  those  carrying 
company  material;  ties,  rail,  ballast,  or  supplies.  Such  freight 
yields  no  revenue ;  if  moved  in  trains,  the  train  is  called  a  work 
train;  when  any  considerable  volume  of  such  service  is  per- 
formed by  a  switch  engine  it  is  charged  to  a  work  train  ser- 
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vice  open  account,  through  which  it  is  cleared  to  the  charge  of 
the  work  performed.  In  the  same  manner,  there  is  a  very 
considerable  volume  of  switching  in  and  about  shops.  This 
is  not  commercial  switching,  and  it  is  therefore  not  charged  with 
regular  yard  service,  but  is  carried  to  "  Shop  Expenses "  and 
there  cleared  to  the  accounts  chargeable  for  the  service  per- 
formed. 

Work  of  the  nature  above  described  is  performed  by  a  special 
organization  under  the  yardmaster,  except  at  way  stations, 
when  it  may  be  done  by  the  local  freight  train.  It  constitutes 
a  fixed  type  of  railroad  operation,  and  therefore  the  wages  and 
expenses  of  the  organization  which  performs  it  are  gathered' 
together  in  a  group  under  descriptive  heads  by  which  the  total 
expense  can  be  followed  and  analyzed.  The  switching  done 
along  the  line  of  road  by  regular  trains  at  points  where  there 
is  no  regular  switching  service  maintained,  does  not  belong  to 
this  group,  because  such  switching  is  merely  an  incident  of  the 
regular  road  service.  It  has  been  ruled  that  a  road  engine 
regularly  switching  eight  hours  at  a  turning  point  is  perform- 
ing an  assigned  yard  service,  and  therefore  a  portion  of  such 
engine  expense  should  be  charged  to  yard  service  under  the 
proper  head  (Case  71). 

67.  Yardmasters  and  Their  Clerks.  This  account  is  in- 
tended to  embrace  the  salaried  expense  for  the  administration 
of  the  yard  service  as  next  above  described.  It  begins  with  the 
highest  titled  officer  assigned  to  the  direct  care  of  the  yard  ser- 
vice, and  called  general  yardmaster.  A  superintendent  of  ter- 
minals, however,  whose  duties  embrace  the  handling  of  freight 
as  well  as  the  switching  of  cars  would  be  charged  to  "  Superin- 
tendence '^  and  not  to  this  account.  Passing  down  the  scale,  the 
account  includes:  yardmaster,  assistant  yardmaster,  and  gen- 
eral yard  foreman;  but  the  same  principle  that  in  the  case  of 
M.  of  E.  applies  to  draw  the  line  between  superintendence  and 
supervision,  charging  the  latter  with  the  direct  labor,  operates 
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here  to  place  the  yard  foreman  with  his  brakemen  and  yard 
switchmen,  under  the  head  of  "Yard  Conductors  and  Brake- 
men/^ 

With  the  oflScials  go  their  staff  of  clerks  and  attendants. 
Besides  the  superintendents  and  staff,  this  account  also  includes 
the  general  salaried  expense  for  policemen,  watchmen,  and  de- 
tectives in  yard  service.  The  continuity  and  general  character 
of  their  service  put  them  substantially  in  the  same  class  as  the 
yardmaster^s  clerks.  In  addition  to  the  making  up  of  the  out- 
going train,  the  yard  service  has  the  responsibility  of  making 
up  the  passenger  and  freight  train  crews,  and  the  employees 
who  "  call  ^^  both  these  crews  and  the  yard  crews  are  charged  to 
this  account. 

68.  Yard  Conductors  and  Brakemen.  Yard  service  has 
been  fully  characterized  under  its  own  caption.  The  actual 
yard  work  is  performed  by  movable  gangs  detailed  to  work  with 
a  specific  engine  as  its  switch  crew,  and  constituted  of  "yard 
brakemen  "  or  "  switchmen,^^  under  the  direction  of  a  yard  "  con- 
ductor ^^  or  "  f oreman.^^  These  forces  are  distinguished  from  the 
yard  switch  and  signal  tenders  who  are  assigned  to  fixed  loca- 
tions in  the  yard,  and  are  cared  for  under  another  account, 
which  has  less  direct  relation  than  this  to  the  fluctuations  of 
business. 

The  wage  expense  only  of  yard  conductors  and  brakemen  is 
charged  to  this  account. 

69.  Yard  Switch  and  Signal  Tenders.  As  an  auxiliary  to 
the  moving  gang  in  the  yard,  which  travels  with  the  switching 
locomotive,  is  a  force  of  assigned  switchmen  and  signal  tenders, 
who  throw  switches,  control  signals,  or  operate  interlocking 
plants  which  may  be  used  exclusively  for  the  government  yard 
movements.  A  primitive  type  of  yard  is  operated  entirely  by 
the  switch  crew  which  moves  with  the  switch  engine,  and  this 
expense  is  charged  to  "Yard  Conductors  and  Brakemen.^^  As 
the  business  becomes  heavier,  men  are  assigned  to  throw  particu- 
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lar  switches  on  signal.  In  time  the  manual  throwing  of  switches 
and  the  corresponding  signals,  is  superseded  by  a  mechanical  or 
mechanical-pneumatic  control  centered  in  an  interlocking  tower, 
under  the  care  of  a  lever  man.  In  the  last  two  forms  of  yard 
operation  by  assigned  switch  tenders  and  the  lever  men,  the 
necessity  for  this  account  arises,  which  provides  for  service 
auxiliary  to  that  of  the  yard  conductors  and  brakemen.  With 
the  installation  of  the  tower  comes  the  force  to  man  it.  Besides 
the  lever  men,  there  are  the  battery  men,  stationary  engineers 
and  firemen,  operating  air  compressors,  which  furnish  power  for 
signals.  In  addition,  there  are  included  the  force  of  lamp  men, 
lamp  cleaners  and  lamp  lighters,  who  care  for  the  fixed  yard 
lights  which  are  used  in  yard  service  by  night.  But  at  stations 
where  there  is  no  regular  switching  service  such  work  is  charged 
to  station  employees  who  generally  perform  it  at  such  points. 
Telegraph  operators  are  specifically  not  included  in  this  group, 
because  they  are  cared  for  under  telegraph  and  telephone  oper- 
ation, being  a  part  of  the  organization  that  keeps  open  the  sys- 
tem of  telegraphic  interchange  for  all  purposes.  The  lubrication 
of  switches  and  signals  belongs  to  this  transportation  expense 
item,  but  the  cleaning  of  switches  of  snow  and  ice  is  a  responsi- 
bility of  the  M.  of  W.  and  S.  Department,  arid  charged  to  the 
^^  Removal  of  Snow,  Sand  and  Ice.^' 

70.  Yard  Supplies  and  Expenses.  The  foregoing  yard  ser- 
vice accounts  have  provided  for  the  labor  expense  of  yard  ser- 
vice. This  account  is  to  take  care  of  yard  supplies,  and  expenses 
other  than  labor  (excepting  always  stationery  and  printing,  for 
which  there  is  a  general  transportation  account).  It  includes 
primarily  the  rent  of  any  buildings  occupied  by  the  yard  ser- 
vice. This  item  of  rent  is  not  specified  in  the  account,  but  it  is 
specified  in  similar  accounts,  and  presumably  should  be  included 
here.  These  buildings  are  generally  owned,  however ;  there  is  no 
rent  charged  for  them,  while  their  repairs  are  a  M.  of  W.  and  S. 
expense.    All  other  current  expenses  of  these  buildings,  such  as 
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heating,  lighting,  furnishing,  and  miscellaneous  supplies  classify 
here. 

This  account  provides  the  working  force  with  their  equip- 
ment and  supplies  of  lanterns,  oil  and  wicks  for  lanterns  and 
switchlamps,  lubricants  for  yard  switches,  flags,  switch  keys, 
switch  ropes  and  chains,  supplies  for  producing  power  to  operate 
a  mechanically  controlled  switch  system  by  compressed  air  or 
other  means.  Next,  this  account  covers  payments  for  lighting 
yards,  for  telephone  service,  cost  and  expense  of  horses  used  by 
flagmen  preceding  trains  in  city  streets.  All  the  foregoing  sup- 
plies are  sharply  distinguished  from  material  used  in  repairs 
by  the  characteristic  that  such  supplies  are  of  current  consump- 
tion, like  coal  and  oil,  or  are  such  small  units  as  lanterns  and 
switch  keys,  that  they  are  being  perpetually  renewed,  or  that 
they  are  of  such  specific  adaptation  to  the  place  where  applied 
that  they  could  have  no  value  elsewhere;  such  as  furniture, 
which  loses  its  new  value  immediately  on  first  use.  Typewriters 
and  adding  machines  are  considered  "  Stationery  and  Printing  '* 
and  not  charged  to  this  account. 

71.  Yard  Enginemen.  The  yard  service  already  described 
(page  139)  is  broadly  divided  into  two  main  parts,  namely,  the 
yard  men  and  tlieir  expenses,  on  the  one  hand;  and  the  yard 
engine  expenses  on  the  other  hand;  both  wages  and  supplies. 
This  distinction  is  an  entirely  natural  one.  The  switch  engine 
is  the  great  movable  tool  which  is  used  in  yard  service  in  con- 
nection with  the  plant  of  classification  tracks,  switches,  leads, 
crossovers  and  signals  to  perform  the  work  of  classifying  and 
switching  cars.  This  tool  is  of  fairly  uniform  type  in  cost  of 
upkeep,  fuel,  wages  and  supplies  expense.  Save  in  infrequent 
cases  where  the  volume  of  traffic  justifies  a  special  type  of  switch 
engine  for  the  freight  business,  the  ordinary  switch  engine  per- 
forms both  passenger  and  freight  switching.  It  is  of  somewhat 
different  design  from  the  road  engine  in  order  to  be  under  better 
control  for  quick  movements  forward  and  backward,  and  to 
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move  safely  around  short  curves  and  over  frogs.  In  the  mining 
district,  however,  the  road  engine  is  made  to  do  the  mine  switch- 
ing between  colleries  or  other  mine  openings,  and  the  end  of  the 
road  run.  But  this  service  is  more  particularly  a  matter  of 
direct  movement  of  irregular  "  cuts  '^  than  of  classification. 

In  the  electrification  of  tracks  in  the  large  cities  there  has 
been  introduced  the  switching  of  cars  by  electricity.  This  is, 
so  far,  confined  to  passenger  service  (save  some  tunnel  move- 
ments), and  that  only  at  a  few  points,  so  that  it  is  practically  a 
negligible  factor. 

Yard  enginemen  include  both  the  engineer  and  the  fireman. 
These  two  men  are  of  different  grades  and  have  different  rates 
of  pay,  but  they  are  mutually  complementary,  the  service  being 
incomplete  without  both,  so  that  their  wages  together  form  a 
unit  of  expense.  Their  time  is  regularl}'^  charged  to  the  Trans- 
portation item  of  expense,  "  Yard  Enginemen,'^  unless  they  are 
switching  for  the  shop,  when  the  charge  is  made  to  M.  of  E. 
"  Shop  Expenses,^^  or  unless  they  are  making  up  work  trains  for 
the  Maintenance- of  Way  and  Structures  Department,  in  which 
ease  the  expense  is  borne  by  that  department. 

72.  Enginehouse  Expenses — Yard.  The  switch  engine, 
which  is  the  big  movable^tool  used  in  yard  service,  is  itself  so 
large  and  intricate  that  it  requires  a  force  and  special  plant 
devoted  to  its  housing,  maintenance  and  preparation  each  day 
for  its  regular  service.  Part  of  this  care  is  upkeep,  and  part 
of  it  is  mere  application  of  supplies  and  renewal  of  trivial  units 
of  equipment  which  are  of  the  nature  of  supplies.  The  former 
is  maintenance,  and  it  affects  the  life  of  the  locomotive,  not.  alone 
in  its  ability  to  do  the  work  of  the  current  day,  but  in  its  ability 
to  do  work  for  several  days  and  weeks ;  whereas  the  latter  affects 
only  its  ability  to  do  the  work  of  the  day.  Its  effect  is  consumed 
in  each  daily 'performance.  The  latter  expense  is  therefore  a 
definite  and  specific  charge  against  the  work  of  the  day.  A 
given  number  of  tons  of  coal  have  been  consumed,  a  given  num- 
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ber  of  gallons  of  oil  have  been  applied,  seventy-two  constructive 
miles  have  been  produced,  and  six  hundred  cars  have  been 
handled  during  the  day^s  work.  The  maintenance  is  provided 
for  under  M.  of  E.  "  Enginehouse  Expenses — Yard  ^'  is  a  Trans- 
portation expense  and  therefore  is  limited  to  that  part  of  the 
work  done  on  engines  at  terminals,  which  is  not  properly  main- 
tenance. It  is  further  limited  by  the  withdrawal  of  fuel, 
water,  lubricants,  and  other  supplies  for  yard  locomotives  to 
separate  heads.  In  this  theory  there  come  to  be  included  in  this 
account  the  cleaning  of  fires,  washing  of  boilers,  cleaning  of  fire 
boxes,  oiling,  packing  trucks  and  cylinders,  receiving,  turning, 
watching  and  despatching  the  locomotive.  The  coaling  expense 
is  not  charged  to  this  account  but  to  "  Fuel  for  Yard 
Locomotives.'^ 

The  line  between  maintenance  and  this  account  is  drawn  by 
charging  inspection  of  the  locomotive  to  engine  repairs,  but  in- 
spection of  ash  pans  and  smokestacks,  to  this  account.  This  is 
because  the  former  is  a  matter  of  wear,  and  the  latter  a  matter 
of  current  manipulation  and  adjustment. 

There  is  a  class  of  supplies  used  at  the  roundhouse  iii  the 
performance  of  cleaning  and  general  hostling,  which  is  charged 
here  because  it  is  an  incident  to  the  work  done,  and  not  like 
lubricants  and  fuel,  a  supply  applied  at  the  terminal  to  be  con- 
sumed on  the  run.  Examples  of  such  supplies  chargeable  to  this 
account  are  boiler  oil,  lamp  black,  waste  (used  in  cleaning),  lye, 
cleaning  and  polishing  compounds,  hand  tools  for  truck  packers 
and  hostlers. 

With  the  direct  expense  of  performing  the  kinds  of  work 
above  enumerated  necessarily  goes  all  incidental  expense  of 
heating,  lighting,  and  cleaning  the  premises,  furnishing 
any  power  required,  and  all  supplies  and  hand  tools  in 
keeping  the  plant  and  its  equipment  in  working  order, 
and  disposing  of  waste;  thus  power  for  operating  turntables, 
oil   for   lubricating   them   and   lighting   their   signals,   shovels 


TRANSPORTATION  147 

and  wheelbarrows  for  handling  cinders  from  the  ash  pit;  rent 
of  cinder  cars;  and  all  water  used  about  the  premises,  except 
that  supplied  to  engine  tenders,  would  be  embraced  in  this 
classification. 

This  account  includes  both  labor  and  supplies  expense,  the 
wages  of  the  roundhouse  foreman  and  his  clerks,  being  divided 
arbitrarily  between  engine  repairs  and  this  account,  and  the 
division  in  respect  to  the  other  labor  being  determined  by  actual 
assignments. 

In  case  the  yard  engine  roundhousing  is  done  at  a  terminal 
where  both  road  engines  and  yard  engines  are  cared  for,  the 
charge  of  each  class  should  be  upon  the  basis  of  the  number  of 
engines  handled. 

73.  Fuel  for  Yard  Locomotives.  Fuel  is  a  large  single  item 
of  yard  locomotive  expense.  Regardless  whether  the  fuel  be 
coal,  coke,  oil  or  wood,  it  performs  the  same  function  and  there- 
fore constitutes  a  definite  classification  of  cost.  It  is  the  source 
of  power  for  moving  mass,  which  in  terms  of  the  mechanical 
engineer  constitutes  the  operation  of  transportation. 

The  cost  is  the  cost  of  the  fuel  placed  on  the  tender.  There- 
fore besides  the  invoice  cost  of  the  fuel,  it  includes  any  freight 
charges  paid,  and  the  operating  expense  of  fuel  stations  for 
labor,  supplies,  and  hand  tools.  But  repairs  of  the  coaling  sta- 
tion and  its  fixtures  are  charged  to  "Buildings,  Fixtures  and 
Grounds,^'  M.  of  W.  and  S.  The  theory  is,  that  the  supplying 
of  fuel  to  road  units  of  power,  at  fuel  stations  is  so  permanent 
a  feature  of  a  railroad's  operations  that  its  plants  and  facilities 
are  incorporated  into  the  general  type  of  the  road  which  is 
cared  for  as  a  whole  under  M.  of  W.  and  S.  With  the  cost  of 
operating  the  fuel  stations  is  included  a  proportion  of  the  pay 
of  fuel  agents  and  clerks  engaged  in  accounting  at  fuel 
stations. 

74.  Water  for  Yard  Locomotives.  The  performance  of 
yard  work  by  steam  locomotives  renders  the  work  of  watering 
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locomotives  a  fixed  feature  of  yard  operation.  Sometimes  the 
water  is  furnished  by  public  water  supply  systems  and  simply 
piped  to  the  water  station.  At  other  points  it  is  supplied  by 
the  railroad  from  its  own  sources  by  an  elaborate  plant  of 
piping,  pumps,  pump  house  and  water  tank.  In  either  case,  the 
full  amount  of  the  current  expense  from  the  first  cost  of  the 
water  up  to  its  delivery  in  the  engine  tender  is.  included  in  the 
charge  to  this  account.  In  case  the  water  is  bought  delivered, 
the  expense  is  so  much  per  metered  unit  or  period  at  a  given 
point  supplied.  In  case  the  railroad  has  its  own  water  plant, 
this  account  includes  the  yard  portion  of  any  rental  of  water 
rights  and  rights  of  way  for  the  line,  the  labor  and  material 
consumed,  and  expense  of  operating  the  plant.  Such  supplies 
would  be  fuel  or  gasoline  for  power;  oil  and  waste  for  the 
machinery;  packing,  hose,  stoves,  coal  and  oil  for  heating  or 
lighting  the  pumping  station;  compounds  for  purifying  the 
water,  and  any  incidental  tests  of  the  water  to  determine  its 
effect  upon  formations  on  boiler  tubes. 

This  account  must  take  care  of  all  irregularities  in  yard 
water  supply  due  to  extraordinary  weather  conditions.  Thus, 
it  must  bear  the  expense  of  hauling  water  for  yard  locomotives 
in  times  of  drought  (Case  458),  and  of  making  temporary  con- 
nections between  water  cars  and  locomotive  tenders,  and  keep- 
ing water  in  tank  cars  from  freezing,  and  thawing  out  water 
stations.  This  is  in  contrast  with  the  principle  applied  in  the 
case  of  the  freezing  of  switches,  when  the  expense  of  thawing 
them  out  is  considered  a  charge  to  M.  of  W.  and  S.,  and  not  to 
Transportation  Expenses. 

The  foregoing  expenses  are  those  special  to  the  operation  of  a 
particular  water  station.  The  yard  proportion  of  any  super- 
visory expense  incident  to  the  operation  of  the  general  water 
supply,  would  be  charged  to  this  ajccount,  together  with  the  yard 
service  proportion  of  the  direct  expense  to  individual  water 
stations  (Case  201). 
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As  the  water  stations  are  not  generally  arranged  for  the 
exclusive  use  of  passenger,  freight  or  yard  service,  in  arriving 
at  the  amount  due  to  each  of  these  services,  the  basis  of  appor- 
tionment is  the  number  of  tons  of  coal  used  by  these  engines 
respectively  which  draw  on  the  common  source  of  water  supply. 
This  is  due  to  the  fact  that  there  is  a  fairly  constant  relation  to 
all  locomotives  between  the  pounds  of  coal  consumed  and  the 
gallons  of  water  converted  into  steam. 

75.  Lubricants  for  Yard  Locomotives.  A  large  and  dis- 
tinct item  of  yard  locomotive  operation  is  the  oil  and  waste  used 
for  the  lubrication  of  the  machinery. '  It  is  distinctly  a  supply 
as  contrasted  with  material  used  for  maintenance,  and  it  should 
bear  a  fairly  constant  relation  to  the  work  done,  so  that  it  can 
be  followed  with  practical  precision.  The  bearing  surfaces 
which  have  to  be  lubricated  have  different  degrees  of  delicacy  of 
adjustment,  and  therefore  different  grades  of  oil  are  used  for 
specific  parts  of  the  machinery.  These  lubricants  generally  are 
valve,  engine  and  car  oil,  with  occasional  compounds.  In  good 
practice  they  are  not  interchangeable,  so  that  their  difference 
in  price  does  not  vitiate  comparisons  of  the  expense  due  to  a 
differing  proportion  of  the  several  lubricants  used  for  the  same 
result. 

76.  Other  Supplies  for  Yard  Locomotives.  To  this  account 
are  charged  all  the  supplies  and  small  equipment  issued  to  yard 
locomotives  for  their  work,  except  fuel,  water  and  lubricants. 
Such  supplies  are  distinguished  from  those  used  at  the  roadhouse 
in  the  process  of  cleaning  and  wiping  engines.  They  include 
such  items  as  invoice  cost  of  sand,  dried  and  furnished  at  the 
engine  house,  supplies  of  oil  and  wicks  for  headlight  and  other 
engine  lamps,  and  for  engine  men^s  torches;  also  supplies  inci- 
dent to  the  production  of  electric  light  or  acetylene  gas  if  used 
in  the  headlight  of  the  engine.  Supplies  are  material  of  immedi- 
ate current  consumption  as  distinguished  from  material  used  in 
repairs  which  is  not  of  immediate  current  consumption,  but 
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whose  life  extends  over  a  considerable  period.  In  marking  the 
distinction  it  has  been  ruled,  that  metallic  packing  is  a  charge  to 
repairs  and  not  to  supplies  (Case  256). 

The  small  articles  of  furniture,  tools,  etc.,  which  constitute 
the  equipment  of  the  locomotive  and  whicli  may  be  renewed  from 
time  to  time,  constitute  the  great  body  of  "  Other  Supplies  ^'  of 
yard  locomotives.  Examples  of  these  would  be  axes,  brooms, 
crowbars,  signal  lamps,  lanterns,  switch  keys,  jacks,  shovels, 
scoops,  and  engine  equipment  of  hand  tools.  This  account  is 
designedly  of  a  miscellaneous  character  to  provide  for  the  "  all 
other  ^'  items  after  the  principal  items  of  fuel  and  lubricants 
have  been  set  into  groups  by  themselves. 

When  it  is  not  possible  to  apportion  the  issues  of  sand 
between  the  services  to  which  they  apply,  no  part  of  such  expense 
should  be  charged  to  yard  service,  but  the  entire  charge  should 
be  made  to  road  service  (Case  75). 

77,  78.  Operating  Joint  Yards  and  Terminals — Dr.,  Cr. 
Most  of  the  yard  service  occurs  at  large  cities  and  at  terminals 
which  generally  are  interchange  points  with  other  roads.  A  con- 
siderable part  of  the  yard  service  performed  at  such  points  is  the 
transfer  of  cars  to  and  from  connections,  which  is  entirely  a 
switching  movement.  To  reduce  the  cost  of  such  work  to  the 
minimum,  connecting  carriers  frequently  arrange  that  one  or 
the  other  shall  perform  a  service  for  both  at  those  places  on  a 
co-operative  basis,  the  expense  being  billed  at  cost.  The  road 
which  has  the  plant  of  yard,  switch  locomotives  and  organization, 
handles  the  business  as  a  whole,  setting  the  entire  cost  against 
the  entire  work  done,  under  each  of  the  proper  heads  of  account, 
of  which  there  are  some  ten  for  yard  service.  In  order  not  to 
disturb  the  actual  rates  between  this  expense  and  the  units  of 
work  done,  in  the  detail  of  this  road's  statistics,  it  is  arranged  to 
leave  in  these  accounts  as  first  charged,  the  full  amount  of  such 
operating  expense  as  may  be  chargeable  to  the  connecting  carrier, 
and  to  make  the  accounting  for  the  bill  that  passes,  by  setting 
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up  an  offsetting  credit  in  a  general  yard  account,  designated 
"  Operating  Joint  Yards  and  Terminals — Cr."  The  debtor  road 
on  its  part  takes  up  the  amount  of  its  charge  in  a  corresponding 
general  yard  account  Operating  Joint  Yards  and  Terminals — 
Dr.,  without  disturbing  its  ten  detail  accounts  of  yard  expense, 
comprised  of  charges  originating  in  its  own  service  against 
which  it  has  its  own  units  of  performance. 

Train  Movement — General.  Actual  transportation  on  a 
railroad  has  two  main  phases,  namely,  that  of  handling  traflSe 
and  classifying  the  cars  in  which  it  is  moved,  at  the  points  of 
origin  and  destination,  and  performing  the  actual  haul  between 
these  points.  In  the  performance  of  this  haul  the  railroad  uses 
the  largest  tool  in  its  outfit  of  plant  and  equipment ;  this  largest 
tool  is  the  train  unit,  which  is  the  unit  of  movement  between 
*  these  termini.  This  train  unit  is  composed  of  two  parts, — ^the 
equipment  in  which  the  traffic  is  carried  and  the  power  which 
moves  this  equipment  with  its  load.  An  exception  to  this  is  the 
train  composed  of  electric  or  gasoline  motor  cars  in  which  the 
power  and  the  cars  comprise  one  and  the  same  equipment  unit. 
The  division  into  these  two  parts  is  a  valid  one  because  the  power 
can  be  kept  in  constant  movement  while  the  equipment  may  be 
lying  at  terminals  to  receive  or  discharge  traffic.  Except  so  far 
as  it  is  necessary  to  adjust  the  power  to  the  balance  of  traffic, 
which  commercial  conditions  impose,  the  power  should  move 
under  full  load. 

This  road  movement  in  train  units  is  primarily  for  revenue. 
Boad  movement  in  train  units  which  does  not  yield  revenue  falls 
into  a  class  by  itself  called  non-revenue  train  movement,  and  its 
expenses  are  charged  directly  to  that  phase  of  the  railroad's 
maintenance  or  management  to  which  they  apply  as  an  incidental 
expense  to  such  work,  whether  it  be  a  charge  to  M.  of  W.  and  S. 
for  work  or  ballast  train  service,  or  to  the  administrative  expense 
of  any  department  of  operations  as  a  special  service.  For  such 
movements  both  the  expense,  and  the  train,  engine  and  car  miles 


152  RAILROAD    EXPENSES 

involved  are  eliminated  from  the  ref;ular  revenue  service  classifi- 
cations of  expense  and  mileage  respectively.  In  case  such 
special  service  is  for  less  than  a  full  train,  no  charge  is  made 
except  for  the  actual  extra  expense  thereby  created  above  the 
requirements  of  the  regular  service. 

This  power  expense  for  revenue  road  service  is  classified 
under  some  nine  accounts  which  set  it  out  under  the  heads  of  its 
principal  congruous  elements. 

79.  Motormen.  With  the  introduction  of  electricity  in  rail- 
road operation,  there  are  now  two  methods  of  power  production ; 
the  first,  by  the  steam  locomotive,  is  that  of  many  independently 
operated  and  complete  power  units.  The  second,  where  electric 
propulsion  is  used,  is  that  of  a  single  power  generating  plant, 
where  coal  is  converted  into  energy,  and  where  a  distributing 
transmission  system  delivers  to  a  large  number  of  moving  power 
units  called  electric  motors.  Because  the  performance  of  these 
moving  units  does  not  include  the  actual  conversion  of  coal  into 
energy,  but  merely  the  application  of  energy  generated  else- 
where, the  accouYit  of  motormen  is  set  up  in  distinction  from  that 
of  road  engine  men. 

This  account  is  for  the  specific  expense  of  manning 
the  electric  motor  unit  to  move  commercial  trains  over  the  road. 
It  includes,  therefore,  motormen's  pay  for  all  incidental  "  light  ^' 
movement  for  balancing  power,  and  the  expense  of  any  necessary 
dead-heading  to  and  from  actual  train  movements.  If  a  motor- 
man  from  another  division  carries  a  train  over  the  line,  the 
expense  of  a  pilot  familiar  with  the  local  signals  and  operating 
conditions,  who  must  go  with  him,  is  chargeable  to  this  account 
as  the  pilot  is  necessary  to  the  movement  of  such  train.  Motor- 
men  on  non-revenue  trains  are  charged  to  the  department  served, 
and  not  to  this  head  of  transportation  expense. 

80.  Road  Enginemen.  The  steam  locomotive  as  a  complete 
independent  power  unit  is  regularly  manned  by  the  fireman,  who 
provides  the  power,  and  the  engineer,  who  drives  the  locomotive. 
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They  are  of  different  grade  and  rates  of  pay,  but  neither  occurs 
without  the  other,  and  therefore  their  wages  together  constitute 
a  unit.  This  is  the  wages  expense  for  the  complete  power  unit 
which  pulls  the  commercial  train  over  the  road.  It  therefore 
includes  the  expense  of  running  "  light  ^^  incidental  to  picking 
up  a  train  when  balancing  power.  It  also  includes  the  expense 
of  deadheading  to  or  from  a  train  run.  But  the  cost  of  a  pilot  to 
explain  the  signals  and  local  conditions  in  case  a  crew  is  not 
on  its  own  division  (though  still  on  the  home  road)  is  charged  to 
"  Road  Trainmen."  If  the  pilotage  is  incidental  to  detouring 
over  a  foreign  road  at  time  of  accident  or  washout  the  expense  is 
charged  to  "  Train  Supplies  and  Expenses."  The  expense  of  road 
engine  men  moving  non-revenue  trains  is  not  chargeable  to  this 
account,  but  to  the  department  which  may  be  served.  In  case 
the  movement  is  to  or  from  shops  (not  directly  resulting  from 
a  road  breakdown)  the  expense  is  charged  to  "Repairs  Loco- 
motives" (Case  54).     . 

In  making  the  distinction  between  road  and  yard  enginemen 
it  has  been  ruled  that  the  mine  shifting  from  the  colliery  to  the 
point  where  the  road  train  is  made  up,  is  not  considered  a  road 
movement  unless  the  freight  is  billed  from  the  colliery  ( Case  69 ) . 

This  account  is  primarily  for  steam  locomotive  enginemen, 
but  in  case  the  engine  were  driven  by  gasoline  instead  of  coal, 
or  were  even  a  motor  car  (not  electric),  the  driver's  wages 
would  be  a  proper  charge  to  this  account  (Case  73). 

8i.  Enginehouse  Expenses — Road.  The  road  locomotive 
is  one  of  the  large  tools  in  railroad  operation,  in  fact  it  is  the 
largest  physical  tool  that  is  •  a  single  entity.  It  performs  its 
service  in  runs  of  a  hundred  miles  to  one  hundred  and  fifty  miles, 
in  which  it  consumes  oil,  fuel,  water,  and  miscellaneous  supplies 
that  were  placed  on  engine  or  tender  at  the  beginning  of  the  run. 
It  accumulates  ashes  ^nd  a  clinker  bed  for  its  fire,  scales  on  its 
boiler,  and  dirt  in  its  boiler  tubes,  loosens  its  cylinder  packing, 
accumulates  cinder  in  its  front  end,  and  gathers  dust  and  dirt 
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which  must  be  removed  to  make  it  sightly.  In  addition,  nuts  are 
loosened,  wearing  parts  worn  down,  structure  strained  and  a 
process  of  wear  carried  on  that  reaches  to  all  its  parts.  The 
latter  require  a  constant  inspection  to  detect  serious  defects,  but 
the  repair  work  can  be  deferred  over  extended  periods,  while  the 
actual  small  adjustments  and  repairs  at  the  end  of  each  run  will 
produce  a  serviceability  in  the  parts  repaired  that  will  meet  the 
demands  of  many  runs  before  another  renewal  is  necessary.  But 
in  case  of  the  other  body  of  effects  produced  by  each  run,  resto- 
ration must  be  made  each  day  before  the  next  run  is  possible. 
By  this  principle,  these  constitute  the  direct  consumption  of  each 
day^s  use  of  the  locomotive,  which  must  be  offset  by  productive 
work.  The  expense  of  meeting  these  conditions  is  a  distinct  cur- 
rent transportation  expense  as  differentiated  from  the  expense  of 
meeting  the  other  conditions,  which  is  a  M.  of  E.  expense  and 
charged  to  the  item  "  Road  Engine  Repairs.^^  This  general 
expense  of  handling  the  road  engine  at  the  terminal  is  set  out 
under  five  heads  of  significant  and  congruous  items.  Of  these 
five  heads  "  Enginehouse  Expenses  "  is  designed  to  include  the 
expense  of  actual  work  (not  maintenance)  on  the  engine,  and  all 
supplies  directly  used  in  such  work,  but  not  the  supplies  that 
are  put  on  the  engine  to  be  consumed  in  the  run,  for  which  the 
other  four  accounts  provide.  Such  enginehouse  expenses  are 
the  actual  work  on  the  engine  of  wiping,  cleaning,  firing,  dump- 
ing fires,  boiler-washing,  watching,  turning  and  dispatching. 
The  account  includes  also  the  operation  and  supplies  expense  of 
any  incidental  plant,  such  as  the  turntable,  transfer-table,  sand- 
drying  stove  (except  coal  for  sand-drying  stove),  hand  tools,  and 
supplies  of  boiled  oil,  lampblack,  rags,  waste,  etc.,  used  in  the 
work  of  cleaning  and  packing  trucks ;  it  includes  the  incidental 
work  of  cleaning  around  the  enginehouses,  removing  ashes  and 
cinders,  with  any  rent  expense  involved.  The  line  of  distinction 
between  the  work  which  is  maintenance  and  that  which  is  trans- 
portation expense  is  defined  by  charging  the  locomotive  inspector 
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to  the  former,  and  inspector  of  smokestacks  and  ash  pans  to  this 
account.  This  is  upon  the  theory  that  the  former  kind  of 
inspection  has  to  do  with  wear,  while  the  other  inspection  has  to 
do  with  the  current  manipulation  and  adjustment  of  parts  in 
operation.  The  line  of  distinction  is  further  defined  by  charging 
the  front  end  paint  applied  to  locomotives  at  the  enginehouse, 
to  this  account  and  not  to  "  Locomotive — Repairs^'  (Case  391). 

The  administrative  expense  of  enginehouse  foremen  and 
their  clerks  is  apportioned  between  M.  of  E.,  and  Transportation 
Expenses,  according  to  the  work  done.  With  the  roundhouse, 
goes  the  complement  of  callers,  laborers  and  watchmen  who  look 
out  for  the  calling  of  engine  crews  and  have  a  general  care  and 
watchfulness  of  the  property.  Enginehouse  expense  may  be 
apportioned  among  groups  of  engines  served,  on  the  basis  of 
engines  handled.  Enginehouse  expense  for  engines  in  non- 
revenue  service  should  be  charged  to  the  department  for  which 
the  service  is  performed,  and  not  to  this  account. 

82.  Fuel  for  Road  Locomotives.  Fuel,  whether  coal,  coke, 
oil  or  wood  performs  the  same  function  in  the  production  of 
power  on  road  locomotives.  It  is  one  of  the  heaviest  items  of 
transportation  expenses,  and  therefore  kept  in  an  account  by 
itself.  Its  cost  includes  not  only  the  invoice  cost,  but  all  freight 
charges  up  to  delivery  on  the  road,  and  all  actual  expenses  up  to 
the  point  of  placing  the  coal  on  the  tender,  including  not  only  the 
direct  labor,  but  also  the  cost  of  all  hand  tools  used  in  this  con- 
nection. Wheelbarrows  are  considered  hand  tools,  but  coal 
buggies  are  classed  with  coal  chutes,  air  hoists,  pockets  and 
screens,  as  fixtures  of  the  coal  handling  plant,  and  their  repairs 
and  renewals  are  included  in  "Buildings,  Fixtures  and  Grounds." 
The  account  includes  the  wages  expense  both  manual  and  clerical 
at  fuel  stations,  and  presumably  any  co'st  of  heat  or  light 
furnished  at  such  points.  Fuel  supplied  to  locomotives  in  non- 
revenue  train  service  is  not  chargeable  to  this  account,  but  to  the 
departments  served. 
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83.  Water  for  Road  Locomotives.  Water  is  supplied  at 
some  places  by  public  service,  and  at  other  places  by  installations 
of  the  railroad.  This  account  embraces  the  entire  cost  of  the 
water  delivered  on  the  road  locomotive  in  commercial  service, 
including  first  cost,  if  metered  or  had  by  water  rights,  and  all 
incidental  operating  costs, — ^such  as  heating  and  lighting  water- 
stations  and  expense  for  coal  or  oil  for  power, — but  excluding 
all  repairs  of  plant,  which  are  a  M.  of  W.  and  S.  charge.  With 
the  direct  cost  of  labor,  and  material  consumed,  is  embraced  the 
cost  of  small  hand  tools  and  miscellaneous  supplies  used  at  the 
water  station.  With  the  expense  of  supplying  water  is  included 
the  expense  of  treating  it,  such  as  the  salary  and  the  expenses 
of  superintendent  of  water  service,  who  supervises  the  work  of 
treating  the  water. 

This  account  takes  care  of  the  water  supply  under  abnormal 
as  well  as  normal  conditions.  Thus  the  wages  of  a  train  crew 
hauling  water  is  a  charge  to  '*  Water  for  Locomotives  '^  (Road  or 
Yard) .  Presumably  all  the  remainder  of  the  water  train  expense 
goes  with  the  crew  wages  to  this  account,  although  the  ruling  is 
silent  on  this  point  (Case  458). 

In  apportioning  water  supply  expense  for  locomotives  to  the 
yard  and  road  engines,  the  tons  of  coal  consumed  are  taken  as 
the  basis  of  the  apportionment. 

84.  Lubricants  for  Road  Locomotives.  The  wheel  is  a 
device  for  concentrating  the  friction  due  to  motion,  restricting 
it  to  two  prepared  surfaces  so  arranged  that  they  serve  as  a  con- 

•  tainer  for  a  special  material  that  can  be  forced  between  them  in 
a  minute  film  to  reduce  the  friction.  This  material  is  called 
"  lubricant.^^  The  friction  which  it  reduces  is  composed  of  the 
factors  of  weight  and  speed.  The  point  where  the  lubricant 
ceases  to  lubricate  and  keep  the  surfaces  apart,  is  called  the 
"  seizing  point,"  which  determines  the  limiting  factors  in  the 
ratio  of  area  to  weight  when  designing  journals. 

In  machinery  it  is  not  possible  to  use  the  device  of  the  wheel 
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at  all  points  of  friction.  In  certain  places  there  is  direct  friction 
of  two  surfaces  such  as  between  the  cylinder  and  the  piston  or 
the  valve  and  the  valve  seat.  The  lubricant  generally  used  in 
all  of  these  cases  is  oil,  but  oil  of  different  grades  according  to 
the  adjustment  of  the  bearing  surfaces  to  be  lubricated  and  the 
conditions  of  heat  to  be  dealt  with. 

A  lubricant  is  definitely  of  the  nature  of  a  supply  as  distin- 
guished from  "  material/^  because  it  is  generally  a  specific  appli- 
cation for  a  specific  limited  amount  of  use  and  therefore  is  a 
thing  of  very  definite  current  consumption.  With  the  develop- 
ment of  the  science  of  lubrication  however  there  are  in  the 
market  various  compounds  which  avoid  the  current  application 
of  the  lubricant  and  tend  to  class  the  lubricant  with  the  brass, 
which  is  a  maintenance  expense. 

With  the  lubricant  is  included  material  of  the  character  of 
supplies  which  is  an  incident  in  the  feed  of  the  lubricant  between 
the  surfaces  indicated.  Such  material  is  waste,  both  wool  and 
cotton.  The  function  of  lubrication  is  always  present  in  a  loco- 
motive, both  in  the  case  of  the  running  parts  and  in  the  case  of 
the  machine  parts.  Furthermore  it  is  a  phase  of  the  locomotive 
expense  which  is  very  closely  related  to  the  number  of  miles  run, 
and  therefore  constitutes  a  congruous  item  of  cost  justifying  a 
separate  heading. 

The  labor  of  applying  the  lubricant,  together  with  all  inci- 
dental expenses  for  dope  buckets  and  other  tools  for  truck 
packers,  is  not  charged  to  this  account,  but  is  considered  a  part 
of  enginehouse  expense  because  the  work  is  incidental  to  the 
general  handling  of  the  engine  at  terminals. 

85.  Other  supplies  for  Road  Locomotives.  In  order  that  a 
locomotive  may  make  its  run,  it  must  be  fully  equipped  with 
supplies  of  fuel,  water,  sand,  lubricants  and  illuminants  (applied 
and  in  cans),  lanterns,  flags,  switch  keys,  and  tools.  Most  of 
these  things  are  exhausted  during  the  run  and  must  therefore  be 
renewed  after  each  run ;  the  rest  of  them,  as  the  tools,  lanterns, 
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flags  and  switch  keys  when  broken,  worn  out  or  lost  as  the  direct 
incident  of  the  run  and  also  because  of  their  miscellaneous 
character  and  the  irregularity  of  their  replacement,  fall  into  the 
class  of  supplies. 

To  properly  understand  this  account  we  must  keep  in  mind 
the  general  operation  at  terminals  of  which  this  is  a  phase.  The 
re-equipping  of  the  locomotive  with  its  supplies  at  the  end  of  its 
run,  together  with  the  wiping  and  cleaning,  the  packing  of 
cylinders,  washing  of  boilers,  cleaning  of  flues,  dumping  of  flres, 
starting  of  new  fires,  disposal  of  ashes, — constitute  the  general 
care  of  the  locomotive,  which  are  embraced  in  the  notion  of  what 
is  generally  called,  "  hostling,  housing  and  turning/^  This  care 
really  includes, — 

(1)  The  cost  of  supplies. 

(2)  The  labor  of  placing  the  supplies  on  the  locomotive. 

(3)  The  labor  of  cleaning,  and  such  miscellaneous  work. 

(4)  'The  tools  and  secondary  supplies  necessary  in  placing 
the  locomotive  supplies  on  the  locomotive,  and  in  doing  the 
cleaning  and  miscellaneous  work. 

Fuel  and  water  are  each  such  large  and  definite  classes  of 
supplies  that  they  are  set  up  into  accounts  by  themselves  which 
include  both  the  cost  of  the  actual  supplies  and  all  costs  of  labor, 
tools  and  supplies  directly  expended  (not  maintained)  up  to 
and  including  the  placing  them  on  the  engine  tender.  Lubricants 
are  also  held  to  be  sufficiently  large  and  distinctive  to  constitute 
a  separate  class,  so  far  as  the  cost  of  the  supplies  is  concerned, 
but  the  labor  expended  in  applying  the  lubricants  is  left  in  the 
general  item  "  Enginehouse  Expense,^^  while  the  tools  used  in 
oiling  and  packing  trucks  of  locomotives  are  charged  to  "  Other 
Supplies — Road  Locomotives." 

The  cost  of  the  remaining  supplies  furnished  the  locomotive 
is  thrown  into  this  account  with  which  we  now  deal, — ^^^  Other 
Supplies — Locomotives,"  together  with  the  labor,  tools,  etc., 
expended  in  putting  them  upon  the  locomotive.    These  supplies 
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are  practically  included  in  the  items  of  illuminating  oil,  sand, 
furniture,  tools,  and  other  movable  articles  and  supplies 
required  to  fully  equip  locomotives  for  service.  These  are 
grouped  as  follows:     . 

(a)  Material  for  supplying  light,  whether  by  lamp,  dynamo, 
or  acetylene  burner. 

(h)  Sand,  including  fuel  for  sand  dryer,  and  cost  of  loading 
at  sand  pits;  together  with  wheelbarrows,  shovels,  and  screens 
used  in  handling  the  sand. 

(c)  Tools  and  general  equipment  such  as  shovels,  hammers, 
hand  saws,  switch  chains,  lanterns,  flags,  water  coolers. 

Under  the  heading  of  "  Tools  '^  there  is  charged  to  this 
account  the  items  that  correspond  to  "  Train  Supplies  and 
Expenses  "  when  used  by  trainmen,  or  in  connection  with  trains, 
such  "as,  bell  cords,  torpedoes,  lanterns,  oil  cans,  packing  hooks 
and  spoons. 

The  sand  does  not  include  the  cost  of  labor  of  drying,  which 
is  charged  to  "  Engine-House  Expenses.^^ 

Locomotives  are  generally  permanently  assigned  to  road  or 
switch  service,  but  in  cases  where  this  is  not  true,  it  has  been 
ruled  that  the  expense  under  this  account  should  be  apportioned 
between  the  two  services  on  the  basis  used. 

86.  Operating  Power  Plants.  Plants  for  producing  power 
occur  on  a  railroad  as  below: — 

(1)  For  propulsion  current  alone. 

(2)  For  shop  machinery  alone. 

(3)  For  operating  switches  and  signals  alone. 

(4)  For  miscellaneous  uses  in  and  about  a  building  and 
yard,  such  as  lighting,  heating,  and  running  elevators. 

(5)  Two  or  more  of  the  above  in  combination. 

The  power  plant  to  which  this  account  specifically  refers  is 
that  used  for  the  generation  of  propulsion  current  exclusively 
or  primarily. 

The  power  plant  is  the  substitute  for  a  large  number  of 
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individual  locomotives,  which,  in  themselves  are  complete  power 
units.  Therefore  in  adhering  to  the  original  function  which 
the  locomotive  performed,  the  expense  account  "  Operating 
Power  Plant,"  is  limited,  as  we  have  seen,  to  the  expense  of 
producing  the  propulsion  current. 

The  power  plant  embraces  both  the  generating  station  and 
the  sub-stations,  because  they  have  to  do  with  the  production,  or 
transformation  or  conversion  of  current,  and  involve  machinery 
and  skill  of  a  special  class. 

The  operation  of  these  plants  includes  the  labor,  material 
supplies  (and  presumably  small  tools)  expended  in  the  proc- 
esses of  converting  water  power  or  fuel  into  electricity,  and  the 
current  expense  of  storing,  transforming  and  converting  the 
current  thus  generated.  It  does  not  include  the  maintenance  of 
the  machinery  itself,  which  is  charged  to  M.  of  E. — "  Power 
Plant  Equipment,"  or  of  the  building  which  houses  it,  which  is 
charged  to  M.  of  AV.  and  S. — "  Buildings,"  or  of  the  line  which 
transmits  the  current,  which  is  charged  to  M.  of  W.  and  S. — 
"  Electric  Power  Transmission." 

The  kind  of  expense  by  which  this  function  is  performed,  is 
the  pay  for  all  employees  who  pass  the  coal,  man  the  furnaces, 
operate  the  engines,  machinery,  turbines  and  dynamos,  and  throw 
the  switches  controlling  the  current,  locate  the  short  circuits, 
.meet  emergencies,  and  generally  operate  the  plant.  (Those 
engaged  in  making  repairs  and  renewals  are  charged  to  the  M. 
of  E.  account.)  The  kind  of  expense  charged  to  ^^  Operating 
Power  Plants  "  must  also  include  the  cost  of  fuel,  together  with 
freight  and  delivery  charges,  and  unloading  and  stocking 
expense ;  likewise  the  cost  of  water  furnished  to  produce  power, 
either  by  steam  or  water  fall,  including  any  expense  of  pumping, 
or  renting  of  ponds,  streams,  or  pipe  lines.  The  cost  must 
further  include  all  supplies  for  cleaning  and  lubricating  the 
machinery  plant,  and  the  renewal  of  small  wearable  parts, 
which  because  of  the  irregularity  and  miscellaneous  character  of 
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their  renewal  are  of  the  nature  of  supplies, — such  as,  carbon 
brushes,  fuses,  and  lamps,  and  like  items  incidental  to  the 
operation  and  the. heating  and  lighting  of  the  plant. 

Finally  this  account  must  include  any  supervision  which  is 
limited  to  the  operation  of  the  power  plant.  In  case  this  super- 
vision, which  is  of  a  special  character,  includes  a  responsibility 
both  for  the  operation  and  maintenance  of  the  power  plant,  the 
expense  of  such  supervision  presumably  is  apportioned  between 
operation  and  maintenance,  in  the  same  way  as  the  expense  of 
supervision  of  telegraph  is  apportioned  to  operation  and  main- 
tenance under  analogous  conditions. 

87.  Purchased  Power.  As  explained  under  the  head  of  the 
foregoing  account  ''  Power  "  as  understood  in  the  classification 
of  expenses,  is  limited  to  power  for  propulsion  currents.  Inas- 
much as  the  account  includes  all  payments  for  such  power  pur- 
chased, it  is  plain  that  the  classification  does  not  contemplate 
the  extensive  interchange  of  power  among  the  carriers,  other- 
wise it  would  have  provided  an  operating  joint  power  plant  head- 
ing, to  serve  as  the  account  through  which  the  interchange  of 
bills  for  such  service  should  be  made,  as  is  provided  for  in  the 
case  of  joint  use  of  terminals  or  tracks. 

88.  Road  Trainmen.  The  road  train  is  the  regular  moving 
unit  between  termini.  An  engine  running  light,  without  a 
train  crew,  is  not  a  train,  but  running  light  with  a  train  crew, 
although  it  may  have  no  freight  or  passenger  cars,  it  is  called  a 
train. 

The  movements  of  engines  and  cars  are  divided  into  two  broad 
classes,  namely,  road  movements  and  terminal  movements, 
— the  latter  being  called  switching.  This  distinction  rests  upon 
many  considerations.  In  the  first  place,  the  terminal  movements 
are  short,  irregular,  and  for  various  purposes,  and  when  revenue 
is  collected  it  is  upon  an  arbitrary  basis;  the  terminal  move- 
ment is  at  slow  speed,  within  fixed  yard  limits.  The  road  move- 
ment is  under  exacting  conditions  for  safety,  at  high  speed. 
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under  telegraphic  order  or  block  signal  control,  and  if  a  revenue 
train,  the  tariff  is  approximately  progressive  with  the  distance 
travelled.  While  a  "  movement ''  is  over  a  division  or  operating 
district,  a  "  yard  movement  ^^  is  either  through  a  yard  or  through 
a  single  stage  in  a  yard. 

The  distinction  between  the  two  classes  of  movements  is 
generally  sharply  defined,  but  in  case  of  mine  switching  it  must, 
at  the  last,  be  made  arbitrarily.  There  is  usually  some  point 
in  the  mining  region  at  which  the  several  cuts  of  cars  are 
gathered  into  one  string,  and  the  regular  road  movement  is 
begun.  All  movements  up  to  this  point  in  assembling  the  train, 
and  conversely  all  movements  beyond  this  point  in  the  distribu- 
tion of  the  cars  in  the  train,  are  yard  movements.  But  if  the 
freight  is  billed  from  the  colliery,  then  the  entire  service  is 
classed  as  road  service.  At  some  interchange  points  the  ter- 
minals of  the  two  carriers  are  separated  by  an  intermediate 
stretch  of  road  mileage,  but  the  road  mileage  is  so  short  that  a 
regular  transfer  switch  crew  performs  the  movement.  In  such 
cases  it  has  been  ruled  that  this  is  a  road  movement,  and  the 
crew  expense  would  therefore  be  chargeable  to  "Road  Train- 
men "  ( Case  641 ) . 

Since  the  whole  intent  of  the  classification  of  expenses  is 
to  set  against  the  earnings  account  the  expenses  incurred  in  pro- 
ducing the  earnings,  this  account  of  "  Road  Trainmen  "  refers 
only  to  revenue  train  movements.  Non-revenue  train  movements 
are  charged  to  the  accounts  served, — ^which  may  be  "  Superin- 
tendence,^^ "General  Office  Expense,"  "Work  Train  Expense," 
or  "Shop  Expense"  clearing  accounts,  according  to  the  work 
done. 

The  expense  of  manning  the  revenue  train  on  the  road  run 
described,  is  a  large  and  congruous  item  of  cost,  unusually 
precise,  and  capable  of  definite  measure  against  the  work  done. 
The  engineers  and  firemen  (or  the  motormen,  as  the  case  may  be) 
have  already  been  set  out  to  a  separate  account  under  their 
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proper  head,  because  their  duties  are  partly  mechanical  and 
partly  operating.    There  remains  the  complement  of  train  crew, 
regularly  necessary  to  move  the  train,  execute  train  orders,  read 
and  communicate  the  signals,  protect  the  rear  end  against  col- 
lision, throw  road  switches,  collect  the  tickets,  carry  the  way 
bills,  receive  and  discharge  the  baggage  or  way  freight,  preserve 
order,  perform  usual  functions  for  the  safety,  comfort  and  con- 
venience of  passengers.     These  several  employees  are  the  con- 
ductors, train  auditors,  baggage  men,  brakemen,  flagmen,  ^train 
porters   (on  revenue  trains),  and  other  train  men  performing 
like  service.     This  classification  includes  the  expense  of  pilots, 
who  pilot  crews  over  divisions  of  the  home  road  with  whose 
signals  they  are  unfamiliar.    If  the  pilotage  however  is  incidental 
to  detouring  a  train  over  a  foreign  road  when  traffic  on  the 
home  rails  is  interrupted,  the  charge  is  to  "  Train  Supplies  and 
Expenses  "  instead  of  "  Road  Trainmen.^^    The  expense  of  dead- 
heading any  of  these  trainmen  to  return  them  from  a  completed 
run,  or  to  take  up  a  new  run  is  an  incident  of  the  expense  of 
their  regular  service,  and  is  charged  with  their  regular  service. 
Other  men  on  trains  who  perform  service  not  directly  charge- 
able to  the  regular  freight  or  passenger  movement  would  not  be 
charged  to  this  account.     They  would  be  porters,  chefs  and 
waiters  serving  officials,  and  charged  to  the  expenses  of  those 
officials ;   or  they  would  be  attendants  performing  auxiliary  ser- 
vice for  which  extra  revenue  was  collected,  such  as  employees  of 
the  dining  car,  Pullman  or  parlor  car,  and  the  revenue  collected 
for  the  auxiliary  service  which  they  perform,  would  bear  their 
expense  under  the  appropriate  subheadings  of  "  Outside  Opera- 
tions." 

89.  Train  Supplies  and  Expenses.  The  revenue  train  unit 
io  of  two  parts ;  the  string  of  cars  that  make  the  train,  and  the 
power  that  moves  it.  The  operating  expense  of  the  string  of  cars 
in  a  train  is  subdivided  into  the  expense  of  manning  the  train, 
and  all  other  current  expenses  (excluding  power)  directly  inci- 
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dental  to  moving  it  over  the  road.  Repairs  is  not  a  "current 
expense,"  but  maintenance,  and  therefore  not  included.  Shunt- 
ing cars  into  a  train  is  not  a  charge  to  this  account  because 
these  cuts  of  cars  are  not  a  train  until  the  shunting  is  completed. 
Yard  shifting  of  the  full  train  itself  is  also  eliminated,  because 
it  is  a  mere  yard  movement,  that  is,  an  incident  of  a  road  run 
and  not  the  road  run  itself.  Train  supplies  and  expenses  of 
ballast  or  material,  work,  or  officers'  special  trains  do  not  classify 
here  because  this  account  deals  only  with  revenue  trains. 

"  Train  Supplies  and  Expenses  "  covers  that  class  of  labor 
and  material  applied,  whose  effects  are  consumed  as  the  train 
runs,  so  that  a  new  application  is  necessary  at  the  end  of  the 
run  to  prepare  the  cars  for  the  next  trip.  Cleaning  is  distinctly 
of  this  character.  Heating  cars  consumes  coal  with  every  mile  of 
travel.  Lighting  expense  conforms  to  the  same  principle,  like- 
wise lubricating,  which  is  the  storing  of  oil  in  the  oil  boxes  to 
meet  the  demands  of  the  run  as  the  successive  miles  are  told  oflP. 
Icing  and  watering  cars  are  also  of  the  same  class.  These  dif- 
ferent kinds  of  expense  are  for  different  specific  uses  and  there- 
fore are  mutually  exclusive,  but  each  in  its  way  serves  the 
requirements  of  the  revenue  train  in  its  run  between  terminals. 
They  are  each  made  subheads  because  their  various  uses  are  dif- 
ferent, and  because  the  outfit  and  supplies  for  each  differ.  With 
the  wages  expense  in  each  case  goes  the  supplies  expense,  and 
the  expense  of  small  tools  and  movable  articles  used,  which  are 
subject  to  irregular  renewal  as  single  items,  and  therefore  their 
renewal  constitutes  a  supplies  expense.  Thus,  in  the  matter  of 
cleaning  cars,  in  addition  to  the  labor  is  charged  the  water  and 
soap  used,  also  brooms,  brushes,  sponges,  water  and  steam  hose, 
fuel  for  heating  water,  and  compressed  air  for  cleaning  furnish- 
ings and  upholstery. 

"  Heating  Cars  "  includes  with  the  labor  expense,  all  inci- 
dental material  and  supplies,  such  as  the  cost  of  fuel,  steam,  or 
electricity  for  heating  purposes;    hose  and  loose  articles  con- 
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nected  with  the  heating  plants,  which  supply  heat  to  cars  at  ter-. 
minals ;  and  also  all  current  expense  of  boiler  plant  for  like  pur- 
pose. Removing  ashes  naturally  classifies  with  the  expense  of 
handling  the  original  coal. 

"  Lighting  Cars  ^'  includes  every  kind  of  wages  and  supplies 
expense  for  the  production  of  light,  in  all  its  forms  from  candles 
to  electricity.  Under  this  designation  would  also  be  embraced 
supplies  of  a  secondary  character,  such  as  those  used  in  pumping 
gas  to  deliver  to  the  gas  tanks  on  the  cars. 

Under  the  subhead,  "  Lubricating  Cars,"  are  included  with 
the  expense  for  oil  and  waste,  and  the  direct  labor  of  applying 
it,  all  incidental  cost  for  small  tools  such  as  packing  hooks  and 
dope  buckets. 

^'  Icing  and  watering  "  cars  includes  with  the  cost  of  the  ice 
and  the  water,  the  labor  of  placing  it,  and  buckets,  ladders  and 
hose,  ice  hooks  or  other  small  implements  used  in  this  connection. 

The  foregoing  items  cover  the  expense  of  work  done  and 
material  used  at  terminals  in  fitting  the  train  for  the  run.  In 
addition,  there  is  the  expense  for  services  on  the  run,  such  as 
those  incidental  to  the  detouring  of  a  train,  as,  for  itistance,  cost 
of  pilot  service  and  expense  of  temporary  use  of  tracks  of  other 
companies. 

^'  Other  Expenses  "  is  the  subhead  to  provide  for  expenses  of 
a  general  character  directly  chargeable  to  the  operation  of  trains, 
such  as,  expense  of  keeping  a  lunch  room  for  engineers,  firemen 
and  train  men,  contributions  to  the  Young  Men's  Christian 
Association,  and  other  organizations,  with  the  expense  of  their 
staff  and  organization,  premiums  on  fidelity  bonds  of  train  men, 
cost  of  testing  for  sight  and  hearing  of  engineers,  firemen  and 
train  men,  cost  of  their  uniforms,  badges,  etc.,  and  of  their 
lanterns,  with  their  supplies  and  the  care  of  them;  also  the 
cost  of  supplies  furnished  cars  for  protection  against  accident, 
for  the  outfit  of  train  tools,  and  signal  equipment  placed  on 
regular  trains. 
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•  In  addition  to  the  foregoing,  which  are  regular  features  of 
train  expense  for  all  trains,  there  are  emergency  expenses,  such 
as  transferring  passengers  around  a  wreck  or  broken  track, 
with  incidental  cost  of  provisions  on  board  for  passengers,  or 
feed  for  live  stock,  on  delayed  trains.  There  are  expenses  special 
to  certain  kinds  of  service,  such  as,  furnishing  dunnage  for 
freight  cars,  or  chaining  loads,  putting  in  temporary  grain  doors, 
lining  or  planking,  or  l)oarding  box  or  stock  cars  (but  permanent 
grain  doors  and  double  decking  are  charged  to  "Freight  Car 
Repairs"). 

It  has  been  ruled  that  where  the  engine  is  turned  upon  the 
Y  of  another  company  the  trackage  expense  incurred  there- 
for is  a  charge  to  "  Train  Supplies  and  Expenses"  (Case  521). 
Temporary  sugar  cane  rocks  installed  in  freight  cars  (Case  611) y 
removing  advertisements  from  cars  (Case  281)  are  charges  to  this 
account.  While  cleaning  of  cars  is  an  item  chargeable  here,  the 
cleaning  of  the  yards  of  debris  resulting  from  car  cleaning  is  M. 
of  W.  and  S.— ^^Roadway  and  Track"  (Case  40).  Water 
furnished  engines  is  always  a  charge  to  locomotive  water  supply 
and  never  to  this  account  (Case  74).  Rent  for  permanent  plant 
used  temporarily  by  trains  ( Cases  74,  521 ) ,  or  temporary  or  per- 
manent use  of  devices  used  by  train  men,  not  fixed  parts  of  the 
cars  or  locomotives  (Case  89),  is  charged  to  this  account,  except 
of  course,  in  all  cases  hire  of  equipment  (excluding  emergency 
hire  of  wreck  train  cars  which  is  charged  to  "  Clearing 
Wrecks"),  has  its  own  account  under  "Deductions  from 
Gross  Corporate  Income." 

Profits  on  icing  or  similar  service  performed  by  this  account 
are  credited  to  this  account. 

Lubrication  of  work  train  cars  or  exterior  cleaning  of  out- 
side operation  cars  is  not  a  charge  to  this  account  (Cases  245, 
606). 

go.  Interlockers  and  Block  and  Other  Signals — Operation. 
Having  given  the  road  the  equipment  and  the  power  forming 
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the  train  unit,  and  the  supplies  an<J  the  crew  to  run  the  train, 
there  remains  the  expense  of  manning  the  road  between  terminals 
to  keep  the  right  of  way  clear,  to  set  the  proper  signals,  to  close 
the  drawbridges,  to  keep  open  a  system  of  wire  communication, 
and  to  furnish  a  staff  called  dispatchers,  that  shall  have  a  cen- 
tralized control  of  the  train  movement.  Under  such  classifica- 
tion of  function  this  account  provides  for  the  service  that  gives 
the  line  through  the  yards  by  means  of  switches  and  controlling 
signals.  Being  definitely  a  line  of  road  account  it  does  not 
include  interlocking  plants  operated  exclusively  for  control  of 
yard  movements. 

The  work  is  done  by  switch  tenders,  signalmen  and  levermen, 
and  their  is  a  secondary  expense  of  sectionmen,  oiling  switches, 
stationary  engineers  and  firemen,  who  operate  the  air  compres- 
sors, lamp  cleaners  and  lamp  lighters,  and  all  supplies  and 
expenses  for  fuel,  water,  light  and  furniture  incidental  to  the 
work.  Telegraph  operators  belong  to  a  service  that  is  a  class  to 
itself; — a  service  that  keeps  the  system  of  wire  communication 
open  for  all  the  general  purposes  of  operation  of  the  road,  and 
they  therefore  are  not  included  here,  because  this  staff  is  devoted 
exclusively  to  the  mechanical  throwing  of  switches  and  control- 
ling of  signals. 

gi.  Crossing  Flagmen  and  Gatemen.  If  the  line  of  road 
between  terminals  were  upon  an  inviolably  private  right  of  way 
with  highway  crossings  on  separated  grades,  there  would  be  no 
necessity  for  crossing  flagmen  and  gatemen.  This  account  in 
effect  provides  for  those  points  where  the  public  traffic  abuts 
upon  the  railroad  operation.  It  covers  the  current  expense  in 
every  form  by  which  the  railroad  protects  its  operations  from 
such  interference.  Sometimes  this  protection  is  afforded  by 
installation  of  alarm  bells,  or  electric  light  (Case  269),  and  again 
by  the  stationing  of  crossing  flagmen,  who  merely  operate  hand 
signals  of  flag  and  lantern;  and  again  it  is  an  elaborate 
installation  of  gates  controlled  by  an  operator,  the  operator 
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sometimes  being  placed  in  a  tower  so  that  his  view  may  be 
unobstructed. 

92.  Draw-Bridge  Operation.  The  line  of  road  between  ter- 
minals should  be  an  unbroken  open  way  to  permit  the  free  move- 
ment of  the  train  unit.  But  this  line  is  crossed  frequently  by  the 
public  /it  various  points  at  grade,  and  to  protect  the  train  move- 
ment from  interference  there  is  installed  a  crossing  service  to 
keep  the  rail  traffic  separated  from  the  crossing  traffic  when  the 
crossing  is  iiot  made  on  separated  grades.  This  theoretically 
unbroken  line  between  terminals  is  unavoidably  broken  again  by 
navigable  rivers  where  the  crossing  is  made  on  a  level  too  low 
to  permit  of  vessels  passing  underneath.  This  makes  necessary 
the  draw-bridge  which,  as  it  were,  is  a  water  traffic  crossing  the 
rail  traffic  at  grade.  In  order  to  make  the  crossing  by  water 
possible,  the  rail  line  must  be  broken,  and  the  rail  traffic  held 
back.  To  operate  these  draw-bridges,  and  to  w^atch  approaching 
boats  and  signal  approaching  trains,  a  staff  of  bridge  tenders 
and  watchmen  is  necessary,  and  with  this  expense  is  included  all 
labor  and  material  expense  of  operating  the  draw-bridge,  and 
running  the  stationary  engines  required.  With  the  supplies  of 
fuel  and  oil  are  included  all  small  tools  and  incidental  furniture 
and  equipment  (including  ])oats),  which  come  in  such  small 
units  that  they  are  considered  practically  of  the  nature  of  sup- 
plies. 

93.  Clearing  Wrecks.*  No  business  can  operate  without 
mishap.  Railroads  are  peculiarly  subject  to  accident  because 
of  the  very  exact  adjustment  of  all  the  parts  of  the  machine, 
both  of  men  and  of  material,  which  is  necessary  to  safe  operation. 
There  are  mishaps  of  various  kinds  affecting  individual 
employees  or  passengers,  or  trespassers,  or  articles  of  freight,  or 
detached  cars  in  the  yard ;  but  this  account  is  provided  for  those 
accidents  which  involve  the  revenue  train  unit  in  the  road  move- 
ment.   It  is  immaterial  whether  the  accident  be  by  the  fault  of 

*  See  general  discussion  of  Loss,  Damage  and  Injury,  General,  page  180. 


TRANSPORTATION  169 

the  transportation  department  or  by  defect  of  equipment,  or 
defect  of  track,  the  expense  is  charged  to  the  same  account.  This 
is  due  to  the  fact  that  the  expense  of  a  transportation  blunder 
would  have  to  go  here  anyway,  while  in  train  accidents  due  to 
default  of  other  departments,  the  transportation  department 
practically  assumes  such  risks  as  an  incident  of  its  operation,  in 
large  measure  because  it  is  not  practicable  always  to  exactly 
locate  the  cause.  In  the  same  way,  the  effect  of  the  wreck  upon 
the  track  is  borne  by  M.  of  W.  and  S.,  and  the  effect  upon  the 
rolling  stock  and  locomotives,  by  M.  of  E.,  regardless  which 
department  is  at  fault. 

Clearing  wrecks  is  primarily  the  clearing  of  obstructions  from 
the  track,  which  is  done  partly  by  destroying  the  debris  and 
casting  it  clear  of  the  rails,  and  partly  by  rerailing  such  equip- 
ment as  still  can  be  moved  on  its  own  wheels.  The  work  may 
involve  the  construction  of  a  temporary  track  around  the  wreck 
in  order  immediately  to  restore  the  broken  line  to  service,  while 
the  permanent  line  is  being  repaired  at  more  leisure.  The  cost 
in  labor  of  laying  and  removing  such  temporary  tracks,  as  also 
the  cost  for  reloading  dislodged  freight  or  transferring  freight 
and  passengers,  express,  baggage  and  mail  are  all  a  part  of  the 
cost  of  clearing  wrecks.  But  the  expense  of  caring  for  passen- 
gers or  live  stock  if  delayed  on  the  road  from  any  cause,  whether 
a  train  accident  or  weather,  is  charged  to  "  Train  Supplies  and 
Expenses." 

Clearing  wrecks  embraces  the  direct  cost  of  wages  and  sup- 
plies used  in  work  described  above,  and  also  includes  the  second- 
ary cost  of  fuel  and  wages  expense  of  any  train  service  used,  and 
the  wages  of  any  wrecking  master  and  assistant  regularly 
assigned  to  the  duty  of  clearing  wrecks  as  they  occur. 

Rental  paid  another  company  for  wreck  cars,  engine  and  der- 
rick used  in  emergency,  is  of  the  nature  of  an  irregular  and 
special  rent  expense,  and  therefore  charged  to  this  account 
instead  of  "  Hire  of  Equipment "  (Case  243). 
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94.  Telegraph  and  Telephone — Operation.  The  telegraph 
and  telephone  service  here  contemplated  is  distinctly  separate 
from  the  commercial  service,  which  is  an  Outside  Operation  and 
handled  accordingly  (Case  43). 

A  railroad's  operations  are  so  scattered  and  at  the  same  time 
so  interdependent,  that  a  primary  requisite  is  a  system  of  wire 
communication  among  all  parts.  To  this  end  a  regular  service  is 
established.  It  is  distinct  from  the  commercial  service  except 
when  both  purposes  are  served  jointly.  Dispatching,  which  is 
the  use  of  the  service  for  the  specific  purpose  of  train  control, 
is  an  offshoot  from  it,  and  has  its  own  particular  staff  and 
expense.  And  at  the  other  end  of  the  line  the  leverman  or  the 
yardman,  who  may  incidentally  be  in  wire  communication  with 
the  dispatcher,  is  charged  to  his  particular  accounts,  and  is  not 
a  part  of  the  general  telegraph  and  telephone  service,  because 
he  does  not  serve  the  general  requirements  for  all  departments, 
nor  is  he  part  of  the  dispatching  service  proper,  which  includes 
only  those  "operators  on  line  whose  duties  are  confined  exclu- 
sively to  train  movement/^ 

Telegraph  operators  specifically  assigned  to  the  local  require- 
ments of  a  station  are  not  a  part  of  the  telegraph  and  telephone 
service  (Case  198).  The  expense  of  telegraph  operators  in  gen- 
eral offices  is  apportioned  among  the  office  accounts  served 
(Case  533)  ;  telegraph  operators  in  traffic  offices  are  charged  to 
"Superintendence,'' — Traffic,  accouijt  53  (Case  619)  and  in  out- 
side agencies  as  "Outside  Agencies,"  account  54  (Case  619). 
These  classifications  are  for  the  reason  that  the  telegraph  and 
telephone  service  is  for  the  road  as  a  whole,  providing  trunk 
lines  and  relays,  standards  and  general  administration,  and 
ofl&ces  when  no  one  department  has  sufficient  work  to  justify  its 
own  oflSce. 

With  the  direct  work  of  receiving  and  transmitting  messages, 
is  included  the  expense  of  messenger  delivery,  so  that  the  com- 
plete performance  of  the  service  from  the  receipt  of  the  message. 
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to  its  delivery  into  the  hands  of  the  person  to  whom  it  is  sent,  is 
provided  for. 

The  account  is  subdivided  under  three  heads,  as  follows : 

Under  "  Operators  and  Messengers "  is  charged  the  wages 
expense  of  the  actual  service,  handling  telegrams. 

Under  "  Telephones ''  is  chargd  the  service  which  differs  from 
telegraph  service  because  it  does  not  require  skilled  operators, 
and  is  therefore  set  out  to  a  class  by  itself  which  includes  all  the 
items,  labor,  supplies,  material  and  miscellaneous  expense  inci- 
dental to  the  general  telephone  service.  Thus,  in  addition  to  the 
pay  of  telephone  operators  and  messengers,  it  includes  the  sup- 
plies for  renewing  batteries  and  all  rents  and  other  costs  (exclu- 
sive of  maintenance)  incidental  to  the  use  of  telephone  cable  lines 
an^  conduits. 

The  wages  expense  of  the  telegraph  service  is  provided  for 
under  operators  and  messengers,  while  "  Other  Expenses  ^' 
embraces  all  other  expenses  of  the  telegraph  service.  These  are 
the  pay  and  expenses  of  administration  of  the  telegraph  service, 
and  the  cost  of  all  supplies,  furniture,  light,  rent  and  other 
office  expenses.  Bicycles  for  messengers  and  excess  payment  to 
telegraph  companies  are  of  the  same  class  as  rent  of  telegraph 
conduits,  lines  and  pole  lines. 

In  case  the  superintendent  of  telegraph  has  charge  both  of 
operation  and  of  maintenance,  his  expense  is  divided  equally 
between  the  operation  and  maintenance  accounts  for  this 
service. 

95.  Operating  Floating  Equipment.  The  railroad  is  a  con- 
tinuous line  of  track  on  land,  or,  at  water  or  other  crossings,  on 
bridges,  or  trestles.  When  these  water  crossings  are  too  wide 
to  be  bridged,  and  rail  construction  therefore  is  inexpedient,  the 
actual  rail  haul  is  broken  by  a  link  of  intermediate  water  haul, 
but  the  general  character  of  the  service  is  still  that  of  railroad 
transportation,  unless  this  interposed  link  is  operated  by  a  sepa- 
rate operating  corporation,    collecting    its  own    revenue,  and, 
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assuming  its  own  responsi])ility  to  the  public.  The  operation  of 
an  intermediate  link  of  water  service  is  a  part  of  the  operation 
of  the  railroad  as  a  whole,  and  its  expenses  accordingly  are 
classified  with  the  railroad  expenses  under  appropriate  general 
headings. 

Because  it  is  an  incidental  service,  the  portion  of  the  revenue 
attributable  to  the  intermediate  water  haul,  classifies  as  a  part 
of  the  general  railroad  revenue.  But,  on  the  expense  side,  water 
carriage  is  a  distinct  thing  from  carriage  by  rail,  in  the  factors 
that  determine  its  expense,  and  the  units  against  which  this 
expense  may  be  measured. 

In  separating  "  Operating  Marine  Equipment "  from  the 
regular  rail  service  and  setting  it  up  as  a  sub-type  of  service,  'the 
railroad  expenses  and  the  operating  marine  equipment  expenses, 
divide  equally  the  direct  current  cost  which  is  common  between 
the  two.  Such  cost,  for  illustration,  is  that  for  the  interchange 
of  traflSc  at  the  points  of  transhipment. 

The  marine  service  bears  all  expense  of  handling  the  traflBc 
after  it  is  once  in  its  possession  until  it  delivers  the  trafl&c  back 
to  the  railroad ;  the  idea  is  that  the  marine  service  shall  bear  all 
expense  directly  caused  by  it  which  is  additional  to  the  regular 
expense  of  the  rail  operation. 

Thus  it  pays  for  keeping  its  channel  clear  of  sunken  boats, 
and  indemnity  for  damage  to  boats  of  other  companies,  and 
to  wharves,  and  for  the  supervision  exclusively  assigned  to  it. 
But  it  does  not  bear  any  proportion  of  "  Superintendence,^^ — 
Transportation,  although  embraood  in  the  general  jurisdiction 
of  this  superintendence ;  nor  does  it  pay  for  "  Stationery  and 
Printing  ".  nor  "  Injuries  to  Persons,^'  nor  "  Loss  and  Damage  '^ 
of  freight  or  baggage  although  responsible, — all  such  expense 
being  carried  to  the  regular  Transportation  expense  accounts. 

On  the  same  principle  a  power  plant  which  serves  the  gen- 
eral purposes  of  the  railroad  may  be  used  in  the  transhipment 
to  and  from  boats,  but  without  any  charge  being  made  to 
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*'  Operating  Marine  Equipment."  If,  however,  the  power  is 
not  furnished  by  the  company,  but  is  paid  for  on  the  basis  of  its 
use,  it  becomes  a  direct  expense,  to  be  divided,  like  the  station 
labor,  between  the  rail  and  water  service. 

"  Operating  Floating  Equipment "  refers  to  the  floating 
equipment  in  revenue  service.  Should  it  be  for  roadway  service 
it  is  analogous  to  work  train  equipment  antl  is  charged  accord- 
ingly ;  or  should  it  be  a  launch  used  by  a  railroad  transportation 
official  to  expedite  movement  from  point  to  point  for  railroad 
inspection  purposes,  the  expense  is  charged  to  "  Superintend- 
ence "  and  not  to  this  account. 

In  recognizing  the  various  controlling  conditions,  the  items 
of  this  account  fall  under  three  general  heads : 

1.  The  expense  exclusive  of  fuel  of  operating  the  equip- 

ment which  carries  the  traffic. 

2.  The  expense  of  the  fuel  which  drives  the  equipment, 

which  is  a  very  large  single  supply  expense  and 
must  he  Watched  with  caution. 

3.  The  shore  expense  of  handling  the  traffic,  called  "  Ele- 

vation and  Longshore  Labor,"  which  has  no  rela- 
tion to  the  length  of  haul,  but  is  subject  to  its  own 
peculiar  conditions  aifecting  costs. 

The  equipment  falls  into  two  classes:  (1)  the  powered;  (2) 
the  non-powered,  and  the  expense  of  each  of  these  is  in  turn 
subdivided  among, 

(a)  "Superintendence  and  Manning." 

(b)  "Charters." 

(c)  "Incidentals." 

Taking  up  these  groupings  seriatim, — the  powered  equip- 
ment, which  may  or  may  not  also  have  carrying  capacity,  is 
distinct  from  the  non-powered  because  its  machinery  calls  for 
more  expen  s  in  wages,  more  elaborate  organization  and  inei- 
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dentals,  and  because  its  heavier  first  cost  and  maintenance  com- 
pel better  dispatchment  or  even  constant  movement,  as  in  the 
case  of  tugs.  The  equipment  of  this  class  is  ferryboats,  steam- 
boats, power  launches,  steam  lighters  and  tugboats. 

The  non-powered  equipment,  which  has  carrying  capacity 
only,  is  of  much  cheaper  construction,  and  its  dispatchment  is 
comparatively  slow,  much  of  its  time  being  consumed  in  receiv- 
ing and  discharging.  Its  expense  of  operation  is  correspond- 
ingly cheaper  per  month.  Boats  of  this  class  are  barges,  car 
floats,  canal  boats  and  lighters. 

Equipment  without  power  is  charged  primarily  with  the 
labor  expense  of  '^  Manning  and  Supervision,"  and  a  proportion 
of  the  administrative  expense  of  the  marine  service. 

The  peculiar  character  of  the  operation  gives  rise  to  another 
subhead,  namely,  "  Charters.^^  As  an  expense  for  both  hire  of 
boat  and  service  of  crew,  '^  Charters ''  overlaps  the  expense  for 
similar  service  when  performed  by  the  company^s  own  boats  and 
crews.  With  charters  go  payments  for  lighterage.  Together, 
these  constitute  the  cost  of  handling  business  in  excess  of  the 
railroad's  capacity  to  handle  with  its  own  equipment. 

In  addition  to  the  usual  items,  constituting  the  incidental 
expenses,  are  included  inspection  and  certain  risks  of  operation, 
such  as  indemnity  for  damage  done  to  vessels  or  wharves,  rais- 
ing sunken  boats,  or  removing  cars  or  car  trucks  lost  overboard, 
or  transferring  cargo  in  case  of  accident.  The  nature  of  the 
operation  also  introduces  such  expenses  as  wharfage,  payment 
of  custom-house  dues  and  license  fees. 

The  expense  of  the  powered  equipment  is  divided  in  the 
same  three  general  classifications  of,  "  Wages,''  "  Charters  ^^  and 
"  Incidentals,''  as  are  used  in  case  of  the  equipment  without 
power.  To  the  expense  of  manning  steamboats  and  tugboats 
and  their  supervision  is  added  the  wages  expense  of  the  em- 
ployees on  land  who  handle  the  passenger  service  to  and  from 
the  marine  equipment,  such  as  ferry  station  master,  ferry  agents, 
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ticket  sellers,  collectors,  gatemen,  and  the  incidental  expense 
of  premiums  of  the  bonded  employees.  With  these  also  go  the 
wages  of  the  men  who  clean  the  boats,  together  with  the  store- 
keepers who  issue  the  supplies. 

The  incidental  expenses  of  the  powered  boats  include,  with 
the  usual  supplies  and  small  tools,  the  expense  due  to  accident, 
such  as  transferring  passengers,  raising  sunken  boats  or  indem- 
nification for  damages  to  vessels  or  wharves.  (Like  expense 
when  incidental  to  rail  operation  would  be  a  charge,  respect- 
ively,  to  '^  Train  Supplies  ivid  Expenses,"  "  Clearing  Wrecks,'^ 
and  "  Damage  to  Property.")  With  these  items  are  also  included 
the  expense  of  inspecting  for  safety,  which  is  an  incident  of 
operation.  "  Incidentals "  furthermore  includes  items  of  a 
character  special  to  marine  service,  such  as  custom  house  or 
license  fees. 

Fuel  for  power  boats  is.  set  out  in  an  item  by  itself,  and  it 
includes  with  the  invoice  cost,  the  expense  delivered  on  board 
the  boat. 

Shore  expense  of  handling  freight  is  elevation  and  longshore 
labor.  This  item  includes  all  the  expense  incidental  to  the  load- 
ing and  discharging  of  cargoes,  loading  and  unloading  of  floats, 
chargeable  to  the  main  account,  '^  Operating  Floating  Equip- 
ment." 

Where  such  work  is  performed  at  a  railroad  station, 
such  part  only  of  station  supplies  and  expenses  is  charged  to 
this  account  as  is  exclusively  for  the  use  of  the  floating  equip- 
ment service. 

96.  Express  Service.  The  hauling  of  very  high  class  goods 
(generally  in  small  parcels),  in  passenger  trains,  at  a  rate  higher 
than  the  freight  rate,  which  includes  free  collection  from  con- 
signor and  free  delivery  to  door  of  consignee,  is  designated 
express  service,  in  distinction  from  the  hauling  of  goods  of  all 
kinds,  and  generally  in  large  bulk,  in  trains  not  passenger,  and 
at  freight  rates,  which  cover  only  delivery  at  station.     The 
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express  service  is  generally  conducted  by  a  separate  company 
which  performs  all  the  terminal  work,  provides  a  "  messenger  '^ 
attendant  in  transit,  assesses  and  collects  the  revenue  and  settles 
on  some  contract  basis  with  the  railroad  which  furnishes  the  car, 
the  track  and  the  movement.  Or,  the  railroad  company  may 
conduct  its  own  express  business  directly.  In  either  case,  the 
revenue  enjoyed  ])y  the  railroad  is  derived  from  the  use  of  its 
general  facilities,  and  is  therefore  a  regular  railroad  revenue.  So 
far  as  the  company  is  at  any  expense  in  addition  to  that  of  its 
regular  servi(*e,  tlie  cost  is  carried  to  the  separate  account 
"  Express  Service."  Should  the  railroad  devote  a  considerable 
plant  to  the  express  business  and  have  a  regular  organization 
to  conduct  it,  the  business  would  be  an  Outside  Operation. 
The  account  is  subdivided  into: 

(a)  Drivers    and    Messengers,    including    their    fidelity 

bonds,  uniforms  and  badges. 
(6)   Horses  and  their  upkeep  of  feed,  shoeing,  stablinff 

(including  stable  rent),  and  replacing, 
(c)  Maintenance    of    equipment    of    wagons,    harnesses 

and  automoblies. 

97.  Stationery  and  Printing.  An  inseparable  feature  of  all 
train  work  on  a  large  scale  is  a  system  of  records  and  recorded 
communications.  These  are  the  facilities  through  which  those 
vested  with  authority  in  the  organization  make  this  authority 
effective,  with  certainty  and  precision,  beyond  the  range  of  im- 
mediate personal  contact.  The  staff,  through  the  several  grada- 
tions, perform  the  function  of  administration  by  assembling  the 
facts  of  current  operation  that  serve  as  the  basis  on  which  those 
in  authority  issue  their  orders,  and  by  recording  and  delivering 
those  orders.  To  make  these  records  and  recorded  communica- 
tions, a  class  of  supplies  and  desk  facilities  is  required  which 
are  generally  designated  "  Stationery  and  Printing.^^ 

The  supplies  and  articles  embraced  in  this  designation  pri- 
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marily  were  limited  to  actual  stationery  and  printing,  together 
with  such  necessary  incidental  articles  as  pens,  inks,  pencils  and 
erasers,  which  were  distinguished  from  the  more  permanent  facil- 
ities for  office  work  and  convenience  called  furniture,  such  as 
desks,  chairs  and  tables.  With  the  development  of  office  appli- 
ances the  pen  has  been  largely  superseded  by  the  typewriter,  the 
calculating  table,  by  the  calculating  machine,  the  process  of  hand 
copying,  by  machines  for  mechanical  duplication.  The  first 
notion  of  stationery  and  printing  has  been  extended  to  include 
these  appliances,  which  reallj^  have  ceased  to  have  the  character 
of  supplies,  but  are  sometimes  even  more  permanent  and  expen- 
sive than  the  class  of  articles  known  as  furniture.  For  illustra- 
tion we  have  the  typewriter,  the  adding  machine  and  the  cyclo- 
style classed  with  pens,  inkstands  and  erasers.  The  line 
between  furniture  and  supplies  of  this  character  is  at  the  last 
drawn  arbitrarily.  Thus,  for  instance,  the  multigraph  would 
be  classified  as  "  Stationery  and  Printing,^^  while  the  printing 
press  would  be  counted  as  furniture.  The  letterpress  is  "  Sta- 
tionery and  Printing,"  but  the  stand  on  which  it  rests  is  furni- 
ture. With  writing  paper,  is  included  wrapping  paper  and 
twine  (twine  used  at  stations  is  charged  to  "  Station  Supplies  " 
and  on  floating  equipment  to  "  Operating  Floating  Equip- 
ment"). With  the  stationery  is  "charged  out"  all  fixed  and 
incidental  expenses  of  a  stationer  and  staff.  To  "  Stationery 
and  Printing  "  is  charged  all  the  stationery  and  printing  used  in 
transportation  (except  that  for  claim  agents  or  adjusters  which 
is  apportioned  to  the  accounts  among  which  their  salaries  are 
apportioned  and  except  also  that  for  the  Industrial  and  Immi- 
gration Bureaus),  whether  for  the  purposes  of  the  superintend- 
ent's office,  the  yardmaster's  records,  for  way  billing  freight, 
or  operating  floating  equipment.  Much  stationery  is  used  in 
interdepartmental  communications,  and  for  this  the  rule  would 
seem  to  be  that  the  departmen.t  making  the  communication  bears 
the  expense,  unless  it  be  an  irregular  report  at  the  special 
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instance  of  another  department,  in  which  case  the  department 
requiring  the  report  would  furnish  the  blank. 

Dictionaries,  periodicals  and  technical  works,  which  gen- 
erally are  not  for  the  use  of  the  staff  as  a  whole,  are  charged 
to  "  Superintendence,''  and  not  to  "  Stationery  and  Printing/^ 

"  Stationery  and  Printing ''  may  be  apportioned  to  each 
month  on  the  ])asis  of  an  annual  schedule  (Case  155). 

Comment:  This  account  violates  the  first  principle  of  classi- 
fying by  the  use  served.  It  has  as  little  significance  as  an  item- 
ization of  a  personal  expense  account  to  show  what  proportion 
of  the  whole  was  disbursed  in  dimes. 

g8.  Other  Expenses.  This  account  is  to  provide  for  those 
irregular  charges  that  are  not  contemplated  in  the  regular  course 
of  operations.  The  expense  for  meals  furnished  transportation 
employees  at  time  of  strike  would  be  an  illustration.  (But  the 
premiums  paid  employees  for  loyal  service  at  such  times 
would  be  charged  to  the  service  on  which  employed. — Case 
202.) 

In  the  performance  of  transportation  many  defaults  of  em- 
ployees occur,  which  result  in  money  losses  to  the  shipper  or 
passenger.  The  great  body  of  such  cases  is  provided  for  in 
the  special  accounts,  "  Loss  and  Damage " — freight  and  bag- 
gage— "  Injuries  to  Persons.^'  But  there  still  remains  a  large 
class  of  losses  due  to  such  defaults  as  misrouting  freight 
(Cases  276,  511,  512),  misrouting  a  passenger  (Case  615), 
failure  to  stop  a  train  to  pick  up  a  passenger  (Case  79), 
losses  of  funds  regularly  entrusted  with  the  station  agent  for 
custom  dues  (Case  342),  delayed  delivery  of  freight  result- 
ing in  reciprocal  demurrage  (Case  77),  faulty  movement  result- 
ing in  unnecessary  demurrage  paid  to  foreign  lines  (Case 
344), 

There  is  still  another  class  of  losses  due  to  the  default  of  the 
employees,  but  the  consequence  of  which  falls  directly  upon 
the  carrier.     These  are  the  erroneous  issue  of  bills  of  lading 
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(Case   612),   fines  for   erroneous   delivery   of  bonded   freight 
(Case  343). 

Then  there  is  the  loss  by  uncollectible  undercharges  of  for- 
eign roads^  revenue  proportion,  and  of  charges  other  than 
revenue  (Cases  213  and  276).  In  case  the  uncollectible 
amount  is  revenue  of  the  road  where  the  loss  occurs,  the  disposi- 
tion of  the  expense  has  been  variously  made  according  to  the 
circumstances.  When  the  freight  was  earned  but  the  goods 
were  delivered  improperly  to  an  insolvent  consignee  the  charge 
was  to  this  account  (Case  614),  when  the  freight  was  earned 
but  the  goods  had  been  delivered  in  violation  of  the  rule  of  cash 
payment,  to  a  consignee  who  failed  the  next  day  Transportation 
Expense  had  to  bear  the  expense  under  this  account  (Case  608). 
However,  when  the  bills  have  accrued  in  the  course  of  busi- 
ness presumably  under  an  "  authorized  credit  ^^  and  the  debtor 
has  become  insolvent  after  a  lapse  of  time,  the  bills  may  be 
charged  off  to  Profit  and  Loss  (Cases  588,  589).  When  the 
freight  was  earned  so  far  as  the  actual  haul  being  made,  but  the 
haul  was  over  the  wrong  route  or  to  the  wrong  destination,  the 
refund  to  the  consignee  is  a  deduction  from  revenue  (Case  319). 
When  the  undercharge  auditor's  correction  was  too  late  to  inter- 
cept the  goods  before  delivery  and  consignee  refused  to  pay  the 
undercharge  due,  it  must  be  deducted  from  freight  revenue  and 
not  charged  to  this  account  (Case  276). 

There  is  another  class  of  expense  which  is  of  an  irregular 
character;  it  is  not  due  to  the  default  of  employees  nor  is  it  a 
deduction  from  revenue.  Illustrations  of  this  would  be  switch- 
ing charges  paid  on  passenger  equipment  borrowed  from  a  con- 
nection for  temporary  use  in  revenue  service,  or  charges  for 
switching  out  bad  order  freight  cars  at  junction  points  (Case 
206),  or  switching  charges  on  cars  when  such  switching  is  not 
directly  in  connection  with  loaded  movement  (Cases  218,  461), 
or  deficits  made  up  under  a  guaranteed  service  contract 
(Case  580). 
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There  are  penalties  and  fines  such  as  that  for  violation  of 
the  28  hour  stock  law  which  cannot  well  be  charged  anywhere 
else  than  here  (Case  623),  But  fines  for  blocking  a  street  cross- 
ing are  charged  to  "Damage  to  Property/'  and  for  default  in 
mail  service  are  deductions  from  mail  revenue,  and  for  faulty 
condition  of  freight  cars  are  charged  to  the  "  Other  Expenses^' 
account  of  M.  of  E.  (Case  337,) 

P^inally  there  are  miscellaneous  small  losses  and  thefts  of 
station  agents'  and  conductors'  collections  which  come  under 
the  ^'  all  other "  character  for  which  this  account  provides 
(Cases  342,  400,  453). 

Loss,  Damage  and  Injury.  Risk  of  accident  is  a  universal 
incident  in  all  railroad  work.  Losses  by  accident  are  assumed 
like  any  other  cost  of  operation  and  are  charged  to  expenses  as 
they  occur.  0])viously,  each  department  must  bear  its  own  losses 
which  arise  out  of  its  own  negligence.  But  in  apportioning  these 
losses  to  the  several  departments  it  becomes  at  times  a  nice  ques- 
tion where  the  burden  of  the  loss  must  fall  when  one  department 
is  the  cause  and  another  bears  the  consequences,  and  again, 
where  the  loss  falls  on  persons  or  property  outside  of  the  rail- 
road  altogether.  In  general  (except  as  modified  in  the  case  of 
personal  injuries)  the  principle  seems  to  be  defined  that  each 
department  undertakes  all  the  hazards  that  fall  to  it  regardless 
which  department  may  be  at  fault.  Thus,  in  case  a  train  is  de- 
railed the  department  maintaining  the  track  bears  the  expense 
of  restoring  it  after  the  accident ;  the  Maintenance  of  Equipment 
Department  bears  the  expense  of  repairing  the  engines  and 
cars,  although  the  Transportation  Department  may  have  been 
the  one  at  fault. 

This  general  principle,  that  each  department  must  bear  its 
own  hazard  of  all  kinds,  applies  a])solutely  to  property  damage 
and  losses.  The  principle  applies  only  in  part  in  matters  of 
personal  injury.  If  the  personal  injury  is  due  to  the  default  of 
construction  or  materials  of  another  department,  such  accidents 
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are  assumed  to  be  a  part  of  the  general  hazard  of  the  work,  and 
the  resulting  losses  are  charged  as  they  fall  and  are  not  carried 
back  to  the  department  at  fault.  But  if  the  accident  is  due  to 
the  direct,  overt  act  of  another  department,  the  department  at 
fault  would  bear  the  burden  of  making  the  compensation, — as 
for  instance,  the  expense  of  an  accident  due  to  a  hammer 
dropped  by  a  carpenter  repairing  a  building  and  injuring  a  shop 
employee  would  naturally  be  charged  to  the  department  employ- 
ing the  carpenter,  and  not  to  the  department  of  the  employee 
injured.  Or,  in  the  case  of  a  M.  of  W.  and  S.  employee  injured 
by  a  switch  engine  or  meeting  with  accident  while  riding  on  a 
train  in  charge  of  the  Transportation  Department,  the  Trans- 
portation Department  would  be  assessed  the  expense  of  the  com- 
pensatory damages  (Case  164). 

The  third  class  of  accidents  to  which  we  have  referred  above 
is  those  which  fall  upon  persons  or  property  that  do  not  belong 
to  the  railroad  organization  or  plant,  but  for  which  reparation 
must  be  made  by  the  railroad.  The  persons  affected  fall  into 
three  groups: 

(a)  Patrons  of  the  road,  either  passengers  or  shippers. 

(b)  Abutting  property  owners. 

(c)  The  general  public,  either  as  trespassers  or  at  high- 

way crossings. 

For  the  compensatory  damages  to  all  these,  the  rule  would 
seem  to  be  that  the  Transportation  Department  bears  the  bur- 
den. In  case  of  revenue  train  movements  the  rule  would  seem 
to  be  obvious,  but  in  case  of  damages  due  to  defective  construc- 
tion by  either  of  the  other  two  departments,  it  may  be  explained 
upon  the  theory  that  the  Transportation  Department  has  charge 
of  operations,  and  therefore  is  the  only  one  having  direct  rela- 
tions with  the  public.  Thus,  for  instance,  flood  damage  to  crops 
due  to  defective  construction  in  the  form  of  insufficient  drainage 
is  the  fault  of  the  Department  of  M.  of  W.  and  S.,  but  it  is 
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charged  to  the  "  Damage  to  Property ''  account  of  the  Trans- 
portation Department  (Cases  38,  317,  392).  Or  again,  com- 
pensation for  damage  to  a  locomotive  due  to  defective  track  of 
another  company  is  charged  to  the  same  account  regardless  of 
the  fact  that  the  fault  lies  with  another  department  of  the 
delinquent  company  (Case  397). 

But  in  case  the  accident  is  the  result  of  an  overt  act  which 
is  easily  identified  it  would  appear  that  exception  is  made  to  the 
general  rule,  and  the  compensatory  damages  are  charged 
directly  to  the  department  at  fault  (Case  165). 

In  case  of  Additions  and  Betterments  or  Construction, 
the  charges  are  made  to  the  Additions  and  Betterments 
and  Construction  accounts,  and  not  to  the  regular  expense 
accounts. 

In  addition  to  tlie  accidents  that  result  in  direct  losses  there 
is  a  very  considerable  body  of  expense  which  the  railroads  must 
bear  to  make  good  the  secondary  consequences  of  irregularities 
which  are  not  in  themselves  accidents,  and  the  effects  of  which 
may  not  be  realized  on  the  railroad  itself  in  the  actual  perform- 
ance of  its  service.  A  case  in  point  is  the  damage  by  loss  of 
markets  through  excessive  delays,  or  compensation  for  the  men- 
tal anguish  of  the  bridegroom  by  delayed  arrival  at  his  intended 
wedding. 

With  the  direct  expense  of  the  accident  are  included  all 
incidental  expenses  of  effecting  settlement,  such  as  expense  of 
tlie  staff  of  claim  adjusters,  also  all  expense  of  extraordinary 
precautions  against  loss,  such  as  detectives  to  ferret  out  and 
reduce  theft,  or  court  expenses  to  resist  claims  for  alleged  losses, 
or  witness  fees  and  expenses  at  coroners'  inquests  or  for  attend- 
ing court  in  damage  cases.  But  the  actual  legal  expense  is  cared 
for  by  the  Legal  Department  because  this  is  a  fixed  part  of  the 
service  devoted  to  legal  work  for  all  departments  of  the 
service. 

When  a  railroad  provides  for  its  personal  injuries  expense 
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by  an  insurance  fund  it  charges  the  monthly  premiums  to 
''  Insurance/'  and  in  this  way  "  Injuries  to  Persons  "  escapes  its 
burden. 

gg.  Loss  and  Damage — Freight.  Loss  and  damage  are  the 
consequence  of  irregularities  in  service,  which  are  computed  in 
money.  These  irregularities  may  occasion  loss  or  damage  of  the 
physical  thing  transported,  or  they  may  result  in  secondary  con- 
sequences of  money  loss,  as  by  failure  to  deliver  on  time,  or 
refunds  to  antecedent  carriers  of  freight  earned  and  uncollect- 
ible on  the  loss  of  the  goods.  The  loss  of  the  physical  thing  may 
be  complete  loss  of  a  consignment,  or  any  one  parcel  specified  in 
the  bill  of  lading,  or  loss  of  part  of  the  specified  parcel,  which  is 
called  a  concealed  loss.  Damage  would  be  of  every  kind  which 
would  affect  value. 

Freight  whose  loss  and  damage  expense  is  provided  for  here 
would  seem  to  embrace  all  articles  (except  baggage)  which  the 
railroad  undertakes  to  carry,  whether  under  the  general  freight 
tariff,  the  mail  contract,  the  express  contract,  or  free,  as  com- 
pany freight.  Company  freight  is  included  because  it  is  com- 
mitted to  the  Transportation  Department  for  transport  under 
the  same  conditions  as  commercial  freight  except  that  no  revenue 
is  collected  (Case  8).  The  transportation  department  under- 
takes all  risks  of  performing  transportation  service,  therefore 
it  is  immaterial  where  or  how  the  loss  or  damage  occurs,  if  the 
railroad  is  responsible,  and  if  the  shipment  was  committed  for 
transportation,  the  Transportation  Department  pays  for  the 
losses. 

With  the  money  paid  in  actual  settlement  for  the  goods  lost 
or  damaged  or  for  refund  of  back  charges  on  freight  lost  in 
transit  (Case  279),  less  any  recoveries  by  insurance  or  salvage, 
goes  all  the  expense  of  the  settlement,  such  as  notarial  fees 
(Case  607),  whether  by  adjustment,  or  through  the  court.  Any 
special  preventive  measures  are  for  account  of  the  class  of  losses 
they  are  designed  to  reduce.     Thus  detective  expense  to  locate 
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and  stop  loss  by  theft  (Case  298),  or  expense  of  repacking  or 
repairing  or  selling  damaged  freight,  is  a  part  of  the  loss  and 
damage  freight  account.  The  staff  of  adjusters  or  detectives 
who  do  the  work  is  charged  to  this  account  bodily,  together  with 
all  their  office  and  incidental  expenses  of  witness  fees  and 
awarded  damages  of  legal  expense  and  court  costs.  But  the 
actual  legal  service  is  performed  by  a  fixed  staflf  which  serves  all 
departments  of  the  road,  and  such  expense  is  therefore  charged 
to  "  Legal  Expense  '^  and  not  to  this  account,  and  the  clerks  of 
the  freight  claim  office  are  charged  to  general  office  clerks  and 
attendants. 

Bad  debts  for  freight  earned  and  back  charges  paid  connec- 
tions which  must  periodically  be  charged  off,  are  not  charges 
to  this  account  but  to  Profit  and  Loss  (Case  588), 

This  account  is  naturally  a  very  irregular  item  of  the  ex- 
penses and  it  is  therefore  permitted  to  make  the  monthly  charge 
on  the  basis  of  an  estimated  annual  schedule  (Case  155). 

loo.  Loss  and  Damage — Baggage.  Transportation  of  pas- 
sengers includes  the  transportation  of  their  baggage.  The 
losses  by  accident  which  arise  from  injury  to  the  persons  of 
passengers,*  together  with  the  losses  from  injury  to  all  other 
persons  by  the  Transportation  Department  are  included  in 
^^  Injuries  to  Persons  '^  account.  But  all  other  irregularities  in 
the  service  of  handling  passengers  and  their  baggage  which  run 
into  money  consequences  (except  failure  to  stop  for  a  passenger 
on  signal,  or  damage  to  clothing  worn  in  an  accident),  are 
charged  to  this  account.  Therefore  damage  to  trunks  or  to 
clothing  worn  (not  in  case  of  "accident^')  is  provided  for  here 
in  the  same  way  as  the  actual  baggage.  When  in  cases  of  injuries 
a  separate  claim  is  made  for  clothing  it  should  be  charged  to  this 
account  when  paid  (Case  386), 

*  If,  as  by  rare  chance  may  happen,  the  passenger  is  injured  by  the  overt 
act  of  a  department  other  than  the  Transportation  Department,  the  settle- 
ment of  damages  would  be  charged  to  the  Injuries  to  Persons  Account  of  the 
department  at  fault  and  not  to  this  account  (Case  165). 
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With  the  settlement  of  claims  for  lost  and  damaged  bag- 
gage, whether  directly  or  through  court,  are  included  all  cost 
of  effecting  the  settlement,  resisting  unjust  claims  and  reducing 
loss  by  restoring  damaged  baggage,  or  selling  salvage,  such  as 
special  detective  expense,  notarial  fees,  etc. 

The  expense  of  any  staff  regularly  performing  this  work  pre- 
sumably would  be  charged  to  this  account,  either  in  whole  or  in 
part  as  its  time  was  employed.  But  the  law  staff  serves  the  road 
as  a  whole  and  its  salary  and  office  expense  is  charged  as  to 
"  Law  Expenses  '^  and  not  to  this  account. 

loi.  Damage  to  Property.  Damage  to  a  railroad's  own 
property  is  an  incident  of  using  the  property,  analogous  to  wear 
and  tear,  and  is  therefore  borne  by  the  regular  accounts  which 
provide  for  such  wear  and  tear.  Losses  and  damage  to  property, 
entrusted  for  transportation,  are  provided  for  in  the  two  fore- 
going accounts.  But  there  is  another  large  group  of  loss  and 
damage  which  affects  property  not  belonging  to  the  railroad 
and  not  entrusted  for  transport.  This  is  property  of  abutting 
property  holders  or  of  other  railroads  having  trackage  rights 
along  the  roadway,  or  of  the  public  having  crossing  rights.  This 
class  may  include  every  kind  of  property  except  live  stock.  Live 
stock  damage  being  a  very  large  and  peculiar  item  of  expense 
to  railroads^  especially  in  thinly  populated  territory,  is  set  out  to 
a  class  (next  below)  by  itself.  With  actual  physical  damage 
is  included  financial  loss  such  as  loss  by  interruption  of  water 
traffic  at  drawbridges,  or  penalties  for  interrupting  street  traffic 
at  street  crossings. 

The  irregularity  which  results  in  damage  to  property  may  be 
in  the  train  or  yard  movements  on  the  property  of  the  company, 
by  fires  arising  from  sparks,  by  collision  or  derailment  (Case 
471)  ;  or  it  may  be  by  faulty  construction  of  roadway  (Case 
399),  culverts  (Case  392),  bridges  or  other  structures  (Cases 
38,  317),  resulting  in  damage  to  crops  by  overflow  and  like 
losses.     The  latter  class  of  losses  is  the  fault  of  another  depart- 
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ment,  but  the  Transportation  Department  accepts  the  facilities 
it  uses  as  being  up  to  standard,  and,  as  the  operating  depart- 
ment, bears  the  consequences  of  their  defects. 

This  physical  damage  embraced  in  this  account  would  in- 
clude all  causes,  whether  water,  fire,  smoke,  collision,  noise,  or 
genei^al  depreciation.  If  accident  on  the  track  of  one  railroad 
results  in  damage  to  the  roadway  or  structure  of  another  rail- 
road, as  when  the  two  roads  parallel  or  cross  each  other,  the 
second  railroad  is  treated  like  any  other  abutting  property 
owneV;  the  compensation  paid  for  its  property  damage  is 
charged  to  this  account  (Case  471). 

The  expense  of  settling  for  damages  classifies  ^vith  the  actual 
payments  for  damages;  so  also  an  expense  to  reduce  the  losses 
by  using  detectives  to  locate  miscreants  (See  case  298),  or  deter- 
mine facts,  or  cost  of  resisting  doubtful  claims  in  court  (except 
legal  expense),  is  charged  to  this  account.  Plaintiff's  legal  ex- 
penses when  included  in  a  judgment  against  the  road  are  part 
of  the  damage  payment. 

Any  salaries  or  office  expense  incurred  in  this  work  of  set- 
tling or  fighting  these  claims  (except  law  expense)  is  charged 
to  this  account  entire,  or  divided  equally  among  the  several 
claim  accounts  over  which  they  have  jurisdiction. 

102.  Damage  to  Stock  on  Right  of  Way.  All  damage 
accounts  arise  from  irregularity  of  some  kind  in  the  service,  or 
faulty  construction,  or  from  the  deliberate  assumption  of  a  class 
of  risks  depending  on  the  cooperation  of  the  public,  which  risks 
the;  road  is  forced  to  take.  In  the  very  early  days,  railroads  had 
little  right  of  way  fencing,  and  operation  was  endangered  by 
trespassing  live  stock.  With  the  building  of  the  ordinary  fences 
and  cattle  guards  at  road  crossings,  the  e\il  was  reduced,  but  it 
never  can  l>e  entirely  eliminated.  Because  it  is  so  large  a  class 
of  expense  and  referable  to  special  conditions  it  is  separated 
from  all  other  pii)perty  damages. 

The  accidents  from  which  these  losses  occur  are  mainly  due 
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to  moving  trains  in  revenue  service.  But  those  caused  by  a  train 
in  non  revenue  service  are  also  included,  and  also  those  arising 
from  defects  in  the  roadway  construction  for*  which  the  Trans- 
portation Department  which  bears  the  expense  of  the  loss  is  not 
responsible  (Case  396). 

With  the  payments  of  claims,  go  all  incidental  expenses  of 
effecting  the  settlement,  the  pay  and  expense  of  stock  claim 
agents  ('^  cow  coroners  "),  expense  of  witnesses  at  court  (includ- 
ing wages,  less  witness  fees,  when  the  witnesses  are  employees). 
If  any  staff  is  regularly  assigned  to  the  settlement  of  various 
claim  accounts,  their  expense  is  charged  equally  to  the  accounts 
over  which  they  haye  jurisdiction. 

The  repairing  of  incidental  damage  to  fences  or  the  rerailing 
of  locomotives,  or  the  repairs  of  equipment  when  caused  by  col- 
lision with  trespassing  cattle  is  each  treated  as  an  incident  of 
operation  and  charged  to  the  respective  operating  or  mainten- 
ance accounts,  but  the  disposal  of  the  dead  live  stock,  is  not  by 
the  same  rule  charged  to  M.  of  W.  and  S.,  but  it  is  charged 
arbitrarily  to  this  account.  A  possible  reason  for  such  exception 
may  lie  in  the  fact  that  disposal  of  the  carcass  is  sometimes  an 
incident  in  the  settlelnent  of  the  loss. 

It  may  be  pressing  the  distinction  arbitrarily,  but  a  horse 
killed  in  harness,  theoretically  should  not  be  charged  to  this 
account  but  to  "  Damage  to  Property." 

103.  Injuries  to  Persons.  The  theory  is  that  the  trans- 
portation of  passengers  and  of  freight  with  all  of  its  incidental 
processes  shall  be  conducted  by  the  railroad  in  absolute  safety  to 
life  and  limb  of  passengers,  employees,  and  others.  The  default 
from  such  standard  in  the  course  of  actual  practice  must  there- 
fore be  made  good  by  money  compensation.  This  compensation 
is  based  on  the  character  of  the  injury,  modified  by  consider- 
ations of  the  earning  power  of  the  person  injured.  Each  general 
department  of  the  railroad's  operation  bears  its  own  risk  of 
injury  to  its  employees,  while  on  duty.    This  conforms  with  the 
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latter  day  idea  that  all  incidental  risks  must  be  absorbed  into  the 
cost  of  the  work  done.  In  the  same  way  each  department  main- 
tains its  property  against  wear  and  any  damage  it  may  itself 
accidentally  inflict. 

When,  as  is  the  case  on  railroads,  a  property  is  maintained 
by  one  department  and  used  by  another,  the  department  respon- 
sible for  upkeep  against  wear  is  also  responsible  for  restoration 
after  damage  by  the  other  department.  That  is,  each  department 
must  assume  all  the  risks  of  the  business  from  every  source,  so 
far  as  the  maintenance  of  its  property  is  concerned.  But  in  the 
maintenance  of  its  staff  by  compensation  against  injury,  the 
rule  seems  to  be  that  while  each  department  assumes  all  the 
risks  from  its  own  negligence  and  the  risks  from  other  depart- 
ments due  to  defective  material,  the  personal  injury  consequences 
of  overt  acts  of  negligence,  are  charged  back  to  the  department 
at  fault.  To  illustrate  the  foregoing :  The  compensation  for  the 
death  of  a  M.  of  W.  and  S.  employee  injured  through  the  care- 
lessness of  a  fellow  employee  of  the  same  department  would  be 
chargeable  to  the  "  Injuries  to  Persons  "  account  of  the  depart- 
ment to  which  they  both  belonged.  But  if  a  M.  of  W.  and  S. 
employee  were  injured  while  repairing  a  shop  building  through 
the  negligence  of  a  M.  of  E.  employee  handling  a  shop  crane,  the 
compensatory  damages  would  be  chargeable  to  the  M.  of  E. 
Department.  Thus  the  damage  settlement  with  a  track  man 
injured  by  a  revenue  train  is  chargeable  to  the  Transportation 
Department  which  ran  the  train. 

When  the  person  injured  is  a  passenger,  the  Transportation 
Department,  as  his  guardian,  bears  the  expense  when  the  acci- 
dent is  caused  by  defective  material,  as  a  broken  rail;  and  the 
department  at  fault  bears  the  expense  when  the  accident  is 
caused  by  a  direct  overt  act  of  negligence;  e.g.  when  a  work 
train  kills  a  passenger  at  a  station  the  charge  is  to  M.  of  W.  and 
S. — "  Injuries  to  Persons  ^^  *  (Case  165). 

*  See  page  180,  general  discussion  of  loss  and  injury  accounts. 
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Pressing  the  analysis  a  stage  further,  when  the  party  injured 
is  not  an  employee  and  is  not  a  passenger,  he  is  still  under  the 
guardianship  of  the  Transportation  Department,  whether  injured 
when  within  his  rights  at  a  public  crossing,  or  as  a  trespasser. 
In  either  case  the  Transportation  Department,  because  it  is  in 
immediate  operating  charge  of  the  property,  would  seem  to  be 
responsible  when  the  accident  is  due  to  defects  of  material,  while 
as  before  the  department  committing  the  overt  act  of  negligence 
would  bear  the  expense  of  accidents  directly  arising  from  such 
acts.  There  is  a  ruling  (Case  304)  that  injury  sustained  by  one 
of  the  public  on  a  defective  highway  within  location  lines,  should 
be  charged  to  M.  of  W.  and  S.  If  in  this  case  the  highway  was 
not  in  process  of  rebuilding  but  had  simply  been  neglected,  the 
ruling  sharply  conflicts  with  the  principle  laid  down  in  "  Damage 
to  Property,"  that  damage  to  crops  by  reason  of  defective  road- 
way drainage  is  borne  by  the  Transportation  Department,  which 
is  in  immediate  operating  charge  of  the  property  (Cases  38,  317 
and  392). 

The  theory  of  responsibilities  of  this  kind  being  assigned 
to  the  several  departments  according  to  their  direct  culpable 
acts,  is  not  much  of  a  factor  in  practice,  so  far  as  the  public  is 
concerned,  because  the  transportation  is  primarily  performed  by 
the  Transportation  Department  only. 

Personal  injury  is  generally  a  physical  injury,  but  legal 
subtlety  has  extended  it  to  embrace  a  lot  of  secondary  conse- 
quences (Case  78).  From  nervous  shocks,  it  is  an  easy  stage  to 
personal  inconvenience  and  wounded  dignity.  Passengers  ejected 
from  a  train  are  an  illustration.  A  young  lady  was  kissed  by  a 
gallant  conductor  on  a  southern  railroad  train  and  the  railroad 
paid  several  hundred  dollars  forfeit  which  was  charged  to  this 
account.  A  young  man  on  the  way  to  his  wedding  missed  con- 
nections on  a  through  ticket  and  he  suffered  such  "  great  mental 
pain  and  anguish  ''  that  the  railroad  was  compelled  to  solace  him 
with  a  thousand  dollars,  which  could  only  be  described  as  a 
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sonal  injury  expense.*  With  the  actual  payment  is  included  the 
expense  of  effecting  settlement,  whether  amicably  or  through  the 
courts,  including  pay  and  expenses  of  employees  attending 
coroner's  inquest  (Case  34).  Salary  and  expenses  of  adjusters 
are  of  this  class,  as  also  wages  of  other  employees:  when  attend- 
ing court  or  investigations,  rent  and  other  office  expenses,  includ- 
ing "'  Stationery  and  Printing  "  (Cases  35,  532).  Legal  expenses 
(except  when  an  item  in  the  plaintiff's  costs  adjudged  against 
the  defendant)  are  not  of  this  class  because  there  is  a  regular 
legal  staff  on  the  railroad  which  serves  all  departments  as  needed 
and  whose  expense  is  charged  to  legal  expense. 

Medical  and  hospital  service  is  of  the  nature  of  preventive 
measures  to  avoid  when  possible  more  serious  injuries  or 
fatalities  with  the  consequent  heavier  damages.  For  this  reajson 
salaries  of  a  fixed  medical  and  surgical  staff,  with  their  supplies, 
or  contributions  to  hospitals,  are  charged  to  this  account.  All 
emergency  expense  of  carriages  and  attendants  to  care  for 
injured  are  of  the  same  class. 

The  railroad  is  frequently  required  to  provide  funeral 
expenses  for  victims  of  accident,  and  such  expense  is  distinctly 
an  ''  Injuries  to  Persons "  charge.  Where  any  fixed  expenses 
are  involved  which  serve  several  claims  accounts  the  amount 
unassignable  must  be  evenly  divided  among  the  accounts  served, 
except  that  hospital  subscriptions  are  divided  one  quarter  each 
to  Maintenance  of  Way  and  Structures,  and  Maintenance  of 
Equipment,  and  one  half  to  Transportation  Expense — ^this 
account. 

In  case  the  railroad  carries  an  insurance  policy  against  this 
form  of  liability,  ihe  monthly  accruals  of  insurance  premium, 
charged  to  "  Insurance  "  take  the  place  of  the  "  Injuries  to  Per- 

*  The  line  between  *'  Injuries  to  Persona  "  and  '*  Other  Expenses  "  is 
not  easy  to  draw  at  this  point.  **  If  award  of  damages  is  based  upon  a 
property  loss,*'  the  charge  it  '*  Other  Expenses;  "  **  if  because  of  personal 
injuries  sustained,  to  *  Injuries  to  Persons.'  *'     (Case  79.) 
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sons"  account  (Case  526),  This  practice  is  indefensible.  It  is 
a  classification  by  the  form  of  the  payment  instead  of  the  use  of 
the  payment. 

"  Injuries  to  Persons  '^  being  a  most  irregular  account  it  is 
permissible  to  make  the  monthly  charge  arbitrarily  on  the  basis 
of  an  annual  schedule  (Case  155). 

In  case  of  accidents  involving  both  injuries  to  persons  and 
loss  or  damage  of  clothing  each  must  be  charged  to  its  appro- 
priate account;  but  if  the  separation  is  not  possible  the  entire 
amount  of  the  settlement  is  charged  to  "Injuries  to  Persons ^^ 
(Case  386), 

104,  105.  Operating  Joint  Tracks  and  Facilities — Dr.,Cr.  To 
avoid  duplication  of  construction  and  maintenance,  it  frequently 
happens  that  a  road  will  admit  a  connecting  road  to  a  section  of 
its  line  to  be  manned  and  operated  by  one  of  the  roads  for  the 
joint  account  of  both.  The  joint  service  at  yards  and  terminals 
has  already  been  provided  for  separately  in  order  to  preserve 
the  distinction  between  line  of  road  and  terminal  expense. 
(Cases  275,  492).  This  account  of  joint  tracks  and  facilities 
covers  the  running  right  and  facilities  between  terminals.  In 
order  to  preserve  the  relation  between  the  items  of  expenses  and 
the  operating  units,  the  detail  is  not  disturbed,  but  the  offsetting 
account,  "  Operating  Joint  Tracks  and  P^acilities,"  is  set  up, 
through  which  the  road  disbursing  the  moneys,  credits  its  trans- 
portation expenses  en  bloc,  by  the  amount  of  the  bill  rendered. 
The  other  road  in  turn  takes  up  the  debt  passed  under  a  similar 
heading  on  the  debit  side,  and  thus  does  not  disturb  its  detail 
accounts.  Where  a  road  pays  trackage  in  a  single  flat  rate  per 
car  or  per  train,  such  amount  is  necessarily  composed  of  allow- 
ance for  manning  towers,  maintenance  and  interest  on  plant,  and 
it  must  be  divided  accordingly  to  the  proper  joint  track  and 
facilities  account  (Cases  117,  120,  121). 

This  account  implies  the  permanent,  joint  use  of  the  facilities 
(Cases  74,  535).    When  one  railroad  delivers  its  train  and  crew 


192  RAILROAD    EXPENSES 

to  the  rails  of  connecting  road,  and  from  this  point  surrenders 
its  revenue,  billing  the  other  road  for  crew  and  train  expense, 
there  is  not  a  case  of  joint  tracks  and  facilities.  It  has  been 
ruled,  however,  that  a  single  joint  interlocker  station  at  the 
crossing  of  the  lines  of  two  railroads  constitutes  a  case  of  joint 
tracks  and  facilities  (Case  283). 

Joint  facilities  accounts  can  only  be  used  when  there  is  a 
plant  of  some  kind  used  in  common: — for  the  present  a  joint 
staff  without  plant  does  not  constitute  "joint  facilities."  It 
does  however  include  the  wages  expense  when  in  connection  with 
a  plant  in  joint  use. 

"Joint  facilities"  contemplates  some  permanent  joint 
arrangement  (Cases  74,  497) — six  months  alternation  is  con- 
sidered "  permanent." 

Joint  facilities  can  only  be  used  when  the  other  railroad  is 
a  common  carrier  (Case  495). 

In  marking  the  distinction  between  "  joint  tracks  "  and  "  joint 
yards  and  terminals" — it  has  been  ruled  that  mileage  (up  to 
2.45  miles  in  case  cited)  used  as  part  of  a  union  station  facilities 
falls  under  "joint  yards  and  terminals '*  (Case  492). 


CHAPTER  VI 

GENERAL    EXPENSES 

The  several  specific  functions  of  the  operating  railroad,  which 
are  the  getting  of  traffic,  the  handling  of  traffic,  and  the  mainten- 
ance of  the  roadway  and  the  equipment  by  which  the  traffic  is 
handled,  are  each  assigned  to  the  responsibility  of  a  separate 
department.  These  several  departments  are  brought  together 
in  the  general  office  in  the  official  person  of  the  president,  who 
reports  to  the  Board  of  Directors.  Here  in  the  general  office, 
financial  policies  are  worked  out,  and  departmental  policies 
adjusted  to  conform.  Here  the  capital  is  invested  and  the  divi- 
dends are  distributed.  Here  is  the  corporate  machinery  by  which 
the  company  affirms  its  acts  in  the  form  of  official  records,  and 
affixes  the  corporate  seal;  here  is  the  custody  of  the  treasury 
funds ;  here  is  the  legal  organization  that  assures  the  legal  form 
to  the  corporate  undertaking,  and  protects  the  property  and 
various  interests  of  the  corporation.  Here  are  accounted  all 
funds  received,  and  here  disbursements  are  apportioned  in  con- 
formity with  the  instructions  of  the  Board  of  Directors,  whereby 
general  policies  are  made  effective.  To  these  usual  functions  of 
the  general  office  are  sometimes  added  "  law  and  tax  commission- 
ers," and  special  expert  staff  assignments  which  under  various 
conditions  may  be  necessary. 

The  classification  of  expenses  of  the  general  office  provides 
for  the  salaries  of  the  officers  and  their  staff,  with  their  expenses 
and  stationery  and  printing.  Two  classes  of  service  are  drawn 
out  of  the  general  office  and  their  wages  and  expenses  are  set  up 
as  separate  accounts  under  the  headings  respectively  of  "  Law 
Expenses  "  and  ''  Belief  Department  Expenses." 

193 
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With  the  expenses  of  the  general  office  are  also  charged  as 
general  expense  the  disbursements  for  pensions  and  insurance, 
because  these  are  for  account  of  the  property  as  a  whole. 

1 06.  Salaries  and  Expenses  —  General  Officers.  The 
position  of  chairman  of  the  Board  of  Directors  is  sometimes 
established  as  a  definite  office  with  a  salary,  and  the  chairman 
together  with  the  secretary  are  classed  as  general  officers,  and 
their  salaries  charged  to  this  account. 

Directors  only  give  their  services  to  attend  the  Board  meet- 
ings, for  w^hich  they  are  paid  in  fees  that  are  charged  to  "  Other 
Expenses  "  in  the  group  of  *'  General  Expenses.^'  Because  they 
do  not  give  their  full  time,  they  are  not,  strictly  speaking, 
officials,  but  the  chairman  who  is  paid  a  salary  and  gives  a 
definite  part  of  his  time  in  active  work  is  considered  an  officer. 

The  chairman  of  the  Board  and  the  secretary  are  directly 
concerned  with  the  affairs  of  the  Board  of  Directors.  The  presi- 
dent, ex  officio,  is  a  member  of  the  Board  of  Directors.  He  is 
the  connecting  link,  and  in  most  cases  the  only  connecting  link, 
between  the  Board  of  Directors  which  legislates  on  general 
financial  polices,  and  the  organization  which  executes  them. 
Viewed  broadly,  the  other  general  officers  may  be  considered  as 
quasi  staff  officers  on  the  staff  of  the  president  having  custody 
of  the  funds  and  of  the  accounts,  the  freight  claims,  the  real 
estate  and  the  taxes. 

The  titles  of  the  officers  performing  these  and  other  functions, 
whose  salaries  are  charged  to  this  account,  are  vice  president, 
treasurer,  comptroller,  general  auditor,  auditor,  registrar  or 
transfer  agent,  freight  claim  agent,  real  estate  agent,  tax  com- 
missioner. With  each  officer  is  classed  the  assistant  officer 
of  the  same  title,  and  also  the  officer  of  the  title  of  "  assistant 
to ' '  the  officers  named  above.  When  a  road  is  in  the  hands  of  a 
court,  the  receiver  is  a  general  officer  and  his  fees  and  salary  are 
charged  to  this  account.  To  these  are  added  "  All  other  General 
Officers  not  otherwise  provided  for." 
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In  the  quasi  staff  character  of  their  functions,  these  officers 
are  practically  a  part  of  the  president's  office  and  together 
sustain  a  common,  general  relation  to  the  Traffic,  Transportation, 
and  M.  of  W.  and  S.  and  M.  of  E.  departments. 

Wide  differences  in  the  organization  of  different  railroads 
force  this  classification  to  the  basis  of  the  uses  served  rather  than 
the  titles  in  force.  Thus  a  president  who  has  direct  charge  of 
one  or  more  departments  is  classified  as  a  departmental  officer 
(Case  82).  If  the  service  of  a  general  officer  is  performed  by 
an  officer  of  another  company  on  the  basis  of  a  charge  of  a  cer- 
tain per  cent  of  his  salary,  such  charge  is  carried  to  this  account 
(Case  255). 

The  pay  and  expenses  of  the  officials  who  purchase  and  dis- 
burse supplies  are  not  cliarged  to  this  account,  but  are  added  as 
a  burden  to  the  invoice  cost  of  the  sui)plies,  which  they  handle. 
These  officers  do  serve  the  road  as  a  whole  in  the  same  way  as 
general  officers,  but  the  device  of  adding  their  expenses  to  the 
cost  of  the  supplies  makes  it  possible  to  charge  out  each  month 
the  cost  of  their  services  at  the  points  where  such  services  apply. 
This  is  not  possible  with  general  officers. 

This  account  is  divided  into  salaries  and  expenses.  Under 
the  former  caption  is  charged  the  pay,  whether  by  salary  or  fee, 
of  the  officers  who  perform  the  functions  described  above.  Under 
expenses  are  included  all  personal  expenses  paid  by  the  company 
for  account  of  the  officers  named  above,  and  the  supplies  and 
cost  of  running  their  special  cars  or  trains.  Membership  fees  of 
general  officers  in  railroad  and  other  associations,  classify  here. 
107.  Salaries  and  Expenses  of  Clerks  and  Attendants.  The 
pay  of  the  staffs  of  the  general  officers  is  charged  to  this  account. 
They  are  a  more  numerous  body  and  constitute  a  more  flexible 
expense;  hence  the  distinction.  The  line  between  the  general 
officers  charged  to  "  Salaries  and  Expenses  of  General  Officers  " 
and  their  staff  charged  to  this  account,  is  drawn  arbitrarily. 
The  local  treasurer,  the  assistant  treasurer,  and  the  assistant 
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auditor,  are  ^^  general  officers '' ;  the  cashier,  the  paymaster,  the 
chief  accountant,  the  traveling  auditor,  are  "  clerks  and 
attendants." 

This  account  is  itself  divided  into  ^'  Clerks "  and  "  Attend- 
ants," and  the  distinction  here  too,  is  at  the  last  arbitrary.  For 
instance,  the  postman  and  mail  clerks  in  the  general  office  are 
of  the  former  class,  while  the  superintendent  of  the  general 
office  building,  the  bank  messengers,  messenger  telephone 
operator,  and  usher  are  classed  with  the  drivers,  stablemen, 
janitors,  cleaners  and  porters. 

"  Expenses,"  which  is  the  third  caption  of  this  account, 
includes  traveling  and  other  expenses,  supplies  for  special  cars 
while  in  the  use  of  tlie  above  staff,  and  expense  of  special  trains 
run  for  them. 

io8  General  Office  Supplies  and  Expenses.  The  salaries 
and  wages  expense,  together  with  the  incidental  personal 
expenses  of  the  officials  and  staff*,  who  occupy  and  man  the  gen- 
eral office  building,  have  been  provided  for  in  the  two  accounts 
next  preceding.  There  remains  the  running  expense,  except 
wages,  incidental  to  the  housing  of,  caring  for,  and  furnishing 
miscellaneous  conveniences  for  the  body  of  men  and  officials  con- 
stituting  the  general  office.  Such  supplies  and  expenses  are: — 
the  rent  and  repairs  of  rented  general  office  buildings  and 
fixtures,  the  alteration  of  partitions  and  fixtures,  furniture,  heat- 
ing, lighting  and  cleaning  supplies,  messenger  wagon  facilities 
and  the  use  of  public  service  for  telephone,  telegraph,  cabling 
and  express. 

Atlases,  directories  and  like  reference  books  for  general 
office  use,  together  with  new^spapers  and  periodicals,  are  an  item 
of  general  office  expense,  classified  separately  from  the  stationery, 
which  has  an  expense  head  for  itself.  Premiums  on  fidelity 
bonds  for  general  office  employees  are  a  general  office  expense  as 
distinguished  from  memberships  in  associations  held  by  officials, 
which  are  charged  to  expense  of  general  officers.    The  first  cost 
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of  automobiles,  wagons  or  furniture  (if  less  than  $200)  for 
the  use  of  the  general  office  (Case  518),  is,  like  any  subsequent 
renewal,  charged  to  this  account  as  a  supplies  expense,  probably 
upon  the  theory  that  most  of  the  items  thus  charged  are  actually 
supplies. 

When  the  general  office  building  is  occupied  by  depart- 
mental office  staffs,  the  office  rent  and  expenses  should  be 
equitably  apportioned  among  them  (Case  534). 

log.  Law  Expenses.  Every  large  railroad  maintains  a  legal 
staff  to  assure  the  legality  and  legal  form  of  its  acts,  to  give 
counsel  as  to  its  legal  rights  and  obligations,  to  enforce  its  con- 
tracts, and  to  protect  its  property  and  rights  under  attack.  The 
general  oversight  of  this  legal  staff  extends  from  the  minutest 
act  of  the  railroad  in  its  dealings  with  its  patrons,  its  employees 
and  the  holders  of  its  stock  and  securities,  up  to  its  general  cor- 
porate policies.  It  vises  the  form  of  bill  of  lading,  under  which 
the  carrier  undertakes  the  function  of  bailee,  for  transporta- 
tion, it  indicates  the  method  of  handling  garnishments  on  em- 
ployees wages;  it  defines  the  legal  limits  in  issuing  new 
securities  and  consolidating  railroad  properties.  At  every  point 
of  the  operations  it  gives  its  counsel  in  matters  of  contractual 
relations,  expressed  or  implied,  specific  or  general.  When  rights 
are  invaded  it  takes  direct  charge  of  the  litigation.  A  very 
large  part  of  its  duty  is  to  effect  settlement  of  disputes  outside 
of  court.  The  men  who  settle  disputes,  whether  in  or  out  of 
court,  whether  regular  staff,  special  counsel  (Case,  287,  617),  or 
arbitrators,  together  with  their  law  books,  the  printing  of  their 
briefs,  legal  forms,  testimony  arid  reports,  perform  essentially 
the  same  function,  and  therefore  their  expenses  are  charged  to 
one  account. 

A  very  large  part  of  the  controversies  which  are  a  matter 
of  delicate  negotiation  and  sometimes  lead  to  litigation,  is  that 
arising  from  loss  and  damage  of  freight  and  property,  and  from 
personal  injuries.    These  cases  constitute  so  regular  and  large  a 
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group,  and  are  so  nearly  similar,  that  they  result  in  specializa- 
tion with  regular  staffs  to  handle  them.  P'or  these  reasons  they 
bear  their  own  burden  of  all  expenses  incidental  to  arbitration, 
litigation  and  final  settlement,  except  the  actual  salaries,  fees 
and  retainers  for  legal  service.  But  the  notarial  fees  in  the 
handling  of  overcharge  claims  is  *^  Law  Expenses  "  (Case  607). 

While  "  Law  Expenses  "  refers  to  a  department  and  embraces 
all  of  its  salaried  and  legal  and  office  expenses,  including  office 
rent  (Case  345)  and  the  printing  of  briefs,  legal  forms,  etc., 
yet  it  is  so  far  consolidated  with  the  other  departments  embraced 
in  general  expenses  that  its  stationery  and  printing  of  a  general 
character  is  included  with  that  of  the  other  departments  in  that 
group  of  expense  under  the  item  "  General  Expenses — Stationery 
and  Printing.^^ 

no.  Insurance.  All  property  in  use,  or  committed  to  the 
charge  of  the  carrier,  is  at  all  times  exposed  to  risk  of  sudden 
damage  and  partial  or  entire  destruction  by  fire  or  other  extra- 
ordinary cause.  This  damage  and  destruction  of  property  by 
accident  is  distinguished  from  the  deterioration  by  wear, 
although  both  are  equally  an  incident  of  use.  .  But  the  losses  by 
accident  are  irregular,  and  fall  heavily  in  individual  instances, 
while  wear  is  more  or  less  constant.  In  order  to  save  the  opera- 
tions from  the  disturbing  effects  of  such  erratic  factors,  it  is  the 
practice  in  every  well  organized  business  to  reduce  the  experience 
of  accidents  of  different  character  to  an  average,  and  apportion 
the  estimated  annual  expense  of  this  character  on  the^basis  of  a 
regular  periodical  charge.  Such  a  charge  is  insurance.  It  is 
merely  an  arbitrarily  estimated  average  of  an  irregular  expense 
related  to  certain  forms  of  happenings  called  accidents.  It 
matters  naught  whether  this  charge  is  made  for  account  of  a 
fund  created  by  the  railroad  to  care  for  its  own  insurance,  or 
whether  it  represents  an  actual  cost  payment  of  premiums  to  a 
regular  insurance  company.  The  charge  is  the  same.  But  a 
reinsurance  expense  is  the  expense  which  the  railroad  is  put  to 
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when  prudence  dictates  that  risks  originally  carried  by  the  rail- 
road company  shall  be  transferred  to  a  company  covering  wider 
range  of  risks.  Such  reinsurance  expense  is  charged  to  the  in- 
surance fund  which  should  have  been  created  upon  a  scale  liberal 
enough  to  provide  for  all  of  the  risks  assumed.  For  the  same 
reason  it  is  not  charged  to  the  "  Insurance  Expense  "  account, 
the  latter  being  a  current  monthly  average  charge.  And  in  the 
same  way  amounts  recovered  for  damage  to  reinsured  property 
constitute  an  irregular  credit  which  must  be  absorbed  by  the 
insurance  fund,  and  not  applied  as  a  credit  to  the  monthly  in- 
surance expense  account  ( Case  31 ) . 

Because  insurance  is  an  average,  it  becomes  somewhat  of  the 
nature  of  a  fixed  charge,  regulated  largely  by  the  safety  factor 
which  may  be  used.  It  may  be  based  upon  experience  growing 
out  of  groups  of  conditions  in  which  departmental  lines  have 
been  ignored,  and  specific  local  conditions  embraced  in  general 
categories.  For  all  of  these  reasons  it  is  apparently  held  to  be 
not  closely  related  to  the  current  expense  of  each  department 
insured,  and  therefore  is  considered  a  General  Expense  item. 

Roads  are  permitted  to  carry  their  own  insurance  both 
against  property  loss  and  injuries  to  employees  (Case  419).  To 
the  extent  that  the  "  Injuries  to  Persons ''  expense  may  be  taken 
care  of  by  relief  department  expense  or  by  an  insurance  premium 
(Cases  419,  526)  there  is  no  charge  to  "  Injuries  to  Persons." 

Comment:  To  the  extent  that  actual  charges  for  different 
purposes  may  be  superseded  by  a  single  account  called 
"  Insurance "  that  has  no  characteristic  except  that  it  is  an 
average  charge,  the  principle  of  classification  is  violated. 

This  violation  of  right  principle  is  well  exhibited  when  the 
insurance  of  store  stock  is  charged  to  "  Insurance ''  (Case  181). 
All  other  overhead  expenses  of  supervision  and  like  charges  are 
carried  over  to  the  material  issued,  so  that  the  identity  of  values 
may  be  traced  to  their  uses,  but  the  insurance  expense  is  set  up 
in  arbitrary  isolation  from  any  use  or  purpose. 
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111.  Relief  Department  Expenses.  The  disa])ility  through 
accident  and  through  sickness  of  railroad  men  working  in  so 
great  a  body  and  under  such  hazard  early  rendered  desirable 
some  methodical  provisions  for  the  financial  suffering  involved 
outside  that  covered  by  the  legal  liability  of  the  railroad.  It 
was  the  part  of  business  to  substitute  for  an  uncertain  charity  a 
reliable  and  definite  financial  arrangement  to  meet  these  con- 
tingencies. 

Whether  the  insurance  fund  for  these  payments  was  made  by 
the  men  alone,  or  by  the  men  and  the  company  together,  an 
office  for  the  collection  and  distribution  of  the  fund  was  naturally 
maintained  by  the  railroad  company.  Any  contributions  made 
by  the  company  would  fall  into  the  same  class  of  expense.  To 
provide  for  such  expense  this  account  has  been  set  up. 

Since  the  several  "  Injuries  to  Persons "  accounts  include 
only  the  payments  for  which  the  carrier  is  legally  liable,  there 
must  remain  a  large  disbursement  for  relief,  account  of  acci- 
dents for  which  the  railroad  is  not  legally  liable,  and  of  sick 
benefits  for  which  the  "  Injuries  to  Persons '-  accounts  do  not 
provide.  If  by  contribution  to  this  fund  a  carrier  is  released 
from  expenses  for  accidents  to  employees  for  which  it  would 
otherwise  be  liable,  no  distribution  under  "  Injuries  to  Persons  '^ 
is  required  (Case  419). 

112.  Pensions.  The  principle  of  depreciation  that  anticipates 
the  non-serviceability  of  machinery  and  plant,  or  the  principle 
of  insurance  that  averages  the  recurrence  of  extraordinary 
factors  that  destroy  or  impair  efficiency  of  the  property,  are 
principles  that  are  -found  to  have  equal  application  as  a  matter 
of  business  prudence  among  the  working  force.  The  theory 
here,  as  in  depreciation  and  insurance,  is  to  make  the  efficiency  of 
the  current  instant  pay  its  toll  of  the  expense  that  shall  affect 
the  processes  that  are  hidden  or  unforeseen,  but  known  by  experi- 
ence to  be  invariably  present,  registering  their  final  effect  in  the 
incapacity  of  superannuation,  or  disability  by  specific  accident. 
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The  regular  monthly  charge  expense  that  performs  this  function 
is  distinct  from  the  insurance  of  property,  because  it  may  at 
times  incorporate  other  factors  than  those  of  severe  business 
prudence,  since  it  deals  with  men  and  not  with  things. 

With  the  actual  charge,  is  included  all  the  salaries  and 
expenses,  including  stationery  and  printing,  incidental  to  the 
operation  of  the  department  in  charge,  because  this  is  a  special 
function  of  the  railroad,  and  furthermore  is  not  yet  in  general 
practice. 

The  theory  of  an  expense  charge  is  that  it  shall  not  only 
cover  the  direct  cost  of  the  earnings  which  it  offsets,  but  that  it 
shall  also  maintain  the  equilibrium  of  the  plant  against  the 
processes  of  deterioration  and  accident.  Upon  the  further 
theory  that  the  earnings  of  any  one  year  must  be  offset  sometime 
during  that  year  by  the  expense  incurred  to  produce  those  earn- 
ings, the  insurance  and  depreciation  charges  for  the  year  should 
closely  approximate  the  actual  risk  and  deterioration  of  the  year. 
When  the  policy  is  extended  to  provide  for  the  same  factors 
among  the  working  force,  however,  there  is  no  arrangement  of 
a  pension  fund  accumulated  out  of  a  fixed  charge  to  expenses. 
No  charges  (save  incidental  expenses)  may  be  made  to  this 
account  other  than  the  actual  payment  of  pensions.  In  case  the 
railroad  contributes  $30,000  to  its  pension  fund  in  one  year, 
while  the  actual  payments  drawn  on  the  pension  fund  are  only 
$10,000  for  the  same  year,  the  excess  of  $20,000  above  the  cur- 
rent disbursements  is  not  a  proper  charge  to  expenses 
(Case  208). 

Comment:  If  it  is  proper  to  offset  the  decline  of  equipment 
by  a  fixed  depreciation  charge,  regardless  when  the  actual 
renewal  payment  is  made,  or  to  charge  "  Insurance  "  a  regular 
monthly  premium  based  on  the  estimated  loss  of  a  given  period 
regardless  of  the  actual  loss,  we  think  the  same  principle  applies 
to  "  Pensions.^' 

113.  Stationery  and  Printing.    Stationery  and  printing  is  a 
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class  of  office  supplies  and  of  office  facilities  (not  furniture), 
with  which  the  staff  does  its  work  of  recording,  calculating,  com- 
piling and  making  the  recorded  communications  between  itself 
and  other  parts  of  the  organization.  This  class  of  supplies  began 
with  the  simple  notion  of  the  stationery  on  which  the  record  was 
made,  whether  for  file  or  communications,  and  added  to  it  the 
necessary  pencil,  pen  and  ink,  and  the  postage  to  carry  it 
through  the  mails.  To  this  was  added  further  the"  printing 
which  was  a  system  of  duplicating  a  single  record  on  paper,  and 
which  naturally  fell  in  the  same  class.  These  items  were  clearly 
of  the  nature  of  supplies  of  a  special  character,  supplies  being 
understood  to  be  articles  and  material  of  current  consumption, 
and  in  that  way  distinguished  from  furniture,  which  is  charged 
as  an  office  expense,  but  is  of  fairly  permanent  use.  With  the 
extension  of  office  facilities,  the  pen  and  pencil  have  given  way 
to  the  typewriter,  and  a  great  number  of  mechanical  appliances, 
small  and  large,  have  been  added  to  the  office  outfit  to  facilitate 
the  work  of  the  staff.  As  these  have  been  added  one  by  one,  or 
substituted  for  simpler  tools,  because  they  have  been  devoted  to 
the  same  use,  they  have  fallen  into  the  same  class  of  stationery 
and  printing,  although  in  construction,  cost,  and  the  extended 
period  of  useful  life,  they  have  departed  widely  from  the  first 
nature  of  the  supplies  that  constituted  "stationery  and  print- 
ing." But  while  they  have  come  to  include  every  desk  facility 
and  adjunct,  they  are  confined  to  articles  of  use  by  the  office  as 
a  whole,  instead  of  those  that  may  be  used  only  by  specialists,  as 
drawing  instruments ;  or  by  officials,  as  technical  papers.  With 
the  paper  used  for  stationerj'^  has  been  classified  also  wrapping 
paper  and  twine.  As  illustrations  of  the  development  of  the  idea 
of  stationery  and  printing,  the  account  is  now  made  to  include 
besides,  typewriters,  calculating  machines,  duplicating  machines, 
waste  baskets,  and  wringers  for  copying  presses. 

The  stationery  and  printing  of  tlie  general  offices  and  the 
stationery  of  the  law  offices  are  charged  to  this  account.     The 
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printing  of  briefs,  testimony  and  legal  forms  for  the  legal  depart- 
ment is  charged  to  "  Law  Expenses  ^'  and  not  to  this  account. 
Other  departments  charged  to  general  expense  must  pay  their 
own  bills  for  stationery  and  printing, — "^  Stationery  and  Print- 
ing" appears  as  a  detail  item  under  each  of  the  five  general 
heads.  In  the  case  of  this  occurence  of  the  account  under  "  Gen- 
eral Expense,"  there  is  embraced  a  special  class  of  stationery  and 
printing  incidental  to  the  printing  of  the  annual  reports,  the 
bonds,  and  the  stock  certificates,  to  which  are  also  added  passes 
issued  from  the  general  office. 

114.  Other  Expenses.  In  addition  to  the  irregular  items  for 
which  this  account  provides,  there  are  charged  here  such  regular 
expenses  as  cost  of  publishing  notices  of  stockholders^  meetings, 
and  election  of  Directors,  and  of  the  publicity  for  corporate  and 
financial  notices  of  a  general  character.  Fees  and  expenses  paid 
to  Directors  not  being  a  regular  salaried  expense,  they  are  carried 
to  this  account,  as  are  also  contributions  to  funds,  on  account  of 
catastrophies  and  epidemics,  which  are  a  contribution  for  the 
road  as  a  whole  and  by  which  the  Directors  signalize  their  atti- 
tude in  matters  of  public  moment  and  common  cause. 

The  general  theory  of  the  division  of  expenses  called  ''  Gen- 
eral Expenses  "  is  somewhat  brought  into  profile  by  the  rulings 
as  to  this  particular  account.  Thus  the  following  are  chargeable 
to  this  account;  donations  to  the  fire  department  (Case  113),  or 
other  contribution  incidental  to  operation  but  not  traffic  (Case 
59),  expense  of  cashing  checks  at  bank  (Case  207)  or  premiums 
for  cash  to  pay  men  in  the  operating  department  (Case  346), 
losses  by  forgery  in  paying  men  (Case  347)  or  by  error  of 
freight  claim  office  clerk  (Case  613)  or  by  refunding  to  employee 
wages  held  during  suspension  (Case  401)  and  the  draping  of 
stations  along  the  line  (Case  313). 

115,  116.  General  Administration  Joint  Tracks,  Yards  and 
Terminals,  Dr.,  and  Cr.  In  the  joint  use  of  facilities  to  reduce 
expense,  the  road  having  the  facility  performs  the  service  and 
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renders  bill  for  the  service  and  use  of  facilities.  But  in  order  not 
to  disturb  the  relation  between  the  cost  under  detail  headings  of 
expense,  and  the  ofifisetting  performance  units,  it  is  arranged  to 
pass  the  bill  between  companies  by  this  account,  the  creditor  road 
crediting  the  full  amount  of  the  bill,  and  the  debtor  road 
accepting  the  full  amount  of  the  bill  in  this  account. 

The  joint  facilities  are  the  terminals,  and  the  tracks  used 
jointly  between  terminals.  In  each  of  the  general  heads  of 
account  is  set  up  a  joint  facilities  debit  and  credit  account,  so 
that  the  expense  portion  of  bills  passing  for  such  service  are  all 
split  among  the  five  general  heads  of  expense,  but  do  not  reach 
any  further  detail.  The  general  characteristic  cf  a  joint  facility 
account,  is  that  the  other  party  shall  also  be  a  common  carrier 
reporting  to  the  Interstate  Commerce  Commission,  that  the  ser- 
vice shall  include  facilities  as  well  as  employees,  that  it  shall 
have  some  permanency,  that  it  shall  actually  be  used  jointly. 

This  joint  facility  account  under  "  General  Expenses  '^  is 
made  to  serve  for  handling  the  expense  of  General  Office 
buildings  in  joint  use  and  General  Office  organization  serving 
two  or  more  railroads. 


CHAPTER  VII 

OUTSIDE  OPERATIONS 

Outside  operations.  No  service  on  a  railroad  should  ever 
be  performed  that  is  not  devoted  in  some  way,  however  indirect 
and  remote,  to  the  production  of  revenue.  The  group  of  eflEective 
(revenue  producing)  demands  which  the  service  meets  or  sup- 
plies is  the  basis  of  the  classification  of  the  cost  of  the  service 
because  it  is  the  first  reason  for  this  cost.  The  grouping  of  this 
effective  demand  to  which  the  service  is  the  supply,  rests  in  turn, 
fundamentally  on  the  general  conditions  surrounding  the  per- 
formance of  this  service. 

The  demand  for  transportation  which  is  effective  in  a  money 
value  is  in  this  way  separated  naturally  from  the  demand  for 
production  or  from  the  demand  for  marketing,  or  for  ware- 
housing, or  for  financing  or  other  functions  of  commerce  and 
industry.  These  demand  groups  differ  in  the  class  of  conditions 
and  of  agencies  by  which  they  are  supplied. 

Out  of  these  considerations  there  has  come  to  be  a  group  of 
services  which  together  constitute  railroad  transportation  as  dis- 
tinguished from  all  indirectly  incidental  or  extra  services,  involv- 
ing extra  expense,  which  are  sometimes  also  performed  by  the 
same  agency  as  performs  the  transportation  service.  Perform- 
ances other  than  this  are  separable  and  sharply  distinct  from 
the  regular  railroad  transportation  because  they  are  not  regularly 
found  on  all  railroads  or  in  the  same  degree;  because  they  are 
paid  for  separately  from  transportation,  and  their  addition  or 
elimination  does  not  affect  the  revenue  from  railroad  trans- 
portation ;  because  they  ar^  or  may  be  in  competition  with  other 
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agencies  not  in  the  railroad  transportation  business ;  and  because 
they  involve  additional  plant  or  expense  which  is  not  needed  for 
strictly  railroad  transportation.  For  all  of  these  reasons  they 
classify  as  Outside  Operations. 

Such  operations  are  a  body  of  either  auxiliary  or  altogether 
unrelated  Services  which  constitute,  as  it  were,  the  by-product  of 
the  railroad  transportation  service.  As  by-product,  their  cost 
can  only  be  computed  after  all  the  expenses  of  the  regular  prod- 
uct of  railroad  transportation  have  been  first  deducted.  There- 
fore it  is  specifically  ruled  that  "  the  rail  expense  accounts  should 
show  the  full  and  true  cost  of  conducting  transportation  by  rail, 
even  though  such  disposition  results  in  an  incomplete  or  partial 
statement  of  the  cost  of  conducting  the  outside  operation.  No 
charge  should  be  made  to  outside  operations  if  the  effect  of  such 
charge  would  be  to  relieve  the  rail  operation  of  an  expense  that 
would  be  charged  against  it  if  no  outside  service  were  operated. 
The  pay  of  officers  exercising  jurisdiction  over  outside  operations 
and  the  expenses  of  their  ofiices,  the  pay  of  employees,  and  other 
general  expenses,  are  chargeable  to  the  outside  operation  only  so 
far  as  they  are  occasioned  by  it  and  are  in  addition  to  the 
expenses  of  the  rail  operation."  (See  Outside  Operations, 
p.  6.)  And  again:  "  The  maintenance  of  facilities  for  transpor- 
tation or  other  service,  or  distinct  portion  thereof,  assigned 
exclusively  to  an  outside  operation,  should  devolve  upon  the 
outside  operation  when  separable  from  the  expense  of  maintain- 
ing the  railway.  The  maintenance  of  facilities  not  so  separable 
should  be  borne  by  the  railway  when  employed  only  incident- 
ally by  the  outside  operation,  and  by  the  outside  operation 
when  employed  only  incidentally  by  the  rail  way. ^^  (Outside 
Operations,  p.  6.) 

If  a  by-product  should  only  be  charged  with  the  extra 
expense  which  it  creates  over  and  above  the  expense  of  the 
regular  product,  it  is  plain  that  this  extra  expense  should  be  the 
actual  expense,  and  should  not  include  any  profit.    In  turn,  any 
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charge  to  railroad  transportation  by  an  outside  operation  should 
also  be  at  actual  cost.  "  Charges  against  the  operating  carrier 
for  services  or  product  should  be  at  cost,  and  should  be  credited 
to  the  account  entitled  Other  Operations — Cr.,  which  has  been 
introduced  in  operating  expenses  of  outside  operations  for  that 
purpose.  Whenever  a  credit  is  made  to  that  account,  a  charge 
of  like  amount  should  invariably  be  made  to  the  appropriate 
operating  expense  account  of  the  rail  department  or  of  some 
other  outside  operation." 

To  define  a  by-product  of  transportation  by  rail,  it  is  first 
necessary  to  define  the  regular  product.  The  official  definition 
is  as  follows :  "  ^  Transportation  by  rail  ^  includes  the  receipt, 
transportation,  and  delivery  of  traffic,  such  storage  of  freight  as 
is  necessary  to  the  operation  of  the  railway,  all  special  facilities 
necessary  for  the  handling  of  special  classes  of  traffic,  such  as 
coal  and  ore  docks,  coal  transfers,  and  facilities  for  the  receipt 
and  delivery  of  live  stock,  and  such  car  ferries  as  are  actual 
substitutes  for  bridges  and  tunnels.  It  does  not  include  local 
collection  and  delivery  (except  switching),  or  transportation  by 
water,  except  car  ferries  as  above  provided."  The  by-product  is 
the  performance  or  product  in  addition  to  this  service.  (See 
Outside  Operations,  p.  316  of  this  book.) 

If  the  reason  for  an  expense  is  the  revenue  which  it  produces 
or  tends  to  produce,  a  service  does  not  become  a  separate  service 
from  transportation  by  j^ail  ("outside  operation")  until  it  pro- 
duces a  revenue  separate  from  that  produced  by  "transporta- 
tion by  rail "  as  previously  defined.  This  revenue  arises  from  a 
"  specific  charge  "  .  .  .  "  for  the  service  or  commodity  furnished 
by  the  outside  operation."  In  order  to  classify  as  an  outside 
operation,  this  revenue  is  not  necessarily  equal  to  or  in  excess 
of  the  expense  of  the  operation,  but  presumably  it  must  bear 
some  substantial  relation  to  this  expense,  otherwise  the  extra 
service  falls  back  into  the  regular  operation  of  "  transportation 
by  rail,"  because  it  would  not  be  continued  unless  it  was  neces- 
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sary  to  the  production  of  revenue  somewhere  which  was  in 
excess  of  its  cost. 

Such  separate  revenue  is  clearly  separate  when  collected  from 
others  than  passengers  and  shippers,  as  for  gas  sold  consumers, 
or  for  rent  of  buildings  or  other  property  (not  part  of  the  rail- 
road proper)  occupied  by  tenants.  But  for  the  most  part,  the 
separate  revenue  of  these  outside  operations  grows  out  of  the 
rail  transportation  directly,  in  the  nature  of  auxiliary  services 
rendered  at  extra  expense,  such  as  carriage  by  water  or  other- 
wise beyond  the  rail  terminal,  or  sleeping  car  or  dining  car  and 
restaurant  service.  It  is  not  necessary  that  this  revenue  be 
collected  directly  from  the  public, — it  may  be  "  an  arbitrary, 
division  or  allowance  [in  a  rate]  intended  to  cover  the  service  of 
the  outside  operation  exclusively.'^  (See  Outside  Operations, 
p.  317  of  this  book.) 

This  separate  revenue  in  order  to  be  separate  from  rail  trans- 
portation revenue,  must  be  offset  by  a  direct  expense,  or  some 
extra  plant  or  adaptation  of  plant  involving  substantial  expense, 
otherwise  it  is  not  part  of  a  separate  "  operation  '^  because  the 
basic  notion  of  an  ^^  operation ''  is  outgo  (expense)  and  intake 
(revenue).  This  last  requirement,  that  an  outside  operation 
involves  a  separate  revenue  that  is  ojfset  with  its  separate 
expense  distinguishes  the  outside  Operation  from  that  phase  of 
rail  operations  called  "  Operations  Other  Than  Transportation/' 
To  illustrate  this ; — Car-service  revenue  is  derived  from  the  use 
of  the  regular  equipment  of  the  railroad  and  involves  no  extra 
cost ;  it  classifies  therefore  under  Operations  Other  Than  Trans- 
portation; but  dining  car  operation,  which  is  an  outside  opera- 
tion, involves  the  use  of  an  extra  and  specially  designed  car,  an 
extra  service  of  dining  car  superintendent,  conductor,  chef  and 
waiters,  and  commissary  supplies.  Or  again,  the  rent  of  build- 
ings and  other  property  when  ^^such  property  is  used  in  con- 
nection with  operation  and  the  expense  of  maintaining  and 
operating  it  cannot  be  separated  from  the  expense  of  that  portion 
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used  by  the  carrier  ^^  (Operating  Eevenues,  p.  15)  is  not  outside 
operation ;  but  the  revenue  from  stock  yards  ( in  addition  to  the 
legal  and  regular  transportation  stock  pen  requirements)  is  an 
"  outside  operation  '^  revenue. 

An  outside  operation  naturally  cannot  include  operations 
conducted  under  separate  corporations,  although  the  ownership 
through  stock  holdings  be  vested  in  the  railroad  company, 
because  a  separate  corporation  has  its  own  income  account. 

The  classification  of  Outside  Operations  provides  individually 
for  twenty-one  kinds  of  operation.  Some  of  these  are  services 
performed  in  connection  with  traffic  en  route,  but  the  most  of 
them  are  at  terminals  or  beyond  the  rail  terminals.  They  are 
in  excess  of  the  minimum  rail  transportation  service,  and  are 
to  facilitate  the  distributive  process  of  which  the  rail  trans- 
portation performed  by  the  common  carrier  is  only  a  part.  The 
general  plan  of  treatment  is  to  set  the  operation  out  under  the 
four  heads  of  Eevenue,  offsetting  Direct  Expense,  and  General 
Expense  and  Maintenance.  As  these  operations  generally  use 
some  part  of  the  railroad  plant  in  addition  to  their  own  special 
plant,  they  are  treated  as  semi-detached  operations,  their 
"  expenses  '^  only  being  segregated  with  their  revenue,  from  the 
general  accounting  figures  of  the  railroad,  while  their  fixed 
charges  of  taxes  and  interest,  even  when  separable,  are  incor- 
porated with  like  charges  of  the  railroad  property  as  a  whole. 


CHAPTER  VIII 

ADDITIONS  AND   BETTERMENTS. 

Additions  and  Betterments.  A  railroad  is  a  property.  As 
a  property  we  think  of  it  as  an  aggregation  of  land  and  buildings, 
bridges,  track  structures,  and  rolling  stock.  It  consists  of  many 
other  parts,  equally  essential,  such  as,  organization,  contractual 
rights,  industrial  and  commercial  activity  of  the  territory  served ; 
but  these  are  intangible,  and  not  susceptible  of  specific  statement 
and  universal  measure  in  the  same  way  as  are  the  physical  parts 
of  the  property.  Hence  the  property  which  is  named  in  the  trust 
deed,  and  which  is  the  basis  of  tlie  security  issues,  is  stated 
primarily  in  terms  of  the  physical  phases  of  that  property. 
These  physical  phases  serve  as  the  indices  to  the  intangible 
phases  of  the  property  to  which  they  bear  an  assumed  usual 
relation.  The  accounts  and  descriptive  statistical  data,  for  the 
most  part,  are  based  upon  the  idea  of  describing  this  physical 
property  and  its  physical  performances  with  certain  allusions  to 
the  surrounding  conditions, — operative,  contractual,  and  eco- 
nomic to  which  these  physical  parts  are  supposed  to  be  adjusted 
in  a  normal  relation. 

Thus,  as  we  see,  accounts  limit  themselves  to  the  enumeration 
of  physical  parts  of  the  property,  because  these  are  the  first  and 
obvious  phases  of  it,  because  they  are  definitely  measured  and 
enumerated  in  terms  of  universal  use.  The  physical  property 
itself  is  exposed  to  the  play  of  many  forces.  The  underlying 
conception  of  the  property  is  that  it  shall  remain  a  fixed  quantity 
producing  an  approximately  certain  minimum  annual  yield.  It 
is  the  problem  of  operation  to  so  balance  the  forces  of  deteriora- 
tion, wear  and  repair,  that  the  physical  property  shall  be  con- 
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tinued  unimpaired  after  the  year's  yield  has  been  set  aside  for 
dividends.  And  this  first  notion  of  maintaining  the  physical 
parts  of  the  property  in  their  original  physical  dimensions,  by 
a  next  stage  comes  to  include  their  maintenance  in  a  physical 
efficiency,  and  finally  in  an  economic  efficiency,  because  the  ulti- 
mate quality  of  a  fixed  property  is  its  power  to  yield  an  annual 
income.  It  is  plain  that  the  system  of  accounts  and  statistics 
that  shall  set  out  and  designate  the  several  factors  whose  inter- 
play produces  the  annual  yield  leads  into  many  undetermined 
questions  of  the  risks,  the  burden,  and  the  speculative  oppor- 
tunity of  private  property  devoted  to  public  utility. 

The  physical  property  of  the  railroad  which  is  listed  on  the 
asset  side  of  the  balance  sheet  is  constituted  of  fixed  plant  and 
working  capital.  The  fixed  plant  is  generally  built  at  one  time 
from  funds  derived  from  the  sale  of  securities.  It  constitutes 
an  operating  and  financial  entity,  and  its  construction  account 
when  once  closed  is  not  often  opened  again  except  for  extra- 
ordinary reasons. 

Through  the  vicissitudes  of  wear  and  decay  the  property  is 
kept  undisturbed  at  its  original  figure  on  the  books,  while  the 
deterioration,  or  destruction  through  accident,  is  set  up  in  the 
offset  account  of  replacement  through  which  the  cycle  of  depre- 
ciation (or  loss)  and  renewal  is  cleared.  Such  changes  are  tran- 
sient; the  replacement  account  is  practically  an  accomodation 
account. 

But  there  are  other  changes  in  property  which  are  permanent. 
These  are  the  deterioration  of  the  existing  property,  and  the 
abandonment  of  the  property  that  is  to  be  replaced;  or  tlie 
betterment  of  existing  property  over  present  standards,  and 
the  addition  of  new  property  that  does  not  replace  existing  prop- 
erty. For  these  changes,  obviously,  we  cannot  have  an  accomo- 
dation account  because  they  are  not  mutually  effacing,  like 
depreciation  and  replacement,  but  are  permanent  and  must 
ultimately  lodge  in  the  fixed  property  account  either  as  additions 
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to  or  deductions  from  the  original  entry  of  fixed  property  on 
the  books.  However,  such  additions  to  or  deductions  from  prop- 
erty, as  their  name  indicates,  are  changes  of  existing  property  as 
distinguished  from  construction  of  entirely  new  property,  or 
definite  extensions  of  a  property  which  are  large  enough  to  con- 
stitute in  themselves  considerable  entities.  (A  change  of  align- 
ment, although  it  may  involve  the  construction  of  a  mile  of 
new  track,  is  not  an  extension. — Case  21.)  "Entries  in  the 
accounts  prescribed  in  this  classification  should  be  made  only 
with  respect  to  additions  to,  betterments  of,  and  withdrawals  and 
retirements  of  property  composing  the  plant  and  equipment  of 
existing  main  and  branch  lines,  including  sidings  and  spur 
tracks  and  the  necessary  buildings,  structures,  and  facilities/^* 

Additions  and  Betterments  is  a  sort  of  temporary  account 
by  wliich  to  gather  up  the  miscellaneous  betterments  or  additicns 
to  property  as  they  occur  incidentally  to  operations.  While  in 
this  account  the  figures  are  subjected  to  a  memorandum  analysis 
as  they  accumulate  from  month  to  month,  this  analysis  clearly 
shows  their  incidental  character  to  the  operations,  and  is  largely 
designed  to  bring  out  their  relation  to  those  operations.  Monthly, 
or  at  the  end  of  the  fiscal  year,  or  at  the  completion  of  the 
particular  work  to  which  they  refer,  these  accumulated  totals 
are  carried  over  to  the  regular  construction  account,  *^  Expendi- 
tures for  Road  and  Equipment  ^^  and  set  out  under  the  appro- 
priate classification  there  provided  (Case  545), 

The  changes  in  property  which  constitute  Additions  and 
Betterments  may  be  tabulated,  for  convenience,  as  follows : 

1.  Additions, — ^not  taking  the  place  of  like  property  pre- 
viously held: 
(a)  Property   such   as  land,   buildings,   structures 

and  facilities. 
(6)   Equipment. 

*  Additions  and  Betterments,  General  Instructions,  Par.  1,  p.  338  of 
this  book. 
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2.  Improvements     (Betterments)  — not     involving     the 

replacement  of  the  property  improved — of 
(a)  Land,  buildings,  structures,  facilities. 
(h)   Equipment. 

3.  Betterment  by  substitution  of  new  property  of  higher 

type  for  that  demolished  or  abandoned  :• 
(a)  Buildings,  structures,  and  facilities  (except 
land  which  is  written  oft'  when  abandoned  and 
the  new  land  to  take  its  place  charged  when 
obtained,  there  being  no  exact  identity 
between  the  two.) 
(6)  Equipment, — ^the  betterment  by  new  equipment 
of  higher  tj^pe  substituted  for  old  is  not  taken 
over  in  the  form  of  its  net  amount,  as  excess 
cost,  but  the  equipment  destroyed  or  reclassi- 
fied is  first  written  off  and  the  equipment  sub- 
stituted is  then  taken  up  through  Additions 
and  Betterments  as  if  it  were  new  equipment.) 

Additions  and  Betterments  is  clearly  distinguished  from 
Expenses,  which  is  the  current  cost  of  producing  the  current 
revenue;  it  is  different  also  from  Renewals,  which  is  an 
incident  of  upkeep  of  the  property,  to  maintain  its  continued 
efficiency,  but  the  actual  distinction  between  Additions  and 
Betterments,  and  Renewals,  or  upkeep,  is  sometimes  difficult  to 
define  exactly.  The  replacement  of  property  in  kind  is  upkeep, 
not  Additions  and  Betterments.  It  is  defined  that  this  replace- 
ment in  kind  means  that  the  new  property  substituted  for  the  old, 
shall  be  "  substantially  similar  in  capacitj^  service  and  acces- 
sories '^  and  have  "  a  physical  condition  and  an  expectation  of 
life  in  service  equal  to  that  of  the  replaced  property  when 
acquired,  or,  if  improved,  after  acquirement,  when  in  its  best 
condition.* 

*  Additions  and  Betterments,  General  Instructions,  Par.  11,  p.  340  of 
thii  book. 
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It  is  the  essential  nature  of  Additions  and  Betterments  that 
they  shall  represent  physical  additions  and  betterments,  and  it 
is  logically  implied,  though  not  specifically  stated,  that  these 
physical  additions  or  betterments  shall  have  either  a  direct 
productivity,  or  shall  add  to  the  efficiency  of  the  existing  plant. 
The  actual  wording  of  the  Classification  (which  is  vague)  is, 
that  this  classification  shall  be  "  so  applied  as  to  reflect  the  net 
increase  or  decrease  (determined  according  to  the  rules  pro- 
vided)  in  the  investment/^* 

It  is  apparently  the  intent  of  the  I.  C.  C.  Classification  of 
Expenses,  first  to  hold  intact  the  physical  property  against  wear 
and  the  processes  of  age;  next  to  preserve  it  intact  function- 
ally, t — ^that  is,  against  obsolescence,  so  that  not  only  is  the  type 
maintained,  physically,  but  also  the  efficiency  of  the  type  itself 
to  perform  the  service  for  which  it  was  designed.  For  instance, 
a  road  that  has  substituted  oil  for  coal  as  locomotive  fuel  no 
longer  has  use  for  its  coaling  stations.  Although  they  may  be 
fully  maintained  up  to  the  original  physical  standard,  yet  the 
standard  itself  has  ceased  to  be  phj^sically  efficient  for  the  pur- 
poses for  which  it  was  originally  designed.  The  substitution  of 
the  new  type  of  fuel  supply  depot  is  maintenance  against  the 
obsolescence  due  to  a  change  in  the  standards  of  practice  worked 
out  inside  the  lines  of  the  railroad's  operations  themselves. 

But  as  to  the  other  kinds  of  obsolescence,  the  theory  in  the 
classification  of  expenses  is  not  well  defined.  There  is  that 
obsolescence  which  arises  from  the  increasing  demands  of  the 
public  for  better  service,  more  commodious  terminals,  more 
luxurious  service  in  transit,  more  expeditious  movement  of 
freight,  more  convenient  delivery  at  destination.  This  is  a 
change  in  the  conditions  outside  the  lines  of  the  railroad's  opera- 

*  Additions  and  Betterments,  General  Instructions,  Par.  1,  p.  338  of 
this  book. 

■f  *'  Substantially  similar  in  .  .  .  service  .  .  .  [and  having  equal] 
expectation  of  life  in  service."  Additions  and  Betterments — General  In- 
structions, Par.   11. 
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ation  of  Additions  and  Better- 
in  which  difference  in  quality  is 
]  of  allowing  excess  value  in  that 
account  when  new  rails  are  used  to  repair  track  originally  laid 
with  "relay"  rails).  But  quality  is  a  basis  for  betterment 
charge  in  the  following  cases, — ^Material  used  in  replacing  liniifg 
of  tunnels;  frogs  and  switches  (when  installed  under  a  definite 
plan  of  improvement);  track  fastenings  and  appurtenances; 
improved  crossings;  improved  interlocking  plants;  improved 
wire  of  telegraph  and  telephone  lines ;  improved  machinery  and 
appurtenance  of  electric  light  and  power  plants;  improved 
appliances  for  equipment.  (See  Classification  of  Additions  and 
Betterments,  appropriate  accounts.) 

Difference  in  quality  merges  imperceptibly  into  differences 
in  types  and  design  in  subordinate  parts  and  we  find  such  differ- 
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ences  considered  as  basis  for  betterment  charge  in  the  following 
cases: — Bridges,  trestles  and  culverts;  shop  machinery  and 
tools;  improved  plants  and  buildings  for  electric  light  and 
power  plants;  improved  machinery  and  fixtures  of  grain  eleva- 
tors and  storage  warehouses;  improved  transmission  lines  for 
electric  power  transmission.  From  this  stage  it  is  but  a  step 
to  those  improvements  of  type  of  large  structures  such  as 
bridges,  buildings,  docks,  and  the  grade,  line  and  drainage  of 
track  and  roadway  which  are  universally  recognized  as  better- 
ments. 

Quantity,  throughout  the  Classification  is  recognized  as  a 
basis  of  betterment  charge; — ^thus  additional  yards  of  ballast, 
additional  pounds  of  steel  per  yard  of  rail,  additional  number 
of  cars  or  locomotives,  or  "  additional  devices  and  apparatus  ^' 
applied,  additional  miles  of  line,  side  track,  yards  or  fencing 
are  illustrations.  The  only  exception  made  (and  that  is  optional) 
is  when  the  amount  of  improvement  in  any  particular  under- 
taking ( "  comprehensive  plan  of  improvements  '' — Case  571 )  is 
less  than  $200.  But  this  exception  does  not  apply  in  case  of 
right  of  way  and  station  .grounds,  real  estate,  sidings  and  spur 
tracks  (Case  57 2) ^  terminal  yards,  fencing  right  of  way  or  in 
case  of  an  individual  car  or  locomotive  (Case  570),  when  the 
repairs  of  these  cars  or  locomotives  belong  with  the  repairs  of 
other  cars  to  a  specific  undertaking  of  betterments  or  renewal  of 
parts.  Of  course  the  betterment  in  all  cases  is  represented  by 
the  excess  cost  of  the  improvement  over  replacement. 

The  Classification,  unfortunately,  might  be  more  specific  as 
to  those  betterments  where  an  existing  unit  of  equipment  is 
replaced  with  another  unit  of  equipment  of  larger  capacity  but 
of  the  same  class.  If  of  improved  design,  the  betterment  prob- 
ably would  be  covered  by  the  provision  for  "the  cost  of  addi- 
tional devices  and  apparatus  applied.^^  If  the  betterment  of 
equipment  is  incidental  to  raising  the  type  of  the  equipment 
unit  from  one  class  to  another,  such  betterment  is  also  provided 
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for.  If,  however,  it  is  not  a  conversion  of  one  class  to  another, 
but  is  a  replacement  of  locomotive  or  car  of  a  given  capacity 
with  one  of  a  greater  capacity,  then  for  our  guide  we  must  rely 
on  the  general  instructions  that  Additions  and  Betterments  is 
intended  "to  reflect  the  net  increase  or  decrease  (determined 
according  to  the  rules  provided)  in  the  investment,"*  and  the 
further  specification  that  the  replacement  in  kind  which  a  better- 
ment must  exceed  is  replacement  by  "property  substantially 
similar  in  capacity/' t 

The  value  at  which  these  additions  and  betterments  theoretic- 
ally should  be  stated  would  be  the  capitalized  value  of  the 
added  annual  product  or  increment  of  efficiency  derived  from 
them,  at  the  usual  rate  of  capitalizing  income.  In  theory,  any 
difference  between  the  annual  productivity  or  increment  at  its 
capitalized  value  and  the  actual  cost  of  the  addition  or  better- 
ment, which  creates  this  added  productivity  or  increment,  should 
be  absorbed  through  Profit  and  Loss,  like  any  other  adjustment 
between  property  at  its  real  and  at  its  capitalized  value;  but 
in  processes  so  complex  as  those  of  a  great  railroad  plant  the 
specific  contribution  to  net  income  of  any  one  part  may  be  very 
problematical,  and  among  different  parts  may  vary  widely.  In 
practice  any  addition  or  betterment  that  enhances  the  net 
income  to  an  amount  to  justify  its  cost  at  all,  is  put  .into  property 
account  of  Additions  and  Betterments  at  its  cost  value  like  any 
other  property.  When  the  original  property  with  its  improve- 
ments has  a  value  either  more  or  less  than  the  sum  of  the  original 
value  phis  the  cost  of  the  improvement,  then  an  appraisal  of 
the  property  in  its  improved  condition  may  be  in  order  and  the 
adjustment  made  through  Additions  and  Betterments  with  off- 
setting charges  or  credits  to  expenses.  Such  adjustment  to  real 
value'  must  be  made  at  some  time,  and  the  substantial  revision 

*  Additions  and  Betterments,  General  Instructions,  Par.  1,  p.  338  of 
this  book. 

t  Additions  and  Betterments,  General  Instructions,  Par.  11,  p.  340  of 
this  book. 
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of  the  property  by  betterment  offers  the  natural  occasion  for  the 
readjustment  (Case  553), 

As  emphasizing  the  idea  that  betterments  must  carry  an 
y  added  net  utility,  we  have  the  ruling  under  Additions  and 
Betterments,  account  A  35.  "  This  account  should  not  be 
charged  with  .  .  .  assessments  by  towns,  cities  or  other  govern- 
mental authorities  against  a  carrier  as  a  property  holder,  fpr  . 
public  improvements  which  do  not  directly  benefit  the  carrier 
in  the  operation  or  maintenance  of  its  property." 

The  Additions  and  Betterments  accounts,  as  we  have  seen, 
are  to  provide  for  property  charges  that  occur  incidental  to 
operation,  i.e.,  "  additions  to  betterments  of  and  withdrawals 
and  retirements  of  property  composing  the  plant  and  equipment 
of  existing  main  and  branch  lines."  A  demarcation  between  the  i 
construction  and  the  operation  period  of  the  road  is  necessary 
because  like  charges  under  construction  go  to  "Expenditures 
for  Road  and  Equipment "  directly  and  not  through  Additions 
and  Betterments.  The  Commission  has  not  specifically  defined 
that  moment  at  which  the  construction  work  ceases,  and 
operation  begins — ^the  point  where  the  direct  charges  to  con- 
struction account  cease,  and  the  subsequent  charges  to  new 
property  are  first  carried  through  Additions  and  Betterments. 
(See  case  438.)  But  as  guide  to  the  determination  of  such  point 
it  has  been  ruled  that  '^  Until  such  time  as  a  new  railway  or  any 
important  section  of  it,  constructed  as  an  extension  of  existing 
main  or  branch  lines  or  as  a  new  project,  has  reached  such  a 
stage  of  completion  that  it  is,  or  may  be,  regularly  operated  for 
the  purposes  of  a  common  carrier,  expenditures  proper  to  be 
included  in  the  accounts  representing  the  cost  of  road  and 
equipment  should  be  charged  directly  to  the  accounts  prescribed 
in  the  Classification  of  Expenditures  for  Road  and  Equip- 
ment, and  not  to  the  accounts  in  this  classification.*    The  Com- 

*  Additions  and  Betterments,  General  Instructions,  Par.   1,  p.   338  of 
this  book. 
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mission  also  states  that  the  operations  "  Should  begin  with  respect 
to  any  particular  portion  of  a  road  as  soon  as  that  portion  has 
reached  such  a  stage  of  completion  that  the  commercial  opera- 
tions are  the  main  portion  of  the  business  .  .  .  However,  it 
should  be  understood  that  any  expenditures  for  unfinished  con- 
struction work  should  be  charged  to  ^Expenditures  for  Boad 
and  Equipment'"  (Case  115.) 

Additions  and  Betterments  being  of  a  miscellaneous  character 
and  occurring  coincidently  with  maintenance,  the  exact  segrega- 
tion of  the  charge  must  at  times  be  somewhat  arbitrary.  It  has 
been  the  rule  that  Additions  and  Betterments  must  bear  the 
expense  of  injuries  to  persons,  incidental  to  the  work  (Case 
314)  ;  the  repairs  of  equipment  used  (Case  483)  ;  the  rent  of 
,  equipment  used  (Cases  152,  559)  ;  the  first  cost  of  all  equipment 
specifically  bought  for  Additions  and  Betterment  work  (Cases 
235,  480)  ;  and  the  estimated  actual  cost  of  all  transportation  of 
material  used  (Cases  476,  559).  But  no  profit  may  be  charged 
to  Additions  and  Betterments  on  any  such  service  performed 
(Case  476),  nor  may  there  be  charged  any  part  of  the  salaries 
and  expenses  of  officers  and  employees,  whose  assignment  and 
entire  time  are  not  devoted  to  Additions  and  Betterments  work. 
(See  case  436,  also  General  Instructions  A  and  B,  paragraph 
15).  Furthermore,  Operating  Expenses  must  bear  the  burden 
of  keeping  tracks  passable  for  traffic,  relocating  or  reconstruct- 
ing roads,  crossings,  watchhouses,  telegraph  or  telephone  pole 
lines,  fences,  signs,  signals  or  other  structures,  when  such 
expense  or  expenses  occur  in  the  course  of  betterment  work* 
Also  Operating  Expenses  must  bear  the  burden  of  restoring  the 
conditions  of  grounds  adjacent  to  buildings  and  shops  after 
betterment  work  has  been  completed. 

The  additions  and  betterments  are  for  the  road  as  a  whole, 
including  property  devoted  to  Outside  Operations,  incidental  to 
furnishing  transportation,  and  are  not  limited  to  property 
devoted  to  rail  operations  alone.    The  distinction  between  Out- 
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side  Operations  and  rail  operations  does  not  extend  to  the 
division  of  the  property  account  because  the  Outside  Operations 
are  an  incidental  use  of  a  property  primarily  created  for  rail- 
road purposes. 

From  the  incidental  character  of  additions  and  betterments 
work  it  follows  that  the  funds  are  generally  currently  derived 
from  earnings  and  not  from  the  sale  of  securities.  When  later 
carried  over  into  the  permanent  capital  account,  they  serve  as 
the  basis  for  the  subsequent  issues  of  securities  from  the  pro- 
ceeds of  which  the  working  capital  funds  are  reimbursed. 

The  same  principle  which  charges  additions  and  betterments 
to  this  account  under  all  the  above  conditions,  necessarily 
allocates  to  the  same  account  the  credits  for  values  withdrawn 
from  such  property  when  there  are  decrements,  or  reductions  of  , 
class  instead  of  additions  or  betterments.  Likewise  a  charge 
includes  deductions  for  any  incidental  salvage.  The  changes 
in  property  which  are  recorded  through  Additions  and  Better- 
ments, may  be  either  to  increase  or  decrease  the  final  annual 
net  money  out-turn  of  the  property,  and  it  becomes  the  province 
of  the  accountant  to  absorb,  through  Profit  and  Loss,  or  its 
related  accounts,  the  adjustments  that  must  be  made  from  time 
to  time  in  order  to  preserve  the  fixed  property  at  its  original 
eflSciency  for  producing  revenue. 
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STATEMENT  FOR  STEAM  ROADS 

First  Issue  Effective  July  1,  1912. 

INTRODUCTORY  LETTER. 

Interstate  Commerce  Commission, 

Division  of  Carriers'  Accounts, 

Washington,  June  27,  1912. 

To  Carriers  Concerned: 

It  has  seemed  essential,  for  the  completion  of  the  system  of  accounts  to 
be  used  by  carriers  by  rail  (exclusive  of  electric  railways),  subject  to  the 
act  to  regulate  commerce  as  amended,  that  a  Form  of  Income  and  Profit 
and  Loss  Account  Statement  be  issued  for  the  government  of  such  carriers. 

This  Form  of  Income  and  Profit  and  Loss  Account  Statement  for  Steam 
Roads,  First  Issue,  is  therefore  promulgated  for  the  use  of  carriers  engaged 
in  transportation  by  rail  (exclusive  of  electric  railways),  and,  together  with 
other  classifications  and  accounting  forms  previously  issued  and  now  in 
effect,  practically  completes  the  system  of  accounts  for  such  carriers. 

It  is  intended  that  the  accounts  provided  herein  shall  be  used,  so  far  as 
they  may  be  applicable  to  each,  both  by  lessor  companies  and  by  operating 
companies. 

It  is  proper  to  acknowledge  the  cooperation  of  the  accredited  repre- 
sentatives of  the  Association  of  American  Railway  Accounting  Officers  in 
working  out  the  rules  in  this  form.  While  the  rules  as  now  promulgated  do 
not  in  all  respects  conform  to  the  recommendations  of  that  association,  the 
assistance  of  its  representatives,  in  the  consideration  of  the  questions 
involved  herein,  has  been  invaluable. 

To  the  end  that  substantial  uniformity  in  the  interpretation  of  these 
rules  be  maintained,  carriers  are  requested  to  submit  all  questions  of 
doubtful  interpretation  to  this  office  for  consideration  and  decision. 

GENERAL   INSTRUCTIONS. 

1.  Income  Account  Defined. — The  Income  Account  brings  together 
those  accounts  that  show  the  total  amount  of  money  that  a  company 
receives  or  becomes  entitled  to  receive  from  its  transportation  and  other 
operations  during  a  given  fiscal  period,  the  return  accrued  during  the  period 
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upon  investments,  the  disbursements  and  obligations  incurred  that  affect  the 
amonts  so  received  or  acrued,  and  the  disposition  or  allocation  of  the  net 
income  accrued.  The  net  balance  shown  by  the  Income  Account  should  be 
carried  to  the  Profit  and  Loss  Account. 

2.  Profit  and  Loss  Account  Defined. — The  Profit  and  Loss  Account 
summarizes  the  changes  in  the  corporate  surplus  or  deficit  during  a  given 
fiscal  period  resulting  from  the  operations  and  business  transactions  during 
that  period  as  well  as  changes  effected  by  appropriations  of  surplus. made 
at  the  option  of  the  company,  by  accounting  adjustments  not  properly 
attributable  to  the  period,  or  by  miscellaneous  losses  or  gains  not  provided 
for  elsewhere.  The  Profit  and  Loss  Account  is  the  connecting  link  between 
the  Income  Account  and  the  General  Balance  Sheet.  The  Profit  and  Loss 
Account  balance  should  be  shown  in  the  General  Balance  Sheet  Statement 
under  account  B  27  or  account  B  50. 

3.  General  Ledger  Accounts — The  titles  of  the  accounts  in  the  general 
ledger  pertaining  to  the  Income  Account  and  Profit  and  Loss  Account  should 
substantially  conform  to  the  titles  of  the  accounts  prescribed  herein.  Car- 
riers may,  however,  subdivide  any  of  the  prescribed  accounts,  provided  that 
the  subaccounts  do  not  impair  the  integrity  of  the  accounts  prescribed  and 
that  the  titles  of  the  subaccounts  in  the  general  ledger  give  reference  (by 
number,  title,  or  both)  to  the  accounts  prescribed  herein  of  which  they  are 
subdivisions. 

4.  Income  Account  on  Basis  of  Accruals. — The  text  in  general  pro- 
vides that  items  affecting  the  Income  Account  shall  be  stated  upon  the  basis 
of  accruals.  Exceptions  will,  however,  be  noted  in  a  few  instances  in  which 
it  seems  that  to  require  the  accrual  basis  would  lead  to  erroneous  results, 
or  perhaps  involve  unwarranted  refinements  in  accounting. 

5.  Sinking  Fund  Accruals. — A  separate  account  has  been  provided  in 
the  Income  Account  for  showing  income  from  securities  and  other  assets 
held  in  sinking  and  other  reserve  funds.  Entries  are  to  be  made  in  this 
account  for  income  accrued  on  cash,  securities,  and  other  assets  held  in  such 
funds,  with  the  exception  of  securities  issued  or  assumed  l>y  the  accounting 
company.  No  entry  is  to  be  made,  either  in  this  account  or  in  accounts 
representing  interest  on  funded  debt  or  <]ivideuds  on  stock,  for  interest  or 
dividends  on  such  securities  as  are  issued  or  assumed  by  the  company  and 
held  by  or  for  it. 

Accounts  are  provided  both  in  the  Income  Account  and  in  the  Profit  and 
Loss  Account  for  appropriations  of  contributions  and  of  accretions  to  sink- 
ing funds,  the  amounts  of  which  are  to  be  credited  to  balance-sheet  account 
B  49,  '  *  Keserves  from  Income  or  Surplus. ' ' 

6.  Appropriations. — Accounts  are  provided  in  the  Income  Account  for 
the  appropriation  of  not  income  and  in  the  Profit  and  Loss  Account  for  the 
appropriation  of  surplus.  Whether  appropriations  shall  be  charged  to. 
Income  or  to-Profit  and  I^ss  is  thus  left  to  the  discretion  of  the  accounting 
company. 
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7.  Cancellation  of  Conflicting  Previous  Instructions. — The  rules 
provided  in  this  Form  of  Income  and  Profit  and  Loss  Statement  supersede 
any  conflicting  instructions  in  other  classifications  and  accounting  fonns 
previously  issued. 

INCOME   STATEMENT. 

List  of  Accounts. 

I.  Railway  Operating  Income:  page 

I    1.  Rail  Operations — Revenues 224 

I    2.  Rail  Operations — Expenses 224 

Net  Revenue  (or  Deficit) — Rail  Operations. 

I    3.  Auxiliary  (or  Outside)  Operations — Revenues 224 

I    4.  Auxiliary  (or  Outside)  Operations — Expenses 224 

Net  Revenue  (or  Deficit)  Auxiliary  Operations. 

Net  Railway  Operating  Revenue  (or  Deficit). 
I    5.  Railway  Tax  Accruals 225 

Railway  Operating  Income  (or  Loss). 

II.  Other  Income: 

I    6.  Income  from  Lease  of  Road 226 

I    7.  Hire  of  Equipment — Credit  Balance 226 

I    8.  Joint  Facility  Rent  Income 227 

I    9.  Miscellaneous  Rent  Income 227 

,  I  10.  Net  Profit  from  Miscellaneous  Physical  Property 228 

I  11.  Separately  Operated  Properties — Profit 228 

I  12.  Dividend  Income 228 

I  13.  Income  from  Funded  Securities 229 

I  14.  Income  from  Unfunded  Securities  and  Accounts 229 

I  15.  Income  from  Sinking  and  Other  Reserve  Funds 229 

I  16.  Release  of  Premiums  on  Funded  Debt 230 

I  17.  Contributions  from  Other  Companies 230 

I  18.  Miscellaneous  Income 230 

Total  Other  Income. 

Gross  Income  (or  Loss). 

III.  Deductions  from  Gross  Income: 

I  19.  Deductions  for  Lease  of  Other  Roads 230 

I  20.  Hire  of  Equipment — Debit  Balance 231 

I  21.  Joint  Facility  Rent  Deductions >>  231 

I  22.  Miscellaneous  Rent  Deductions 232 

I  23.  Miscellaneous  Tax  Accruals 232 

I  24.  Net  Loss  on  Miscellaneous  Physical  Property 232 

I  25.  Separately  Operated  Properties — Loss 232 

I  26.  Interest  Deductions  for  Funded  Debt 233 

I  27.  Interest  Deductions  for  Unfunded  Debt 233 
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III.  Deductions  from  Grosh  Income — Continued.  »aoi» 

I  28.  Amortization  of  Discount  on  Funded  Debt 234 

I  29.  Transfer  of  Income  to  Other  Companies 234 

I  30.  Miscellaneous  Deductions 234 

Total  Deductions. 

Net  Income  (or  Loss). 

IV.  Disposition  of  Net  Income: 

I  31.  Appropriations  of  Income  to  Sinking  and  Other  Reserte 

Funds 235 

I  32.  Dividend  Appropriations  of  Income 235 

I  33.  Appropriations  of  Income  for  Additions  and  Betterments.  235 

I  34.  Appropriations  of  Income  for  New  Lines  and  Extensions.  236 

I  35.  Stock  Discount  Extinguished  through  Income 236 

I  36.  Miscellaneous  Appropriations  of  Income 236 

Income  Balance  Transferred  to  Credit  (or  Debit)  of 
Profit  and  Loss. 


TEXT  EXPLANATORY  OF  ACCOUNTS  APPEARING  IN 
THE  INCOME  STATEMENT  FOR  STEAM  ROADS. 

I.  RAILWAY  OPERATING  INCOME: 

1 1.  Rail  Operations — Revenues. 

This  account  should  include  the  total  operating  revenues  stated  in 
accordance  with  the  Classification  of  Operating  Revenues  for  Steam 
Roads. 

I  2.  Rail  Operations — Expenses. 

This  account  should  include  the  total  operating  expenses  stated  in 
accordance  with  the  Classification  of  Operating  Expenses  for  Steam 
Roads. 

I  3.  Auxiliary   (or  Outside)  Operations — Revenues. 

This  account  should  include  the  revenues  from  auxiliary  (or  out- 
side) operations  stated  in  accordance  with  the  Classification  of  Rev- 
enues and  Expenses  for  Outside  Operations. 

14.  Auxiliary  (or  Outside)  Operations — Expenses. 

This  account  should  include  the  expenses  of  auxiliary  (or  outside) 
operations  stated  in  accordance  with  the  Classification  of  Revenues  and 
Expenses  for  Outside  Oj)erations. 
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15.  Railway  Tax  Accruals. 

This  account  should  include  Federal,  State,  county,  municipal, 
school,  and  other  taxing-district  taxes  of  all  kinds,  relating  to  railway 
property,  operations,  and  privileges,  whether  the  assessment  is  based 
on  the  valuation  of  the  property;  on  the  amount  of  stocks  and  bonds 
issued  or  outstanding  in  respect  to  such  property;  on  the  gross  or  net 
earnings;  on  dividends;  on  the  number  of  passengers  or  the  amount 
of  freight  carried;  on  the  length  of  line  operated  or  owned;  on  the 
rolling  stock;    or  otherwise. 

This  account  should  be  charged  each  month  with  the  amount  of 
taxes  accruing  during  the  month.  When  it  is  not  possible  to  determine 
the  actual  accruals,  the  amount  of  the  annual  taxes  should  be 
estimated  and  one-twelfth  of  the  estimated  amoimt  should  be  charged 
to  this  account  monthly.  The  monthly  charges  should  be  adjusted  from 
time  to  time  during  the  year  as  the  actual  tax  levies  become  known  so 
as  to  include  as  nearly  as  may  be  possible  the  total  amount  of  the  taxes 
in  the  accounts  of  the  fiscal  year  to  which  they  apply. 

If  the  terms  of  lease  obligate  the  operating  company  for  the  taxes 
assessed  in  connection  with  property  leased  outright,  the  accruals  of 
such  taxes  should  be  charged  by  it  to  this  account.  If  such  taxes  are 
actually  paid  to  the  government  authorities  by  the  lessor  company,  the 
payment  should  be  charged  directly  to  the  lessee  and  it  should  not  enter 
into  the  taxes  account  of  the  lessor. 

Accruals  of  taxes  to  be  paid  by  the  lessor  company,  if  the  terms  of 
the  lease  do  not  obligate  the  lessee  company,  should  be  charged  by  the 
lessor  company  to  this  account.  If  such  taxes  are  actually  paid  to  the 
government  authorities  by  the  operating  company,  the  payment  should 
be  charged  directly  to  the  lessor  and  it  should  not  enter  into  the  taxes 
account  of  the  lessee. 

NOTB  A. — If  property  other  than  railway  property  is  so  intimately  con- 
nected with  railway  property  that  the  taxes  thereon  cannot  be  separately 
ascertained,  such  taxes  may  be  included  in  this  account ;  also  when  it  is 
impossible  to  ascertain  from  the  taxing  authorities  the  distribution  of  taxes 
between  (1)  railway  property,  operations,  and  privileges,  and  (2)  other 
property,  operations,  and  privileges,  the  taxes  on  the  latter  may  be  included 
in  this  account.  When  it  is  possible  to  ascertain  the  taxes  on  other  property, 
operations,  and  privileges,  they  should  be  charged  to  account  123,  *'  Mis- 
cellaneous Tax  Accruals." 

Note  B. — Special  assessments  for  street  and  other  improvements  and 
special  benefit  taxes,  such  as  water  taxes,  drainage  taxes,  and  the  like  should 
not  be  charged  to  this  account,  but  should  be  included  in  operating  expense, 
additions  and  betterments,  or  road  and  equipment  accounts,  as  may  be 
appropriate. 

Note  C. — Taxes  on  new  lines  under  construction  or  on  property  acquired 
for  the  extension  of  existing  lines  should  be  charged  to  road  and  equipment 
account  No.  46,  "  Taxes,"  until  the  lines  are  opened  for  commercial 
operation. 

Note  D. — Taxes  assessed  separately  on  real  estate  acquired  for  Addi- 
tions and  Betterments  should  be  charged  to  the  appropriate  additions  and 
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betterments   accounts   until   the   completion   or   coming  into   serrice   of  the 
property. 

Note    E. — Amounts   received    in    reimbursement    of   taxes   on   property 
jointly  used  should  be  credited  to  account  I  8,  **  Joint  Facility  Rent  Income. 
Amounts  paid  in  reimbursement  of  such  taxes  should  be  charged  to  account 
I  21,   "Joint  Facility  Rent  Deductions." 

n.  OTHEE  INCOME: 

16.  Income  from  Lease  of  Eoad. 

This  account  should  include  the  amount  accrued  as  rent  for  i^oad 
(including  the  equipment  and  other  railway  property  covered  by  the 
contract)  owned  or  controlled  by  the  accounting  company  and  held  by 
another  company  under  lease  or  other  agreeement  granting  exclusive 
use  and  control  for  operating  purposes. 

This  account  should  include  the  entire  amount  of  rent  (except 
taxes)  receivable  by  the  lessor  according  to  the  terms  of  lease  or  other 
agreement,  whether  it  is  paid  to  the  lessor  in  cash  or  is  disbursed  by 
the  lessee  for  the  account  of  the  lessor  as  interest  on  funded  debt,  guar- 
anteed dividends  on  stock,  or  otherwise. 

Note  A. — If  equipment  is  included  in  the  lease  of  road,  the  rent  of  such 
equipment  should  be  credited  to  this  account  and  not  to  Hire  of  Equipment 
account. 

Note  B. — If  property,  the  rent  of  which  is  charged  to  account  I  19, 
"  Deductions  for  Lease  of  Other  Roads,"  is  sublet  by  the  accounting  com- 
pany, the  rent  receivable  therefor  should  be  credited  to  this  account. 

Note  C. — If,  under  the  terms  of  a  lease,  the  deficit  (or  any  portion  of  it) 
resulting  from  the  lessee  company's  operations  of  the  property  leased  is  pay- 
able by  the  lessor  company,  the  amount  should  be  charged  to  this  account  by 
the  lessor. 

Note  D. — A  company  owning  or  controlling  steam  roads  and  leasing  the 
entire  railway  property  to  others  and  performing  no  railway  operations 
should  charge  to  this  account  the  cost  of  maintaining  its  organization,  such 
as  the  salaries  of  officers,  clerks,  and  attendants;  office  expenfies;  law 
expenses;    cost  of  stationery,  printing,  and  supplies;    and  like  expenses. 

I  7.  Hire  of  Equipment — Credit  Balance. 

This  account  should  include  the  net  credit  balance  of  (1)  amounts 
accrued  as  owed  by  others  for  the  use  of  the  accounting  company's 
equipment  leased  or  interchanged,  and  (2)  amounts  accrued  as  owed  to 
other  carriers  for  the  use  of  their  equipment  leased  or  interchanged 
and  amounts  accrued  as  owed  to  individuals  and  companies  for  the 
use  of  private  cars. 

Note  A. — If  the  net  balance  is  a  debit,  it  should  be  included  in  account 
I  20,  "  Hire  of  Equipment — Debit  Balance." 

Note  B. — Rent  for  equipment  included  in  the  lease  of  road  to  another 
company  should  not  be  included  in  this  account,  but  should  be  credited  to 
account  I  6,   "  Income  from  Lease  of  Road." 

Note  C. — This  account  does  not  apply  to  equipment  assigned  to  Auxiliary 
(or  Outside)  Operations,  the  rent  of  which  is  provided  for  in  the  Classifica- 
tion of  Revenues  and  Expenses  for  Outside  Operations. 
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I  8.  Joint  Facility  Rent  Income. 

This  account  should  include  amounts  accrued  as  rent  of  tracks, 
yards,  terminals,  and  other  facilities  owned  or  controlled  by  the 
accounting  company  and  used  jointly  with  other  carriers,  companies, 
and  individuals. 

NoTB  A. — Amounts  received  from  other  companies  in  reimbursement  for 
taxes  on  property  jointly  used  should  be  credited  to  this  account. 

Note  B. — ^The  cost  of  maintenance,  operation,  or  administration  of 
joint  facilites  recoverable  from  others  should  not  be  included  in  this  account, 
but  should  be  credited  to  the  various  joint  facility  accounts  provided  in  the 
Classification  of  Operating  Expenses.  When  the  compensation  for  the  use 
of  joint  facilities  is  a  fixed  amount  or  is  based  upon  a  charge  per  passenger, 
per  ton,  per  car,  or  other  unit,  it  should  be  fairly  apportioned  by  the  oper- 
ating company  between  this  account  and  the  appropriate  joint  facility  oper- 
ating expense  accounts. 

Note  C. — If  the  facilities  are  used  jointly  with  others  than  common 
carriers  and  the  amounts  involved  are  relatively  small,  they  need  not  be 
apportioned  between  this  account  and  the  joint  facility  operating  expense 
accounts,  but  may  be  credited  to  revenue  account  No.  18,  "  Rents  of  Build- 
ings and  Other  Property." 

19.  Miscellaneous  Rent  Income. 

This  account  should  include  rents  of  property  carried  in  the  road 
and  equipment  accounts,  the  rents  of  which  are  not  provided  for  in  the 
three  foregoing  accounts.  To  this  account  should  be  charged  the  cost 
of  maintenance  of  the  property  rented,  also  incidental  expenses  in  con- 
nection with  such  property,  such  as  the  cost  of  negotiating  contracts, 
advertising  for  tenants,  fees  paid  conveyancers,  collectors'  commissions, 
and  analogous  items. 

Note  A. — If  the  expenses  of  the  property  leased  cannot  be  separated 
from  the  expenses  of  property  used  in  th6  company's  operations,  the  rents 
should  be  credited  to  revenue  account  No.  18,  "  Rents  of  Buildings  and 
Other  Property." 

Note  B. — If  a  service  (other  than  maintenance)  is  performed  by  the 
accounting  company  in  connection  with  such  property,  the  income  should 
not  be  included  in  this  account,  but  the  service  should  be  treated  as  an 
auxiliary  (or  outside)  operation  in  accordance  with  the  Introductory  Letter 
in  the  Classification  of  Revenues  and  Expenses  for  Outside  Operations. 

Note  C. — If  property,  the  rent  of  which  is  charged  to  account  I  22, 
"  Miscellane'ous  Rent  Deductions,"  is  sublet  by  the  accounting  company,  the 
rent  receivable  therefor  should  be  credited  to  this  account. 

Note  D. — Taxes  on  property,  the  rent  of  which  is  credited  to  this 
account,  should  be  charged  to  account  I  5,   "  Railway  Tax  Accruals." 

Note  E. — The  rent  of  property  carried  in  balance-sheet  account  B  6  (a), 
"  Miscellaneous  Investments — Physical  Property,"  should  not  be  included 
in  this  account,  but  in  account  I  10,  **  Net  Profit  from  Miscellaneous  Physi- 
cal Property,"  or  I  24,  **  Net  Loss  on  Miscellaneous  Physical  Property." 

Note  F. — If  the  amounts  received  as  rent  for  the  exclusive  use  of  tracks 
and  other  railway  facilities  maintained  by  the  accounting  company  (the 
expenses  in  connection  therewith  being  included  in  its  operating  expenses) 
are  considerable,  they  should  be  divided  into  two  portions,  one  representing 
the  cost  of  maintenance,  which  should  be  credited  to  the  appropriate  oper- 
ating expense  accounts  (not  joint  facility  accounts),  and  the  other  repre- 
senting the  rent  (amount  applicable  to  the  investment  in  the  property), 
which  should  be  credited  to  this  account.     If  relatively  small,   the  amounts 
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need  not  be  divided,  but  may  be  credited  to  revenue  account  No.  18,  "  Rents 
of   Buildings  and   Other   Property." 

XOTB  G. — Rent  and  other  income  on  real  estate  acquired  for  Additions 
and  Betterments  should  be  credited  to  the  appropriate  additions  and  better- 
ments  accounts  until  the  completion  or  coming  into  service  of  the  property. 

1 10.  Xet  Profit  from  Miscellaneous  Physical  Property. 

This  account  should  include  the  net  credit  balance  of  the  revenues 
or  income  from,  and  the  expenses  (excluding  taxes)  of,  physical 
property  carried  in  balance  sheet  account  B  6  (a),  "  Miscellaneous 
Investments — Physical  Property. '  ^ 

Note. — If  the  net  balance  is  a  debit,  it  should  be  shown  under  account 
I  24,  "  Net  Loss  on  Miscellaneous  Physical  Property." 

1 11.  Separately  Operated  Properties — Profit. 

This  account  should  include  amounts  receivable  under  the  terms  of 
agreements  or  contracts  whereby  the  surplus  resulting  from  the  opera- 
tion of  properties  of  other  companies  having  a  separate  corporate 
existence  and  operated  separately,  is  to  be  paid,  in  whole  or  in  part,  to 
the  accounting  company. 

Note  A. — The  amount  payable  by  the  operating  company  should  be 
charged  by  it  to  account  I  29,  "  Transfer  of  Income  to  Other  Companies." 

Note  B. — In  determining  the  amount  receivable  by  the  accounting  com- 
pany, consideration  should  be  given  not  only  to  the  operating  revenues  and 
operating  expenses  but  also  to  other  items  of  income  or  deduction  which 
affect  that  amount. 

Note  C. — This  account  should  not  include  the  results  from  operations  of 
property  and  facilities  owned  by  the  accounting  company,  the  revenues  and 
expenses  of  which  are  provided  for  in  the  Classification  of  Revenues  and 
Expenses  for  Outside  Operations,  or  in  accounts  I  10,  '*  Net  Profit  from 
Miscellaneous  Physical  Property,"  and  I  24,  "  Net  Loss  on  Miscellaneous 
Physical  Property." 

Note  D. — Dividends  or  other  returns  upon  securities  issued  by  sepa- 
rately operated  companies  and  held  or  controlled  by  the  accounting  com- 
pany should  not  be  included  in  this  account,  but  in  account  I  12,  "  Dividend 
Income,"  I  13,  "  Income  from  Funded  Securities,"  or  I  14,  **  Income  from 
Unfunded  Securities  and  Accounts,"  as  may  be  appropriate. 

1 12.  Dividend  Income. 

This  account  should  include  dividends  declared  on  railway  and 
other  stocks' owned  by  the  accounting  company  (and  held  in  its  treasury 
or  deposited  in  trust),  or  controlled  through  lease  or  otherwise,  the 
income  from  which  is  the  property  of  the  accounting  company. 
Accruals  of  guaranteed  dividends  may  be  included  in  this  account  if 
their  payment  is  reasonably  assured. 

Note  A. — This  account  should  not  include  credits  for  dividends  on  stocks 
issued  or  assumed  by  the  accounting  company  and  owned  by  it,  whether 
held  in  its  treasury,  in  special  depo8its,or  in  sinking  or  other  reserve  funds, 
or  pledged  ns  collateral. 

Note  B. — Dividends  on  stocks  of  other  companies  held  in  sinkine  or 
other  reserve  funds  should  not  be  included  in  this  account,  but  shonla  be 
credited  to  account  I  15,  '*  Income  from  Sinking  and  Other  Reserve  Funds." 
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1 13.  Income  from  Funded  Securities. 

This  account  should  include  interest  on  funded  securities  and 
debenture  stock  of  railway  and  other  companies  owned  by  the  account- 
ing company  (and  held  in  its  treasury  or  deposited  in  trust)  or  con- 
trolled through  lease  or  otherwise,  the  income  from  which  is  the  prop- 
erty of  the  accounting  company.  Interest  accrued  should  not  be 
credited  unless  its  payment  is  reasonably  assured  by  past  experience, 
guaranty,  anticipated  provision,  or  otherwise.  In  other  cases  the  credit 
to  this  account  should  be  based  upon  the  interest  actually  collected. 

Note  A. — ^The  term  funded  securities,  as  here  used,  means  all  bonds, 
notes,  and  other  evidences  of  indebtedness  (except  open  accounts  for 
advances)  which,  by  the  terms  of  the  creation  of  the  debt,  do  not  mature 
until  more  than  one  year  after  the  date  of  such  creation. 

NoTB  B. — This  account  should  not  include  interest  on  funded  securities 
issued  or  assumed  by  the  accounting  company  and  owned  by  it,  whether  held 
in  its  treasury,  in  special  deposits,  or  in  sinking  or  other  reserve  funds,  or 
pledged  as  collateral. 

Note  C. — Interest  on  funded  securities  of  other  companies  held  in  sink- 
ing or  other  reserve  funds  should  not  be  included  in  this  account,  but  in 
account  I  15,   **  Income  from  Sinking  and  Otlier  Reserve  Funds." 

Note  D. — At  the  option  of  the  company  there  may  be  included  in  this 
account  the  portion  applicable  to  the  fiscal  period  of  the  amount  requisite 
to  extinguish  (during  the  interval  between  the  date  of  acquisition  and  the 
date  of  maturity)  the  discount  or  premium  on  funded  securities  of  other 
companies   owned. 

Note  E. — Interest  accruing  on  funded  securities  after  maturity  should 
not  be  included  in  this  account,  but  in  account  I  14,  "  Income  from 
Unfunded  Securities  and  Accounts." 

1 14.  Income  from  Unfunded  Securities  and  Accounts. 

This  account,  should  include  interest  income  on  unfunded  securities 
and  matured  funded  securities  of  other  companies,  interest  on  bank 
balances  and  open  accounts,  and  other  analogous  items,  including  dis- 
count on  short-term  notes. 

Note  A. — The  term  unfunded  securities,  as  here  used,  means  notes  and 
other  evidences  of  indebtedness  payable  on  demand  or  having  dates  of 
maturity  one  year  or  less  from  the  dates  of  issue. 

Note  B. — Interest  on  assets  held  in  sinking  and  other  reserve  funds 
should  not  be  included  in  this  account,  but  in  account  I  15,  "  Income  from 
Sinking  and  Other  Reserve  Funds." 

Note  C. — Discounts  on  bills  for  material  purchased  should  not  be 
credited  to  this  account,  but  should  be  credited  to  the  accounts  which  were 
charged  by  the  original  invoices. 

1 15.  Income  from  Sinking  and  Other  Reserve  Funds. 

This  account  should  include  the  income  accrued  on  cash,  securities 
and  other  assets  (not  including  securities  issued  or  assumed  by  the 
accounting  company)  held  in  sinking  and  other  reserve  funds. 

Note  A. — At  the  option  of  the  company  there  may  be  included  in  this 
account  the  portion  applicable  to  the  fiscal  period  of  the  amount  requisite  to 
extinguish  (during  the  interval  between  the  date  of  acquisition  and  the  date 
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of  maturity)    the  discount  or  premium  on  funded  securities  of  other  com- 
panies held  in  sinking  or  other  reserve  funds. 

Note  B. — If  the  income  to  a  sinking  fund  is  allowed  to  he  retained  in 
the  fund  and  if  the  sinking  fund  is  required  to  be  represented  by  a  reserve, 
the  amounts  credited  to  this  account  in  respect  to  such  income  should  be 
concurrently  charged  to  account  I  31,  "Appropriations  of  Income  to  Sink- 
ing and  Other  Reserve  Funds  "  and  credited  to  balance-sheet  account  B  49, 
*•  Reserves  from   Income  or  Surplus." 

1 16.  Release  of  Premiums  on  Funded  Debt. 

This  account  should  be  credited  during  each  fiscal  period  with  such 
proportion  of  the  premiums  on  outstanding  funded  debt  obligations  as 
may  be  applicable  to  that  period.  This  proportion  should  be  deter- 
mined according  to  the  rule  provided  in  balance-sheet  account  B  44, 
"  Unextinguished  Premiimis  on  Outstanding  Funded  Debt. 


>  f 


NOTB. — ^The  amounts  credited  to  this  account  should  be  concurrently 
charged  to  the  Discounts  and  Premiums  accounts  in  which  the  respective 
premiums  are  carried. 

T  17.  Contributions  from  Other  Companies. 

If,  under  the  terms  of  agreements  or  contracts,  the  deficit  of  the 
accounting  company  is  payable  (in  whole  or  in  part)  by  another  com- 
pany without  provision  for  subsequent  reimbursement,  the  amount  so 
receivable  should  be  credited  to  this  account. 

Note  A. — The  amount  payable  should  be  charged  by  the  contributing 
company  to  account  I  25,    '*  Separately  Operated  Property — Loss." 

Note  B. — In  determining  the  amount  receivable  by  the  accounting  com- 
pany, consideration  should  be  given  not  only  to  the  operating  revenues  and 
operating  expenses  but  also  to  other  items  of  income  or  deduction  which 
affect  that  amount. 

Note  C. — This  account  should  not  include  advances.  (See  balance- 
sheet  accounts  B  33,  "  Obligations  for  Advances  Received  for  Construction, 
Equipment,  and  Betterments,"  land  B  40,  "  Working  Advances  Due  to 
Other   Companies.'') 

1 18.  Miscellaneous  Income. 

This  account  should  include  all  items,  not  provided  for  elsewhere, 
properly  creditable  to  Income  for  the  fiscal  period  for  which  the  Income 
Account  is  stated. 

III.  DEDUCTIONS  FROM  GROSS  INCOME: 

1 19.  Deductions  for  Lease  of  Other  Roads. 

This  account  should  include  amounts  accrued  as  rent  for  roads 
(including  the  equipment  and  other  railway  property  covered  by  the 
contracts)  of  other  companies  held  under  lease  or  other  agreement  by 
the  terms  of  which  exclusive  use  and  control  for  operating  purposes  are 
secured. 

This  account  should  include  the  entire  amount  of  rent  (except 
taxes)  payable  by  the  lessee  according  to  the  terms  of  lease  "or  other 
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agreement,  whether  it  is  paid  to  the  lessor  in  cash  or  is  disbursed  by 
the  lessee  for  the  account  of  the  lessor  as  interest  on  funded  debt, 
guaranteed  dividends  on  stock,  or  otherwise. 

Note  A. — The  rent  of  equipment  included  in  the  lease  of  road  should 
be  charged  to  this  account  and  not  to  Hire  of  Equipment  account. 

Note  B. — If  property,  the  rent  of  which  is  charged  to  this  account,  is 
sublet  by  the  accounting  company  to  others,  the  rent  from  the  sublease 
should  be  credited  to  account  I  6,  "  Income  from  Lease  of  Road." 

NoTB  C. — If,  under  the  terms  of  a  lease,  the  deficit  (or  any  portion  of 
it)  resulting  from  the  lessee  company's  operations  of  the  property  leased  is 
chargeable  to  the  lessor  company,  the  amount  should  be  credited  to  this 
account  by  the  lessee. 

T  20.  Hire  of  Equipment — Debit  Balance. 

This  account  should  include  the  net  debit  balance  of  (1)  amounts 
accrued  as  owed  by  others  for  the  use  of  the  accounting  company  ^s 
equipment  leased  or  interchanged,  and  (2)  amounts  accrued  as  owed  to 
other  carriers  for  the  use  of  their  equipment  leased  or  interchanged 
and  amounts  accrued  as  owed  to  individuals  and  companies  for  the  use 
of  private  cars. 

Note  A. — If  the  net  balance  is  a  credit,  it  should  be  included  in  account 
I  7,  "  Hire  of  Equipment — Credit  Balance." 

Note  B. — Rent  for  equipment  included  in  the  lease  of  road  to  the 
accounting  company  should  not  be  included  in  this  account,  but  in  account 
I  19,  "  Deductions  for  Lease  of  Other  Roads." 

Note  C. — Interest  accrued  on  any  form  of  equipment  trust  obligations 
should  not  be  included  in  this  account,  but  should  be  charged  to  account 
I  26,    "  Interest   D^uctions  for  Funded  Debt." 

Note  D. — This  account  does  not  apply  to  equipment  assigned  to  Auxil- 
iary (or  Outside)  Operations,  the  rent  of  which  is  provided  for  in  the  Classi- 
fication of  Revenues  and  Expenses  for  Outside  Operations. 

I  21.  Joint  Facility  Rent  Deductions. 

This  account  should  include  amounts  accrued  as  rent  for  tracks, 
yards,  terminals,  and  other  facilities  owned  or  controlled  by  other  car- 
riers, companies,  or  individuals,  in  the  joint  use  of  which  the  account- 
ing company  participates. 

Note  A. — Amounts  paid  by  the  accounting  company  in  reimbursement 
for  taxes  on  property  jointly  used  should  be  charged  to  this  account. 

Note  B. — The  cost  of  maintenance,  operation,  or  administration  of  joint 
facilities,  chargeable  to  the  accounting  company,  should  not  be  included  in 
this  account,  but  should  be  charged  to  the  various  joint  facility  accounts 
provided  in  the  Classification  of  Operating  Expenses.  When  the  compen- 
sation for  the  use  of  joint  facilities  is  a  fixed  amount  or  is  based  upon  a 
charge  per  passenger,  per  ton,  per  car,  or  other  unit,  it  should  be  fairly 
apportioned  between  this  account  and  the  appropriate  joint  facilitv  operating 
expense  accounts.  This  apportionment  should  be  made  by  the  operating 
company,  if  it  is  a  steam  road,  and  should  be  followed  by  the  accounting 
company. 

Note  C. — If  the  facilities  are  used  jointly  with  others  than  common 
earners  and  the  amounts  involved  are  relatively  small,  they  need  not  be 
apportioned  between  this  account  and  the  joint  facility  operating  expense 
accounts,  but  may  be  charged  to  the  appropriate  operating  expense  accounts 
(not  joint  facility  accounts). 
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1  22.  Miscellaneous  Rent  Deductions. 

This  aecount  should  include  rents  accrued  on  property  leased  to  the 
accounting  company  and  not  properly  chargeable  to  any  of  the  three 
foregoing  accounts. 

Note  A. — ^This  account  should  not  include  such  rents  as  are  provided 
for  in  tho  Classification  of  Operating  Expenses  for  Steam  Roads  or  in  the 
Classification  of  Revenues  and  Expenses  for  Outside  Operations. 

Notk  B. — If  property,  the  rent  of  which  is  chargeable  to  this  account, 
is  sublet  by  the  accounting  company  to  others,  the  rent  from  the  sublease 
should  be  credited  to  account  19,"  Miscellaneous  Rent  Income." 

Note  C. — Payments  for  the  exclusive  use  of  property  maintained  by  the 
lessor  and  used  in  the  accounting  company's  operations  (when  considerable 
in  amount  and  when  not  provided  for  in  the  Classification  of  Operating 
Expenses  for  Steam  Roads  or  in  the  Classification  of  Revenues  and 
Expenses  for  Outside  Operations)  should  be  divided  into  two  portions:  one 
representing  the  cost  of  maintenance,  which  should  be  charged  to  the  appro- 
priate operating  expense  accounts  (not  joint  facility  accounts),  and  the 
other  representing  the  rent  (amount  applicable  to  the  investment  in  the 
property),  which  should  be  charged  to  this  account.  If  relatively  small,  the 
amounts  need  not  be  divided,  but  may  be  charged  to  the  appropriate  oi>er- 
ating  expense  accounts  (not  joint  facility  accounts). 

1 23.  Miscellaneous  Tax  Accruals. 

This  account  should  include  all  taxes  accrued  other  than  those  pro- 
viiled  for  in  account  I  5,  *  *  Railway  Tax  Accruals, ' '  such  as  taxes  on 
securities  owned,  taxes  on  income  from  securities  owned,  taxes  on 
physical  property  other  than  that  carried  in  the  road  and  equipment 
accounts,  Federal  excise  taxes  or  such  portion  of  them  as  is  not 
assigned  to  railway  operations,  and  analogous  items. 

Note. — If  property  other  than  railway  property  is  so  intimately  con- 
nected with  railway  property  that  the  taxes  thereon  cannot  be  separately 
ascertained,  such  taxes  may  be  included  in  account  I  5,  "  Railway  Tax 
Accruals  " ;  also,  when  it  is  impossible  to  ascertain  from  the  taxing  authori- 
ties the  distribution  of  taxes  between  (1)  railway  property,  operations,  and 
privileges,  and  (2)  other  property,  operations,  and  privileges,  the  taxes  on 
the  latter  may  be  included  in  account  I  5,  "  Railway  Tax  Accruals." 

• 

1 24.  Net  Loss  on  Miscellaneous  Physical  Property. 

This  account  should  include  the  net  debit  balance  of  the  revenues  or 
income  from,  and  the  expenses  (excluding  taxes)  of,  physical  property 
carried  in  balance-sheet  account  B  6  (a),  **  Miscellaneous  Investments 
— Physical  Property.'' 

Note. — If  the  net  balance  is  a  credit,  it  should  be  shown  under  account 
I  10,  "  Net  Profit  from  Miscellaneous  Physical  Property." 

1 25.  Separately  Operated  Properties — Loss. 

This  account  should  include  amounts  payable  under  the  terms  ot 
agreements  or  contracts  whereby  the  deficit  resulting  from  the  opera- 
tion  of  properties   of   other   companies   having  a   separate   corporate 
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existence  and  operated  separately  is  to  be  paid,  in  whole  or  in  part,  by 
the  accounting  company. 

Note  A. — The  amount  receivable  by  the  operating  company  should  be 
credited  by  it  to  account  I  17,  "  Contributions  from  Other  Companies." 

Note  B. — In  determining  the  amount  payable  by  the  accounting  com- 
pany, consideration  should  be  given  not  only  to  the  operating  revenues  and 
operating  expenses,  but  also  to  other  items  of  income  or  deduction  which 
affect  that  amount. 

Note  C. — This  account  should  not  include  the  results  from  operations  of 
property  and  facilities  owned  by  the  accounting  company,  the  revenues  and 
expenses  of  which  are  provided  for  in  the  Classification  of  Revenue^  and 
Expenses  for  Outside  Operations,  or  in  accounts  I  10,  "  Net  Profit  from 
Miscellaneous  Physical  Property,"  and  I  24,  "  Net  Loss  on  Miscellaneous 
Physical  Property." 

Note  D. — ^Dividends  or  other  returns  upon  securities  issued  by  sepa- 
rately operated  companies  and  held  or  controlled  by  the  accounting  com- 
pany should  not  be  included  in  this  account  to  offset  a  deficit  payable,  but  in 
account  I  12,  "  Dividend  Income  " ;  I  13,  "  Income  from  Funded  Securi- 
ties "  ;  or  I  14,  "  Income  from  Unfunded  Securities  and  Accounts,"  as  may 
be  appropriate. 

126.  Interest  Deductions  for  Funded  Debt. 

This  account  should  include  interest  on  funded  debt  issued  or 
assumed  by  the  accounting  company  which  has  accrued  during  the 
period  for  which  the  Income  Account  is  stated. 

Note  A. — This  account  should  include  the  interest  accrued  on  all  classes 
of  funded  debt  as  defined  in  balance-sheet  account  B  31,  "  Funded  Debt," 
and  also  the  interest  on  receivers'  certificates  issued  for  a  term  of  more  than 
one  year,  the  interest  accrued  on  long-term  advances,  and  the  interes* 
accrued  on  debenture  stock. 

Note  B. — This  account  should  not  include  charges  for  interest  on  funded 
debt  obligations  issued  or  assumed  by  the  accounting  company  and  owned 
bj'^  it,  whether  held  in  its  treasury,  in  special  deposits,  or  in  sinking  or  other 
reserve  funds,  or  pledged  as  collateral.  (See  account  I  31,  "Appropria- 
tions of  Income  to  Sinking  and  Other  Reserve  Funds.") 

Note  C. — When  funded  debt  is  incurred  for  new  lines  or  extensions,  the 
interest  that  accrues  on  the  funded  debt  after  the  lines  are  open  for  opera- 
tion should  be  included  in  this  account,  and  should  not  be  charged  to  road 
and  equipment  account  No.  47,   "  Interest  and  Commissions." 

Note  D. — When  funded  debt  is  incurred  for  additions  and  betterments 
purposes,  the  interest  that  accrues  on  the  funded  debt  after  the  receipt  or 
the  completion  or  coming  into  service  of  the  property  so  acquired  should  be 
included  in  this  account,  and  should  not  be  charged  to  additions  and  better- 
ments account  A   34,    "  Interest  and  Commissions." 

Note  E. — Interest  accruing  on  funded  debt  securities  after  maturity 
should  not  be  included  in  this  account,  but  in  account  I  27,  "Interest 
Deductions  for  Unfunded  Debt." 

1 27.  Interest  Deductions  for  Unfunded  Debt. 

This  account  should  include  interest  accrued  on  unfunded  debt,  such 
as  short-term  notes  (payable  on  demand  or  having  dates  of  maturity 
one  year  or  less  from  dates  of  issue),  interest  on  matured  funded 
securities  and  open  accounts,  and  other  analogous  items,  including  dis- 
count on  short-term  notes. 

Note  A. — When  short-term  notes  or  other  evidences  of  unfunded  indebt- 
edness are  issued  for  new  lines  or  extensions,  the  interest  that  accrues  after 
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such  lines  or  extensions  are  open  for  operation  should  be  included  in  this 
account,  and  should  not  be  charged  to  road  and  equipment  account  No.  47, 
"  Interest  and  Commissions." 

Note  B. — When  short-term  notes  or  other  evidences  of  unfunded  indebt- 
edness are  issued  for  additions  and  betterments  purposes  the  interest  that 
accrues  after  the  receipt  or  the  completion  or  coming  into  service  of  the 
property  should  be  included  in  this  account  and  sliould  not  be  charged  to 
additions  and  betterments  account  A  34,   "  Interest  and  Commissions." 

I  28.  Amortization  op  Discount  on  Funded  Debt. 

This  account  should  be  charged  during  each  fiscal  period  with  such 
proportion  of  the  unextinguished  discount  and  expense  on  funded  debt 
obligations  as  may  be  applicable  to  that  period.  This  proportion  should 
be  determined  according  to  a  rule,  the  uniform  application  of  which 
throughout  the  interval  between  the  date  of  sale  and  the  date  of 
maturity  will  extinguish  the  discount  and  expense  on  funded  debt. 
In  order  that  the  discount  and  expense  on  funded  debt  may  be 
extinguished  sooner,  the  company  may,  at  its  option,  charge  to  account 
PL  11,  **  Debt  Discount  Extinguished  through  Surplus,''  all  or  any 
portion  of  the  discount  and  expense  on  funded  debt  remaining  at  any 
time  unextinguished,  but  the  charge  to  account  I  28  for  any  period 
must  not  exceed  the  proportion  applicable  to  that  period,  and  a  charge 
should  be  made  for  each  period  so  long  as  any  portion  of  the  discount 
and  expense  remains  unextinguished. 

Note. — The  amounts  charged  to  this  account  should  be  concurrently 
credited  to  the  Discounts  and  Premiums  accounts  in  which  the  respective 
discounts  are  carried.  (See  balance-sheet  accounts  B  20,  "Unextinguished 
Discount  on  Securities "  and  B  44,  "  Unextinguished  Premiums  on  Out- 
standing Funded  Debt.") 

I  29.  Transfer  of  Income  to  Other  Companies. 

Tf,  under  the  terms  of  agreements  or  contracts,  the  surplus  of  the 
accounting  company  is  payable  (in  whole  or  in  part)  to  another  com- 
pany, without  provision  for  reimbursement,  the  amount  so  payable 
should  be  charged  to  this  account. 

NoTK  a. — The  amount  receivable  by  the  other  company  should  be 
credited  by  it  to  account  I   11,   "  Separately   Operated  Properties — Profit." 

Note  B. — Dividends  or  other  payments  upon  securities  issued  or 
assumed  by  the  accounting  company  should  not  be  included  in  this  account. 

NOTK  C. — In  determining  the  amount  payable  by  the  accounting  com- 
pany, consideration  sliould  be  given  not  only  to  operating  revenues  and 
operating  expenses,  but  also  to  other  items  of  income  or  deduction  which 
affect  that  amount. 

I  30.  Miscellaneous  Deductions. 

This  account  should  include  all  items,  not  provided  for  elsewhere, 
properly  chargeable  to  Income  for  the  fiscal  period  for  which  the 
Income  Account  is  stated. 

Note. — This  at'count  should  include  fines  imposed  by  government  author- 
ities,  not  specifically  chargeable  to  Operating  Revenues  or  Operating 
Expenses. 
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IV.  DISPOSITION  OF   NET   INCOME. 

1 31.  Appropriations  op  Income  to  Sinking  and  Other  Reserve  Funds. 

This  account  should  include  amounts  of  appropriations  of  income  for 
sinking  and  other  reserve  funds.  The  terms  of  mortgages,  deeds  of 
trust,  or  other  contracts  providing  for  the  allocation  of  income  or  for 
the  payment  of  definite  sums  into  sinking  and  other  reserve  funds,  and 
for  accretions  to  such  funds  on  account  of  income  from  previous  invest- 
ments, may  be  made  the  basis  of  such  appropriations. 

The  appropriations  for  payments  or  accretions  to  the  funds  may 
include  amounts  equal  to  (1)  direct  payments;  (2)  the  interest  or  divi- 
dends on  securities  issued  or  assumed  by  the  accounting  company  and 
held  in  such  funds;  (3)  the  income  from  investments  in  securities 
(other  than  those  issued  or  assumed  by  the  accounting  company)  held 
in  such  funds;  and  (4)  the  income  from  cash  and  other  property  held 
in  such  funds. 

Note  A. — The  amounts  charged  to  this  account  should  be  concurrently 
credited  to  balance-sheet  account  B  49,  "  Reserves  from  Income  or  Surplus.'* 

Note  B. — If  appropriations  for  direct  payments  are  made  from  surplus, 
they  should  be  charged  to  account  PL  6,  "  Appropriations  of  Surplus  to 
Sinking  and  Other  Reserve  Funds." 

1 32.  Dividend  Appropriations  of  Income. 

This  account  should  include  dividends  on  outstanding  capital  stock 
issued  or  assumed  by  the  accounting  company  (other  than  that  held  by 
it'),  if  declared  from  income. 

This  account  should  be  subdivided  so  as  to  show  separately  the  divi- 
dends on  the  various  classes  of  capital  stock. 

If  a  dividend  is  payable  in  any  thing  other  than  money,  such  thing 
should  be  described  in  the  entry  with  sufficient  particularity  to 
identify  it. 

Note  A. — This  account  should  include  the  dividends  declared  out  of 
income  on  all  classes  of  capital  stock  defined  in  balance-sheet  account 
B  28,  "  Capital  stock,"  except  debenture  stock.  The  payments  on  debenture 
stock  should  be  charged  to  account  126,  "Interest  Deductions  for  Funded 
Debt." 

Note  B. — This  account  should  not  include  charges  for  dividends  on 
capital  stock  issued  or  assumed  by  the  accounting  company  and  owned  by 
it,  whether  held  in  its  treasury,  in  special  deposits,  or  in  sinking  or  other 
reserve  funds,  or  pledged  as  collateral.  (See  account  131,  "Appropriations 
of  Income   to   Sinking  and   Other   Reserve  Funds.") 

Note  C. — This  account  should  be  used  if  the  appropriations  are  defi- 
nitely made  as  chargeable  to  income.  If  similar  appropriations  are  made 
from  surplus,  they  should  be  charged  to  account  PL  7,  "  Dividend  Appro- 
priations  of   Surplus." 

I  ^.  Appropriations  of  Income  for  Additions  and  Betterments. 

This  account  should  include  amounts  appropriated  from  income  for 
additions  to  and  betterments  of  property  c^ryie^  in  th^  road  and  equip- 
ment  accounts. 
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betterments   accounts   until   the   completion    or   coming  into   serrice   of  the 
property. 

Note  E. — Amounts  received  in  reimbursement  of  taxes  on  property 
jointly  used  should  be  credited  to  account  I  8,  '*  Joint  Facility  Rent  Income.  * 
Amounts  paid  in  reimbursement  of  such  taxes  should  be  charged  to  account 
I  21,   "  Joint  Facility  Rent  Deductions." 

n.  OTHER  INCOME : 

1 6.  Income  from  Lease  of  Road. 

This  account  should  include  the  amount  accrued  as  rent  for  foad 
(including  the  equipment  and  other  railway  property  covered  by  the 
contract)  owned  or  controlled  by  the  accounting  company  and  held  by 
another  company  under  lease  or  other  agreeement  granting  exclusive 
use  and  control  for  operating  purposes. 

This  account  should  include  the  entire  amount  of  rent  (except 
taxes)  receivable  by  the  lessor  according  to  the  terms  of  lease  or  other 
agreement,  whether  it  is  paid  to  the  lessor  in  cash  or  is  disbursed  by 
the  lessee  for  the  account  of  the  lessor  as  interest  on  funded  debt,  guar- 
anteed dividends  on  stock,  or  otherwise. 

Note  A. — If  equipment  is  included  in  the  lease  of  road,  the  rent  of  such 
equipment  should  be  credited  to  this  account  and  not  to  Hire  of  Equipment 
account. 

Note  B. — If  property,  the  rent  of  which  is  charged  to  account  I  19, 
"  Deductions  for  Lease  of  Other  Roads,"  is  sublet  by  the  accounting  com- 
pany, the  rent  receivable  therefor  should  be  credited  to  this  account. 

Note  C. — If,  under  the  terms  of  a  lease,  the  deficit  (or  any  portion  of  it) 
resulting  from  the  lessee  company's  operations  of  the  property  leased  is  pay- 
able by  the  lessor  company,  the  amount  should  be  charged  to  this  account  by 
the  lessor. 

Note  D. — A  company  owning  or  controlling  steam  roads  and  leasing  the 
entire  railway  property  to  others  and  performing  no  railway  operations 
should  charge  to  this  account  the  cost  of  maintaining  its  organization,  such 
as  the  salaries  of  officers,  clerks,  and  attendants;  office  expenses;  law 
expenses;    cost  of  stationery,  printing,  and  supplies;    and  like  expenses. 

1 7.  Hire  of  Equipment — Credit  Balance. 

This  account  should  include  the  net  credit  balance  of  (1)  amounts 
accrued  as  owed  by  others  for  the  use  of  the  accounting  company's 
equipment  leased  or  interchanged,  and  (2)  amounts  accrued  as  owed  to 
other  carriers  for  the  use  of  their  equipment  leased  or  interchanged 
and  amounts  accrued  as  owed  to  individuals  and  companies  for  the 
use  of  private  cars. 

Note  A. — If  the  net  balance  is  a  debit,  it  should  be  included  in  account 
I  20,  "  Hire  of  Equipment — Debit  Balance." 

Note  B. — Rent  for  equipment  included  in  the  lease  of  road  to  another 
company  should  not  be  included  in  this  account,  but  should  be  credited  to 
account  I  6,   "  Income  from  Lease  of  Road." 

Note  C. — This  account  does  not  apply  to  equipment  assigned  to  Auxiliary 
(or  Outside)  Operations,  the  rent  of  which  is  provided  for  in  the  Classifica- 
tion of  Revenues  and  Expenses  for  Outside  Operations. 
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PROFIT   AND   LOSS   STATEMENT 

List  op  Accounts. 
I.  CREDITS: 

Balance  (at  beginning  of  fiscal  period).  ^^^^ 

PL    1.  Credit  Balance  Transferred  from  Income  Account 237 

PL    2.  Profit  on  Road  and  Equipment  Sold 237 

PL    3.  Delayed  Income  Credits 238 

PL    4.  Miscellaneous  Credits 238 

Balance  Debit  (at  end  of  fiscal  period)  carried  to  General 
Balance  Sheet. 

II.  DEBITS: 

Balance  (at  beginning  of  fiscal  period). 

PL    5.  Debit  Balance  Transferred  from  Income  Account 238 

PL    6.  Appropriations  of  Surplus  to  Sinking  and  Other  Reserve 

Funds 238 

PL    7.  Dividend  Appropriations  of  Surplus 239 

PL    8.  Appropriations  of  Surplus  for  Additions  and  Betterments. . .  239 

PL    9.  Appropriations  of  Surplus  for  New  Lines  and  Extensions. . .  240 

PL  10.  Stock  Discount  Extinguished  through  Surplus 240 

PL  11.  Debt  Discount  Extinguished  through  Surplus 240 

PL  12.  Miscellaneous  Appropriations  of  Surplus 240 

PL  13.  Loss  on  Retired  Road  and  Equipment 241 

PL  14.  Delayed  Income  Debits 241 

PL  15.  Miscellaneous  Debits 241 

Balance  Credit  (at  end  of  fiscal  period^  carried  to  General 
Balance  Sheet. 

TEXT  EXPLANATORY  OF  ACCOUNTS  APPEARING  IN 
THE  PROFIT  AND  LOSS  STATEMENT  FOR 

STEAM  ROADS. 

L  CREDITS: 

PL  1.  Credit  Balance  Transferred  from  Income  Account. 

Under  this  title  should  be  shown  the  net  credit  balance  brought 
forward  from  the  Income  Account. 

PL  2.  Profit  on  Road  and  Equipment  Sold. 

This  account  should  include  credits  to  Profit  and  Loss  on  account 
of  the  sale  of  property  carried  in  the  road  and  equipment  accounts  if 
the  proceeds  of  such  sale  ar^  iu  excess  of  the  amount  of  the  assets 
shown  therefor. 
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PL  3.  Delayed  Income  Credits.  ^ 

This  account  should  include  credits  relating  to  operating  revenues, 
operating  exf>en8es,  and  other  income  items  of  previous  fiscal  period% 
when  such  items  are  greatly  delayed  and  relatively  large. 

N'OTE  A. — As  a  rule,  items  affecting  Income  should  be  included  in  the 
appropriato  accounts  in  the  fiscal  period  in  which  they  accrue.  Only  those 
items  which  are  greatly  delayed  and  the  amounts  of  which  are  relatively  so 
large  as  to  impair  the  figures  for  the  current  fiscal  period  should  be  crecUted 
to  this  account.  Other  lap-over  items  should  be  credited  to  the  appropriate 
operating  revenue,  operating  expense,  or  other  accounts  in  the  current  fiscal 
period. 

NOTK  B. — All  entries  in  this  account  should  be  made  in  such  detail  as 
will  indicate  the  operating  revenue,  oi>erating  expense,  or  other  income 
accounts  to  which  they  relate. 

PL  4.  Miscellaneous  Credits. 

This  account  should  include  amounts  (not  provided  for  elsewhere) 
transferred  from  other  accounts  to  Profit  and  Loss  and  amounts  repre- 
senting increases  of  resources  not  properly  assignable  to  the  income  of 
the  fiscal  j)erio(l  for  which  the  accounts  are  stated.  Among  the  items 
which  should  be  included   in  this  account  are: 

Adjustments  or  cancellations  of  old  balance-sheet  accounts  (other 
than  road  and  equipment  accounts). 

Profit  derived  from  the  sale  of  investment  securities  (such  as  stocks 
or  bonds  owned). 

Profit  derived  from  the  sale  of  property  carried  in  balance-sheet 
account  B  6    (a),  *'  Miscellaneous  Investments — Physical  Property." 

('red its  resulting  from  adjustments  required  to  bring  to  par  securi- 
ties issued  or  assumed  by  the  accounting  company  and  reacquired  at  a 
cost  less  than  the  par  value. 

Premiums  on  capital  stock  at  the  time  of  its  retirement. 

Unreleased  premiums  on  funded  debt  retired  before  maturity. 

n.  DKBIT8: 

PL  5.  Dkhit  Balance  Transferred  from  Income  Account. 

Under  this  title  should  be  shown  the  net  debit  balance  brought  for- 
ward from  the  Income  Account. 

PL  6.  Appropriations   of    Surplus   to   Sinking   and   Other   Reserve 
Funds. 

This  account  should  include  amounts  of  appropriations  of  surplus 
for  sinking  and  other  reserve  funds.  The  terms  of  mortgages,  deeds 
of  trust,  or  other  contracts  providing  for  the  allocation  of  surplus  or 
for  the  payment  of  definite  amounts  into  sinking  and  other  reserve 
funds  may  be  made  the  basis  of  such  appropriations. 
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Note  A. — This  account  shoiild  be  used  if  the  appropriations  are  defi- 
nitely made  as  chargeable  t6  surplus.  If  similar  appropriations  are  made 
from  income,  they  should  be  charged  to  account  I  31,  "Appropriations  of 
Income  to  Sinking  and  Other  Reserve  Funds." 

Note  B. — If  appropriations  are  made  to  cover  the  income  accruing  on 
sinking-fund  assets  and  to  cover  amounts  equivalent  to  interest  on  securities 
issued  or  assumed  by  the  accounting  company  and  held  in  such  funds,  the 
amounts  of  such  apropriations  should  not  be  included  in  this  account,  but 
should  be  included  in  account  131,  "  Appropriations  of  Income  to  Sinking 
and  Other  Reserve  Funds."  If  appropriations  are  made  to  cover  sums 
•  equivalent  to  dividends  on  stock  issued  or  assumed  by  the  accounting  com- 
pany and  held  in  such  funds,  the  amounts  of  such  appropriations  may  be 
included  in  this  account  or  in  account  I  31. 

Note  C. — The  amounts  charged  to  this  account  should  be  concurrently 
credited  to  balance-sheet  account  B  49,  "  Reserves  from  Income  or  Surplus." 

PL  7.  Dividend  Appopriations  of  Surplus. 

This  account  should  include  dividends  on  outstanding  capital  stock 
issued  or  assumed  by  the  accounting  company  (other  than  that  held  by 
it),  if  declared  from  surplus. 

This  account  should  be  subdivided  so  as  to  show  separately  the 
dividends  on  the  various  classes  of  capital  stock. 

If  a  dividend  is  payable  in  anything  other  than  money,  such  thing 
should  be  described  in  the  entry  with  sufficient  particularity  to 
identify  it. 

Note  A. — This  account  includes  the  dividends  declared  from  surplus  on 
all  classes  of  capital  stock  defined  in  balance-sheet  account  B  28,  "  Capital 
stock,"  except  debenture  stock.  The  payments  on  debenture  stock  should  be 
charged  to  account  I  26,   "  Interest  Deductions  for  Funded  Debt." 

Note  B. — This  account  should  not  include  charges  for  dividends  on 
capital  stock  issued  or  assumed  by  the  accounting  company  and  owned  by  it, 
whether  held  in  its  treasury,  in  special  deposits,  or  sinking  or  other  reserve 
funds,  or  pledged  as  collateral.  (See  account  PL  6,  "Appropriations  of 
Surplus  to  Sinking  and  Other  Reserve  Funds.") 

Note  C. — This  account  should  be  used  if  appropriations  are  definitely 
made  as  chargeable  to  surplus.  If  similar  appropriations  are  made  from 
income,  they  should  be  charged  to  account  I  32,  "  Dividend  Appropriations 
of  Income." 

PL  8.  Appropriations  of  Surplus  for  Additions  and  Betterments. 

The  account  should  mclude  amounts  appropriated  from  surplus  for 
additions  to  and  betterments  of  property  carried  in  the  road  and  equip- 
ment accounts. 

These  amounts  should  be  subdivided  so  as  to  show  (a)  amounts 
expended  during  preceding  fiscal  periods,  (ft)  amounts  expended  during 
the  current  fiscal  period,  and  (c)  amounts  held  in  reserve.  Entries 
should  be  made  concurrently  crediting  the  amounts  to  balance-sheet 
account  B  48,  **  Additions  to  Property  since  June  30,  1907,  through 
Income, '^  or  to  account  B  49,  **  Reserves  from  Income  or  Surplus.'* 

Note. — This  nccount  should  be  used  if  appropriations  are  definitely 
made  as  chargeable  to  surplus.  If  similar  appropriations  are  made  from 
income,  they  should  be  charged  to  account  I  33,  "  Appropriations  of  Income 
for  Additions  and  Betterments." 
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PL  9.  Appropriations  of  Surplus  for  New  Lines  and  Extensions. 

This  account  should  include  amounts  appropriated  from  surplus  for 
the  construction  of  new  lines  or  the  extension  of  existing  lines. 

These  amounts  should  be  subdivided  so  as  to  show  (a)  amounts 
expended  during  preceding  fiscal  periods,  (ft)  amounts  expended  during 
the  current  fiscal  period,  and  (c)  amounts  held  in  reserve.  Entries 
should  be  made  concurrently  crediting  the  amounts  to  balance-sheet 
account  B  48,  **  Additions  to  Property  since  June  30,  1907,  through 
Income, ' '  or  to  account  B  49,  *  *  Reserves  from  Income  or  Surplus. ' ' 

Note. — ^This  account  should  be  used  if  appropriations  are  definitely 
made  as  chargeable  to  surplus.  If  similar  appropriations  are  made  from 
income,  they  should  be  charged  to  account  I  34,  "  Appropriations  of  Income 
for  New   Lines  and  Extensions." 

PL  10.  Stock  Discount  Extinguished  through  Surplus. 

This  account  should  include  such  appropriations  of  surplus  as  are 
made  to  reduce  or  extinguish  the  discount  on  capital  stock  included  in 
the  Discounts  and  Premiums  accounts.  (See  balance-sheet  account 
B  20,  **  Unextinguished  Discount  on  Securities. '') 

Note. — This  account  should  be  used  if  appropriations  are  definitely  made 
as  chargeable  to  surplus.  If  similar  appropriations  are  made  from  income, 
they  should  be  charged  to  account  I  35,  "  Stock  Discouiit  Extinguished 
through   Income." 

PL  11.  Debt  Discount  Extinguished  through  Surplus. 

This  account  should  include  such  appropriations  of  surplus  as  are 
made  at  the  option  of  the  accounting  company  to  reduce  or  extinguish 
the  discount  and  expense  on  funded  debt. 

(See  account  I  28,  **  Amortization  of  Discount  on  Funded  Debt," 
and  balance-sheet  account  B  20,  **  Unextinguished  Discount  on 
Securities. ") 

PL  12.  Miscellaneous   Appropriations   of   Surplus. 

This  account  should  include  appropriations  of  surplus  not  provided 
for  elsewhere. 

Note  A. — This  account  should  include  any  appropriations  of  surplus 
(except  sinking-fund  appropriations)  made  for  the  discharge  of  the  principal 
(less  the  discount,  if  any,  suffered  at  the  time  of  sale)  of  any  indebtedness 
incurred  in  the  acquisition  or  improvement  of  property  carried  in  the  road 
and  equipment  accounts.  The  amounts  charged  to  this  account  for  such 
purpose  should  be  concurrently  credited  to  balance-sheet  account  B  48, 
"  Additions  to  Property  since  June  30,  1907,  through  Income." 

Note  B. — This  account  should  be  used  when  the  appropriations  are 
definitely  made  as  chargeable  to  surplus.  If  similar  appropriations  are  made 
from  income,  they  should  be  charged  to  account  136,  "  Miscellaneous  Appro- 
priations of  Income." 
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PL  13.  Loss  ON  Retired  Koad  and  Equipment. 

This  account  should  include  charges  to  Profit  and  Loss  (as  pro- 
vided by  the  Classification  of  Expenditures  for  Additions  and  Better- 
ments), on  account  of  (1)  property  (except  equipment)  carried  in  the 
road  and  equipment  accounts,  which  has  been  abandoned,  sold,  or  other- 
wise retired,  and  not  replaced;  and  (2)  equipment  which  has  been 
abandoned,  sold,  or  otherwise  retired. 

PL  14.  Delayed  Income  Debits. 

This  account  should  include  debits  relating  to  operating  revenues, 
operating  expenses,  and  other  ihcome  items  of  previous  fiscal  periods 
when  such  items  are  greatly  delayed  and  relatively  large. 

Note  A. — ^As  a  rule,  items  affecting  Income  should  be  included  in  the 
appropriate  accounts  in  the  fiscal  period  in  which  they  accrue.  Only  those 
items  which  are  greatly  delayed  and  the  amounts  of  which  are  relatively 
so  large  as  to  impair  the  figures  for  the  current  fiscal  period,  should  be 
debited  to  this  account.  Other  lap-over  items  should  be  debited  to  the  appro- 
priate operating  revenue,  operating  expense,  or  other  accounts  in  the  cur- 
rent fiscal  period. 

Note  B. — ^All  entries  in  this  account  should  be  made  in  such  detail  as 
will  indicate  the  operating  revenue,  operating  expense,  or  other  income 
accounts  to  which  they  relate. 

PL  15.  Miscellaneous  Debits. 

This  account  should  include  amounts  (not  provided  for  elsewhere) 
transferred  from  Profit  and  Loss  to  other  accounts,  amounts  written 
off  in  consequence  of  adjustments,  and  payments  not  properly  charge- 
able to  the  income  of  the  fiscal  period  for  which  the  accounts  are 
stated.    Among  the  items  which  should  be  charged  to  this  account  are : 

Adjustments  or  cancellations  of  old  balance-sheet  accounts  (other 
than  road  and  equipment). 

Losses  or  deficits  not  properly  chargeable  to  income  (such  as 
uncollectible  bills  for  which  no  reserve  has  been  provided). 

Losses  resulting  from  the  sale  of  investment  securities  (such  as 
stocks  or  bonds  owned). 

Losses  resulting  from  the  sale,  destruction,  or  abandonment  of 
property  carried  in  balance-sheet  account  B  6  (a),  "  Miscellaneous 
Investments — Physical  Property. ' ' 

Losses  resulting  from  adjustments  required  to  bring  to  par  securi- 
ties issued  or  assumed  by  the  accounting  company  and  reacquired  at  a 
cost  exceeding  the  par  value. 

Discounts  on   stock  remaining  unextinguished  at  the  time   of  its 

retirement. 

Unextinguished  discounts  on  funded  debt  retired  before  maturity. 
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FIRST  ISSUE 

INTRODUCTORY  LETTER. 

Intkkstate  Comm£bou  Commission, 

Division  of  Statistics  and  Accounts, 

Wcufhinyton,  June  8,  1907. 

To  Carriers: 

This  classification  of  Operating  Revenues,  with  the  text  pertaining 
thereto,  is  issued  in  accordance  with  an  order  of  the  Interstate  Commerce 
Commission,  a  copy  of  which  will  be  found  immediately  preceding  this 
letter. 

As  indicating  the  purpose  of  this  Classification,  it  will  be  obierved  that 
the  primary  accounts  are  so  drawn  as  to  show,  first,  the  amount  earned 
for  the  transportation  of  freight,  upon  which  should  be  based  the  com- 
putation of  revenue  per  ton  per  mile  and  of  revenue  per  freight-train 
mile;  second,  the  amount  earned  for  the  transportation  of  passengers,  from 
which  may  be  computed  the  revenue  per  passenger  per  mile;  third,  the 
amount  earned  from  all  transportation  on  passenger  trains,  from  which 
may  be  computed  the  revenue  per  train  mile;  and,  fourth,  other  revenue 
from  transportation  service,  namely,  switching  revenue,  special  service 
train  revenue,  and  miscellaneous  transportation  revenue.  In  addition  to 
revenue  from  transportation,  the  Revenue  Account  includes  eight  additional 
primary  accounts  which  cover  revenue  from  services  incident  to  transporta- 
tion, the  expenses  incident  to  which  are  included  in  Operating  Expenses. 

The  aggregate  of  the  revenues  covered  by  the  nineteen  (19)  primary 
accounts  listed  in  the  Classification  gives  the  ^  ^  Total  Operating  Revenues  ^ ' 
for  the  period  under  consideration,  which  amount  being  reduced  by  *  *  Oper- 
ating Expenses  ''  leaves  "  Net  Operating  Revenues.'*  If  from  '*  Net 
Operating  Revenues  ''  taxes  be  deducted,  the  remainder,  called  '*  Operating 
Income,*'  will  represent  the  amount  with  which  the  Income  Account  is 
properly  begun.  It  should  be  especially  noted  that  Taxes  are  not  included 
in  Operating  Expenses,  and  should  not  be  included  when  computing  the 
ratio  of  Operating  Expenses  to  Operating  Revenues.  The  only  charges  in 
the  nature  of  taxes  included  in  the  Operating  Accounts  are  assessments 
for  highways,  sidewalks,  sewers,  and  the  like,  which  should  be  carried  to 
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the  appropriate  accounts  in  Operating  Expenses,  Betterments,  or  Construc- 
tion, as  the  case  may  require. 

This  Classification  was  worked  out  with  the  co-operation  of  the  accred- 
ited representatives  of  the  Association  of  American  Eailway  Accounting 
Officers,  and,  with  a  few  minor  exceptions,  embodies  their  recommenda- 
tions relative  to  the  proper  classification  of  Operating  Revenues. 
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TEXT  OF  CLASSIFICATION  OF  OPERATING 

REVENUES 

I.  REVENUE  FROM  TRANSPORTATION 

1.  FREIGHT  KKVENUE 

This  account  includes  amounts  earned  by  a  carrier  for  the  transporta- 
tion of  ^freight. 

To  this  account  should  be  credited  a  carrier's  proportion  of  receipts  for 
freight  transportation;  also  overcollections  made  in  excess  of  proper  rates, 
such  overcollections  to  be  held  subject  to  claim.  To  this  account  should  be 
charged  overcharges  paid  resulting  from  the  use  of  erroneous  rates,  weights, 
or  classification;  amounts  paid  for  switching  charges  absorbed;  authorized 
allowances  and  localized  freight  arliitrarios;  also  amounts  i)aid  for  switching 
or  to  transfer  companies  for  completing  a  haul  or  effecting  store-door  deliv- 
eries, when  the  cost  of  such  service  is  included  in  the  rate  charged  by  the 
carrier;  uncollected  earnings  on  freight  destroyed  in  transit  and  on  short 
and  lost  freight;  also  uncollectible  undercharges  deternuned  after  delivery 
has  been  made. 

2.  PASSEXGER  REVENUE 

This  account  includes  amounts  earned  by  a  carrier  for  the  transporta- 
tion of  passengers. 

To  this  account  should  be  credited  a  carrier's  proportion  of  receipts 
from  the  sale  of  tickets  (including  tickets  for  cori)ses)  and  the  collection 
of  cash  fares;  also  overcollections  ma<le  in  excess  of  determined  rates,  such 
overcollections  to  be  held  subject  to  claim.  The  account  should  be  charged 
with  amounts  paid  for  fares  refunded ;  tickets  redeemed ;  also  amounts 
paid  for  transferring  passengers  and  baggage  between  stations  or  depots, 
except  in  cases  where  the  transfer  of  both  passengers  and  baggage  is  pro- 
vided in  the  division  of  the  through  rate. 

XOTE  A. — Cash  fare  penalty  collections  made  by  conductors  and  the  propor- 
tion of  amounts  collected  on  sale  of  mileage  ticlcets  and  mileage  credentials 
subject  to  refund  should  not  be  credited  to  Passenger  Revenue. 

Note  B. — Passenger  Revenue  should  be  credited  with  interchangeable  mileage 
tickets  only  as  the  mileage  therefrom  is  honored  for  transportation.  Receipts 
from  interchangeable  mileage  books  when  sold,  should  be  credited  to  an  opeD 
account,  which  account  should  be  charged  and  Passenger  Revenue  credited  as 
the  mileage  is  honored. 

Note  C. — When  a  lessee  company  transports  passengers  over  the  tracks  of 
another  carrier  on  the  basis  of  a  proportion  of  revenues,  it  should  include  the 
entire  compensation  in  its  revenues  and  statistics,  charging  the  appropriate  joint 
faciliti(>K  expense  and  rental  accounts  with  the  amount  paid  the  lessor  company, 
and  the  lessor  company  should  credit  the  same  accounts. 
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3.  EXCESS  BAGGAGE  REVENUE 

This  account  includes  amounts  earned  by  a  carrier  for  the  transporta- 
tion of  baggage  in  excess  of  free  authorized  allowances;  also  packages, 
articles,  dogs,  etc.,  usually  transported  in  baggage  cars,  for  which  a  charge 
is  made.     To  this  account  should  be  charged  all  baggage  refunds. 

4.  PARLOR  AND  CHAIR  CAR  REVENUE 

This  account  inclu<les  amounts  earned  by  a  carrier  in  fares  collected 
from  passengers  for  seats  in  parlor,  observation,  chair  and  other  special 
passenger  cars  operated  by  railway  companies  when  the  expenses  of  operat- 
ing such  cars  are  not  separable  from  the  expenses  of  operating  trains. 
To  this  account  should  be  charged  authorized  refunds  and  tickets  redeemed. 

Note. — When  the  expenses  of  operating  cars  of  the  above  classes  are  separ- 
able from  the  expenses  of  operating  trains,  the  operation  of  such  cars  should 
be  treated  as  an  "  Outside  Operation." 

5.  MAIL  REVENUE 

This  account  includes  amounts  earned  by  a  carrier  for  the  transporta- 
tion of  mails  and  for  the  use  of  railway  post-office  cars,  special  facilities, 
and  bonuses  for  special  mail  transportation.  To  this  account  should  be 
charged  fines  and  penalties  imposed  by  the  Government  when  not  collected 
from  agents  or  employees. 

6.  EXPRESS  REVENUE 

This  account  includes  amounts  earned  by  a  carrier  for  transportation 
and  for  facilities  on  trains  and  at  stations  incident  to  the  transportation 
of  express  matter,  not  including  the  separate  rents  of  offices  at  stations. 
(See  account  No.  18,  ^*  Rents  of  Buildings  and  Other  Property.'*) 

When  a  railway  company  transacts  an  express  business  through  its 
regular  railway  organization,  the  earnings  therefrom  should  be  credited  to 
this  account. 

7.  MILK  REVENUE  (ON  PASSENGER  TRAINS) 

This  account  includes  amounts  earned  by  a  carrier  for  the  transportation 
of  milk  and  cream  on  passenger  trains.  To  this  account  should  be  charged 
refunds  and  overcharges  on  milk  and  cream  so  carried. 

8.  OTHER  PASSENGER-TRAIN  REVENUE 

To  this  account  should  be  credited  all  amounts  earned  by  a  carrier  inci- 
dent to  the  operation  of  passenger  trains  not  otherwise  provided  for. 
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9.  SWITCHING  REVENUE 

This  account  includes  amounts  earned  by  a  carrier  for  switching  ser- 
vice performed  on  the  basis  of  tariffs.  To  it  should  be  charged  all  over- 
charges on  such  switching. 

10.  SPECIAL  SERVICE  TRAIN  REVENUE 

This  account  includes  amounts  earned  by  a  carrier  for  running  char- 
tered trains,  either  on  a  basis  of  a  rate  per  mile  or  a  lump  sum  for  the 
train;  for  handling  circus  or  theatrical  company  trains  under  contract  when 
specific  amounts  are  charged  for  transportation  between  designated  stations; 
for  running  chartered  trains  for  the  Federal  or  State  governments  carrying 
troops,  munitions  of  war,  camp  outfits,  etc.  To  this  account  should  be 
charged  refunds  and  overcoUections  on  such  business. 

11.  MISCELLANEOUS  TRANSPORTATION  REVENUE 

To  this  account  should  be  credited  all  amounts  earned  by  a  carrier 
from   transportation    not   otherwise   provided   for. 

XL  REVENUE  FROM  OPERATIONS  OTHER  THAN 

TRANSPORTATION. 

12.  STATION  AND  TRAIN  PRIVILEGES 

This  account  includes  a  carrier's  revenues  from  weighing,  vending,  and 
other  automatic  machines  located  at  stations;  from  advertising  at  stations 
and  on  trains;  from  news  companies  or  others  for  the  privilege  of  operat- 
ing news  stands  at  stations  and  selling  papers,  periodicals,  fruit,  etc.,  on 
trains;  from  telephone  companies  for  the  privilege  of  installing  and  operat- 
ing commercial  telephones  at  stations;  and  from  6ther  similar' sources. 

13.  PARCEL-ROOM  RECEIPTS 

This  account  includes  a  carrier's  revenues  from  the  operation  of  parcel 
rooms,  the  expenses  of  which  are  included  in  operating  expenses. 

14.  STORAGE— FREIGHT 

This  account  includes  a  carrier's  revenues  for  storage  of  freight.  To  it 
should  be  charged  sCuthorized  refunds. 

15.  STORAGE— BAGGAGE 

This  account  includes  a  carrier's  revenues  for  storage  of  baggage.  To 
it  should  be  charged  authorized  refunds. 
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16.  CAR  SERVICE 

This  account  includes  amounts  accruing  as  penalties  for  delay  in  load- 
ing or  unloading  cars  (demurrage).  To  it  should  be  charged  authorized 
refunds. 

17.  TELEGRAPH  SERVICE 

This  account  includes  a  carrier's  revenues  from  commercial  telegraph 
business  transacted  by  it  when  the  expense  of  transacting  such  business  can- 
not be  separated  from  the  expense  of  conducting  the  railway  telegraph 
service;  amounts  received  from  telegraph  companies,  whether  proportion  of 
earnings  or  otherwise,  for  the  privilege  of  transacting  a  commercial  tele- 
graph business  in  offices  along  the  carrier's  lines,  when  the  carrier  furnishes 
some  service  of  its  employees  whose  wages  are  included  in  operating 
expenses. 

Note. — When  a  telegraph  company  rents  the  telegraph  line  of  a  carrier  and 
pays  all  expenses  incident  to  its  maintenance  and  operation,  the  rent  received 
should  be  treated  as  Income. 

18.  RENTS  OF  BUILDINGS  AND  OTHER  PROPERTY 

This  account  includes  a  carrier's  revenues  from  rents  of  buildings,  land, 
and  other  property,  such  as  depot  and  station  grounds  and  buildings,  union 
depots,  general  and  other  offices,  rooms  rented  at  stations,  docks,  wharves, 
ferry  landings,  elevators,  stock  yards,  fuel  yards,  repair  shops,  section  and 
other  houses,  etc.,  when  such  property  is  used  in  connection  with  operations 
and  the  expense  of  maintaining  and  operating  it  can  not  be  separated  from 
the  expense  of  that  portion  used  by  the  carrier. 

19.  MISCELLANEOUS 

This  account  includes  a  carrier's  revenues  from  operation  not  other- 
wise provided  for;  also  collections  from  individuals  and  companies  for  the 
privilege  of  handling  freight  and  passengers  over  a  carrier's  wharves  and 
(locks;  amounts  received  from  others  for  mooring  and  anchoring  boats  at 
such  wharves  and  docks,  and  for  water  furnished  them  when  the  water 
plant  is  operated  by  the  carrier;  receipts  from  coal  and  ore  docks,  stock 
yards,  and  grain  elevators  when  not  treated  as  *'  Outside  Operations  "; 
amounts  received  as  trackage  for  detouring  trains;  collections  for  the  use  of 
a  carrier's  bridge  by  pedestrians,  street-car  lines,  vehicles,  etc.,  when  th<* 
expense  of  maintaining  and  operating  such  property  can  not  be  separated 
from  the  expense  of  that  portion  used  by  the  carrier. 

Note. — When  a  bridge  of  one  carrier  is  used  by  another  carrier  and  such 
use  is  paid  for  either  on  the  basis  of  a  flat  rent  or  a  charge  per  train  mile,  or 
a  toll  per  passenger,  per  ton,  or  per  car,  the  revenue  therefrom  should  be 
credited  to  appropriate  accounts. 
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INTRODUCTORY   LETTER. 

l3iterstatb  commerce  commission, 

Division  of  Statistics  and  Accounts, 

Wnshington,  June  3,  1907. 

To  Carriers: 

The  first  revised  issue  of  the  Classification  of  Operating  Expenses  took 
effect  July  1,  1894,  and  the  second  revised  issue  became  effective  July  1, 
1901.  The  Classification  herewith  submitted  will  become  effective  July  1, 
1907,  and  is  issued  in  accordance  with  an  order  of  the  Interstate  Commerce 
Commission,  a  copy  of  which  will  be  found  immediately  preceding  this 
letter. 

It  is  eminently  appropriate  that  public  acknowledgment  should  be  made 
to  the  Association  of  American  Railway  Accounting  Officers,  and  to  the 
standing  and  special  committees  appointed  by  that  association,  for  their 
hearty  co-operation  in  working  out  the  details  of  this  Classification.  In 
no  other  way  would  it  have  been  possible  for  the  Commission  to  avail  itself 
of  that  special  knowledge  and  expert  experience  necessary  for  the  successful 
accomplishment  of  the  task  imdertaken.  With  one  exception,  the  Classifica- 
tion of  Operating  Expenses  herewith  promulgated  conforms  to  the  recom- 
mendations of  that  association.  This  exception  refers  to  the  treatment  of 
per  diem  and  mileage  payments  between  carriers  on  interchanged  or  loaned 
equipment,  and,  in  view  of  the  great  variety  of  opinions  expressed  by  rail- 
way accounting  officers,  as  well  as  by  certified  accountants  and  others,  rela- 
tive to  this  point,  it  seems  proper  to  submit  an  explanation  of  the  reasons 
for  the  rules  here  promulgated.  Before  submitting  that  explanation,  how- 
ever, it  may  be  proper  to  say  a  word  relative  to  a  new  feature  of  this 
Classification,  namely,  the  establishment  of  formal  depreciation  charges. 

Consideration  of  Depreciation: 

A  number  of  points  have  been  raised  by  correspondents  relative  to  depre- 
ciation that  call  for  the  following  general  statements,  all  of  which  bear 
upon  the  manner  in  which  depreciation  accounts  should  be  treated: 

1.  The  question  of  depreciation  is  fundamentally  a  question  of  values, 
and  not  a  question  of  maintaining  the  original  capacity,  or  a  standard  of 
operating  efficiency,  or  of  keeping  full  the  numbers  in  equipment  series. 
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2.  The  depreciation  rules  may  be  worked  either  on  the  basis  of  the  value 
of  individual  cars  and  locomotives,  or  on  the  basis  of  the  value  of  series  of 
cars  and  locomotives.  On  this  point,  accounting  officers  are  at  liberty,  until 
advised  to  the  contrary,  to  follow  whichever  method  seems  to  them  the 
more  appropriate. 

3.  The  basis  of  accumulation — ^that  is  to  say,  the  amount  to  which  the 
percentage  rate  is  applied — ought,  in  strict  theory,  to  be  the  original  cost. 
For  the  current  year,  however,  accounting  officers  are  at  liberty  to  accept 
original  cost  (estimated,  if  not  known),  record  value,  or  purchase  price. 
The  term  '*  record  value  "  should  not  be  interpreted  to  mean  the  value  of 
the  equipment  as  it  stands  in  the  capital  account  (unless  that  account  repre- 
sents the  original  value  of  the  equipment  on  hand),  but  the  actual  cost  or 
value  of  all  equipment,  regardless  of  where  charged  when  purchased;  and 
in  case  purchase  price  be  accepted  as  the  basis  of  the  percentage  charge 
to  depreciation,  the  percentage  rate  should  be  limited  to  the  rate  required 
to  replace  the  price  paid.  A  second-hand  locomotive,  for  example,  is  not 
called  upon  to  provide  for  its  replacement,  when  abandoned,  by  a  new  loco- 
motive. As  stated  above,  it  is  values  and  not  locomotives  with  which 
depreciation  charges   deal. 

4.  The  application  of  depreciation  charges  for  the  current  year  and 
subsequent  years  must  not  be  influenced  by  the  practice  of  years  past.  In 
case  property  has  been  appreciated  by  excessive  charges  to  operating 
expenses  in  years  past,  the  value  thus  placed  in  the  property  must  be 
regarded  as  a  permanent  undivided  asset  to  the  stockholders.  On  the  other 
hand,  in  case  property  has  depreciated  on  account  of  insufficient  charges  to 
operating  expenses  in  years  past,  this  fact  must  not  be  permitted  to 
influence  the  determination  of  the  depreciation  rate  for  the  current  year. 

5.  The  monthly  charges  to  operating  expenses  for  *^  depreciation  ''  on 
the  several  classes  of  equipment,  will,  of  necessity,  create  or  require  cor- 
responding liability  accounts  to  which  such  depreciation  may  be  credited. 
To  that  end,  carriers  will  be  required,  beginning  July  1,  1907,  to  set  up  an 
appropriate  liability  depreciation  account  for  each  of  the  several  classes  of 
equipment  upon  which  depreciation  is  charged.  These  accounts  should  be 
designated  as  follows: 

( a )  Locomotives — Replacement ;  * 

(5)   Passenger-Train  Cars — Replacement; 

(c)  Freight-Train  Cars — Replacement; 

(d)  Electric  Equipment  of  Cars — Replacement; 

(e)  Floating  Equipment — Replacement; 
(/)   Work  Equipment — Replacement.! 

To  these  replacement  accounts  should  be  credited  monthly  the  amount 

*  Including  both  steam  and  electric. 
t  Except  locomotives. 
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of  accrued  depreciation  on  each  class  of  equipment,  respectively.  Such 
credits  should  invariably  equal  the  gross  charges  to  maintenance  for  depre- 
ciation. 

To  these  several  replacement  accounts  under  their  appropriate  heads 
should  be  charged,  at  cost,  aU  equipment  purchased,  built,  or  otherwise 
acquired  for  the  purj^ose  of  maintaining  the  value  of  a  carrier's  equipment. 

The  monthly  charges  to  operating  expenses  for  '* renewals"  of  the 
several  classes  of  equipment  will  be  similarly  treated. 

It  is  not  intended  that  these  accoimts  should  be  restricted  to  individual 
cars  or  locomotives,  or  that  carriers  are  not  at  liberty  to  renew  or  replace 
equipment  upon  which  depreciation  has  accrued  prior  to  the  retirement  of 
such  equipment.  On  the  other  hand,  the  several  amounts  standing  to  the 
credit  of  those  replacement  accounts  should  be  available  to  carriers  for  the 
purpose  of  replacement  of  equipment  to  the  extent  of  such  credits;  how- 
ever, all  replacements  in  excess  of  such  credits  must  be  considered  as 
Betterments  or  Additions,  and  charged  either  to  Income  or  to  Capital. 

[The  paragraphs  treating  of  *'Per  Diem  and  Mileage  Payments 
Between  Carriers,*'  have  been  omitted  in  accordance  with  the  Commission's 
instructions  in  the  Supplement  to  the  Third  Revised  Issue,  Classification  of 
Operating  Expenses,  p.  11.  **  Hereafter  such  payments  will  be  handled 
through  the  Income  Account."] 

To  the  end  that  uniformity  of  operating  accounts  may  be  maintained 
from  year  to  year,  carrier*-  will  be  required  to  submit  all  questions  of 
doubtful  interpretation  to  this  ottice  for  consideration  and  decision. 
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Note. — The  amended  t«xt  of  the  I.  C.  C.  bulletin  *'  Classification  of  Operating  Ex- 
penses" has  been  indicated  in  the  following  reprint  by  differences  in  type.  Eliminationa 
are  designated  by  italics,  the  word  or  phrase  so  indicated  being  enclosed  in  brackets. 
Additions  are  designated  by  black  face  type.  Case  numbers  follow  the  same  usage  as  else- 
where in  this  book.  Ordinary  type  signifies  that  the  case  referred  to  may  be  found  in 
Accounting  Bulletin  No.  4  (Decisions  upon  Questions  Raised  under  the  Classification  Pre- 
scribed by  the  I.  C.  C).  Italicized  case  numbers  indicate  that  the  cases  appear  in  either 
one  of  the  two  supplementary  bulletins,  circulars  12c  and  \2d. 
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I.  MAINTENANCE  OF  WAY  AND  STRUCTURES 

I.— SUPERINTENDENCE 

This  account  includes: 

Pay  of  officers. — Pay  of  vice-president  or  assistant  when  directly  in 
charge  of  maintenance  of  way  and  structures,  chief  engineer,  assistant  chief 
engineer,  chief  engineer  maintenance  of  way,  engineer  maintenance  of  way, 
assistant  engineer  maintenance  of  way,  engineer  of  bridges  and  buildings, 
principal  assistant  engineer,  engineer  right  of  way,  architect,  division  engi- 
neer, assistant  engineer,  assistant  division  engineer,  roadmaster,  assistant 
roadmaster,  master  carpenter,  assistant  master  carpenter,  supervisor,  assistant 
supervisor,  fire  and  sanitary  inspector,  pay  of  fire  chiefs  and  other  officials 
engaged  in  the  maintenance-of-way-and-structures  department. 

Pay  of  clerks  and  attendants. — Pay  of  chief  and  other  clerks,  drafts- 
jnen,  rodmen,  transitmen,  and  chainmen,  and  attendants  in  offices  and  on 
special  cars  of  officers  whose  pay  is  charged  to  this  account. 

Office  and  other  expenses. — Rent  and  cost  of  repairing  rented  offices, 
rent  and  cost  of  telephone  service,  telegraph  messages,  heat,  light,  ice,  water, 
furniture,  and  supplies  for  offices  of  officers  whose  pay  is  charged  to  this 
account;  incidental  office  and  traveUng  expenses  of  such  officers  and  their 
clerks;  cost  of  provisions  for  and  expenses  of  special  cars  when  used  by  them, 
and  cost  of  running  special  trains  for  officials  mentioned;  premiums  on 
fidelity  bonds  of  such  officers  and  their  assistants;  expenses  of  photographing 
buildings  and  structures. 

Cost  of  drafting  and  engineering  instruments  and  expenses  of  repairing 
same  and  cost  of  suppUes  (except  stationery  and  printing)  used  by  officers 
and  employees  whose  pay  is  charged  to  this  account;  subscriptions  to  news- 
papers and  periodicals. 
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The  following  is  a  list  of  the  more  important  articles  chargeable  to  this 
account: 


Atlases, 

Barometers, 

Books,  scientific  and  refer- 
ence. 

Boxes  for  blueprints, 

Boxes  for  drawing  instru- 
ments. 

Cameras,  and  supplies  for, 

Chains, 

Compasses, 

Curves, 

Directories, 

Drawing  boards. 

Drawing  instruments. 

Field  glasses. 

Keel, 

Level  rods, 


Levels, 

Magnets, 

Magnifiers, 

Oilstones, 

Pantographs, 

Parallel  rulers, 

Periodicals, 

Plane  tables, 

Planimeters, 

Plummets, 

Protractors, 

Ranging  poles, 

Reading  glasses. 

Rods, 

Scales, 

Section  liners. 

Sextants, 


Slide  rules. 

Stakes 

Straightedges, 

Tacks  for  drawing  boards. 

Tally  registers, 

Tapelines, 

Tee  squares, 

Telescopes, 

Thermometers, 

Tin    boxes    for    tracings    and 

prints, 
Transits, 
Traverse  tables, 
Triangles, 
Tripods, 
Verniers. 


Note  A. — When  employees  enumerated  above  are  engaged  in  work  not  chargeable  to 
"Maintenance  of  Way  and  Structures,"  their  pay  and  expenses  should  be  charged  to  tLe 
specific  work  on  which  engaged. 

Note  B. — When  officers  and  others  above  enumerated  have  supervision  over  other 
departments  also,  their  salaries  and  expenses  should  be  apportioned  equally  between  the 
departments  over  which  they  have  jurisdiction. 

See  Cases  37,  246,  262,  330,  0S4. 

2.— BALLAST 

This  account  includes  all  expenses  incident  to  the  purchase  and  pro- 
duction of  ballast,  as  follows:  Purchase  price  of  gravel,  stone,  slag,  cinders, 
sand,  and  other  material  used  for  ballast,  including  freight  charges,  if  any 
and  cost  of  first  unloading;  payments  for  gravel  and  quarry  rights  and  privi- 
leges; expenses  of  sinking  test  holes;  expenses  of  locomotives  and  work 
trains  while  engaged  in  delivering  ballast  at  points  where  used. 

When  a  gravel  pit  or  quarry  is  to  be  opened,  the  operations  of  which  are 
likely  to  extend  over  a  long  period,  an  account  should  be  opened  designated 

'* Operations  of  Gravel  Pit  at ,"  or  "Operations  of  Quarry  at ," 

as  the  case  may  be. 

To  such  account  should  be  charged. 

(a)  The  excess  cost  of  the  land  over  its  estimated  value  after  the  gravel 
or  stone  has  been  removed.  (Such  estimated  value  being  charged 
to  an  appropriate  capital  account.)  Also  amounts  paid  for  the  right 
to  enter  upon  and  remove  ballast  from  lands  not  owned  by  carrier. 

(6)  The  expenses  for  clearing,  stripping,  draining,  and  ditching  the  land 
and  of  moving  and  changing  fences  and  buildings  preparatory  to 
opening. 

(c)  The  cost  of  rails  and  fastenings  in  excess  of  their  estimated   scrap 

value,  used  in  constructing  tracks  to  and  in  the  gravel  pit  or  quarry. 
(Such  estimated  scrap  value  to  be  carried  in  an  appropriate  material 
account.) 

(d)  The  total  cost  of  ties  and  other  material  and  of  labor  expended  on 

such  tracks. 
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(e)  Cost  of  labor  and  train  service  (see  account  "Roadway  and  Track") 
employed  in  producing,  quarrying,  and  loading  ballast,  including 
operations  of  stationary  engines,  steam  shovels,  stone  crushers,  etc., 
and  watchmen. 

(/)  Repairs  of  stationary  engines,  steam  shovels,  stone  crushers,  and  other 
similar  machinery  used  in  producing  ballast. 

(g)  Depreciation  of  machinery  permanently  used  in  gravel  pits  and 
quarries. 

(h)  Cost  of  explosives,  hand  tools,  and  miscellaneous  expenses. 

(i)  Cost  of  installing  and  operating  interlocking  and  other  signal  appa- 
ratus at  gravel  pits. 

This  ''Operations  of  Gravel  Pit"  or  "Operations  of  Quarry"  account 
should  be  credited  from  month  to  month  with  the  number  of  cubic  yards 
used  on  the  basis  of  the  average  cost  of  production,  and  account  "Ballast" 
or  other  proper  account  charged.  The  average  cost  of  production  should  be 
determined  by  dividing  the  total  charge  to  the  account  of  any  pit  or  quarry 
by  the  estimated  number  of  cubic  yards  it  contains. 

As  stripping  and  other  preparatory  expenses  are  not  always  incurred  in 
full  before  beginning  to  take  out  the  gravel  or  stone,  the  cost  of  production 
should  include  an  estimate  of  the  total  of  such  expenses. 

Note  A. — The  cost  of  loading  cinders  at  ash  pits  should  be  charged  to  account "  Engine- 
house  Expenses — Yard"  or  account  "Enginehouse  Expenses — Road." 

Note  B. — The  cost  of  labor  putting  ballast  into  track  should  be  charged  to  account 
"Roadway  and  Track." 

See  Cases  39,  40,  106,  114,  158,  163,  230,  449,  S97,  434,  467. 

3.— TIES 

This  account  includes  cost  (including  inspection  and  freight  charges,  if 
any)  of  cross,  switch,  and  bridge  ties,  head  blocks  and  railway  crossing  timbers 
(plain  or  treated)  for  main  and  repair  tracks,  sidings,  and  spurs;  in  tunnels, 
stations,  shop,  and  other  yards;  on  piers,  wharves,  track  scales,  inclines, 
bridges,  trestles,  and  culverts;  to  coal  chutes,  coal  pockets,  and  fuel  and  water, 
stations  (except  on  inclines  to  and  in  fuel  stations;  on  tracks  in  baUast  pits 
enginehouses,  shops,  and  storehouses,  and  on  transfer  tables  and  turntables). 

Note  A. — The  cost  of  labor  unloading,  distributing,  and  putting  ties  in  track  and  the 
expenses  of  trains  distributing  ties  should  be  charged  to  account  "Roadway  and  Track." 

Note  B. — This  account  may  include  each  month  a  proportion  of  the  total  amount 
authorized  or  approximated  for  renewals  during  the  fiscal  year  regardless  of  the  month 
in  which  the  actual  renewal  is  made. 

See  Cases  32,  40,  106,  157,  158,  162,  56S. 

4.— RAILS 

This  account  includes  cost  (including  inspection  and  freight  charges,  if 
any)  of  rails  for  main  and  repair  tracks,  sidings,  and  spurs;  in  tunnels, 
stations,  shop  and  other  yards;  on  piers,  wharves,  track  scales,  inclines, 
bridges,  trestles,  and  culverts;  in  tracks  to  coal  chutes,  coal  pockets,  and 
fuel  and  water  stations  (except  on  inclines  to  and  in  fuel  stations,  on  tracks 
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Train  sekvice. — Pay  of  work-train  enginemen,  trainmen,  and  engine- 
housemen;  cost  of  fuel,  stores,  and  other  supplies  for  work-train  locomo- 
tives and  cars;  cost  of  oil  for  lubricating  work-trains;  cost  of  oil  and  wicking 
used  in  lanterns  of  work-train  enginemen  and  trainmen,  while  such  employees 
and  equipment  are  engaged  in  work  pertaining  to  roadway  and  track. 

Note. — When  carriers  operating  electric  divisions  desire  to  subdivide  this 
account,  appropriate  accounts  as  prescribed  in  tlie  Classification  of  Operatins 
Expenses  for  Electric  Railways  should  be  used. 

See  Cases  6,  38,  41,  157,  158,  245,  403,  443,  475,  460,467. 

7.— REMOVAL  OF  SNOW,  SAND,  AND  ICE 

This  account  includes  the  cost  of  removing  snow,  sand,  and  ice  from 
tracks;  pay  of  work-train  enginemen,  trainmen,  and  enginehousemen;  cost 
of  fuel,  stores,  and  other  supplies  for  work-train  locomotives  and  cars;  cost 
of  oil  for  lubricating  work-trains;  cost  of  oil  and  wicking  used  in  lanterns  of 
work-train  enginemen  and  trainmen  while  such  employees  and  equipment 
are  engaged  in  clearing  tracks  and  hauling  snow;  wagea  paid  men  employed 
in  shovehng  snow  and  picking  ice  on  tracks,  and  tools  specially  furnished 
them  for  this  purpose,  and  their  meals;  fuel  and  stores  used  by  rotary  and 
other  snowplows  and  other  snow  and  ice  clearing  appliances  and  wages  of 
men  employed  in  operating  them;  cost  of  repairing  snowplows  (other  than 
snowplow  cars  which  are  covered  by  account  "Work  Equipment — Repairs  "), 
and  flangers  and  the  cost  of  putting  them  on  and  removing  them  from  loco- 
motives and  cars,  and  cost  of  slatting  pilots.  Wages  paid  engineers,  firemen, 
and  trainmen  held  in  readiness  to  go  out  with  snow^)lows;  payments  for  use 
of  land  on  which  to  place  snow  fences,  and  for  salt  for  keeping  switches  free 
from  ice  and  snow.  Cost  of  distributing  and  setting  up  portable  snow  fences 
and  gathering  them  up  and  loading,  hauling,  and  piling  them  along  the 
road.     (For  repairs,  see  account  "Snow  and  Sand  Fences  and  Snow  Sheds.") 

8.— TUNNELS 

This  account  includes  cost  of  repairing  tunnels,  including  the  cost  of 
timber  and  other  material,  false  work,  and  special  tools;  pay  of  tunnel  watch- 
men and  cost  of  supphes  used  by  them;  repainting  and  whitewashing;  oil 
and  wicks,  and  repairs  of  lamps,  lanterns,  and  eletrtric  light  fixtures  used  in 
lighting.  This  account  does  not  include  renewals  or  repairs  to  roadway  or 
tracks  through  tunnels. 

See  Cases  40,  106. 

9.— BRIDGES,  TRESTLES,  AND  CUL\^RTS 

This  account  includes  cost  of  material  used  (less  salvage)  and  labor 
expended  in  repairing  and  renewing  bridges,  trestles,  culverts  (both  sub- 
structure and  superstructure),  piers,  abutments,  masonry,  and  drainpipes, 
including  repairs  made  necessary  by  washouts;  retaining  walls,  riprapping, 
and  dikes  necessary  to  protect  or  strengthen  bridges  and  culverts  against 
ice,  water,  or  drift;  guards  on  bridges,  framing  ties  for  bridges;  bridge  signs 
or  number  boards;  expenses  of  operating  and  rent  of  pile  drivers  and  other 
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equipment  engaged  in  repairing  and  renewing  bridges  and  culverts;  cost  of 
cleaning  channels  under  bridges  and  cleaning  culverts;  gravel  decking  for 
protection  against  fire,  and  altering  and  bracing  bridges  and  trestles  during 
progress  of  filling. 

Cost  of  removing  old  bridges  in  connection  with  construction  of  new 
bridges,  and  constructing  and  removing  temporary  or  false  work  used  in 
repairing  and  renewing  bridges  and  culverts. 

Pay  of  bridge  foremen  and  bridge  watchmen,  except  at  drawbridges,  and 
cost  of  all  supplies  used  by  them,  such  as  brooms,  lanterns,  oil,  oil  cans,  pails, 
rowboats,  tallow,  waste,  and  water  barrels,  and  fuel  for  heating  bridge  watch- 
houses;    also  repairs  to  and  renewals  of  stationary  engines  at  drawbridges. 

Pay  of  bridge  inspectors  and  expenses  incident  to  bridge  inspection. 

Pay  of  work-train  enginemen,  trainmen,  and  enginehousemen,  and  of 
employees  engaged  in  operating  pile  drivers;  cost  of  fuel,  stores,  and  other 
supplies  for  work-train  locomotives  and  cars;  cost  of  oil  for  lubricating  work- 
trains;  and  of  oil  and  wicking  used  in  lanterns  of  work-train  enginemen 
and  trainmen  while  such  employees  and  equipment  are  engaged  on  work 
pertaining  to  bridges  and  culverts. 

Note  A. — Any  structure  carrying  the  tracks  over  other  tracks,  a  stream,  highway, 
or  canal  should  be  considered  a  bridge  or  a  culvert.  The  cost  of  maintaining  structures 
carrying  other  tracks,  canals,  highways,  etc.,  over  a  carrier's  tracks  should  be  charged  to 
account  "Over  and  Under  Grade  Crossings." 

Note  B. — This  account  may  include  each  month  a  proportion  of  the  total  amount 
authorized  or  approximated  for  renewals  during  the  fiscal  year  regardless  of  the  month  in 
which  the  actual  renewal  is  made. 

Note  C. — Insurance  recovered  on  bridges,  trestles,  and  culverts  should  be  credited 
to  this  account.  Insurance  recovered  for  total  destruction  of  bridges,  trestles, 
and  culverts  should  be  credited  to  an  appropriate  suspense  account,  which 
account  should  be  charged  with  the  cost  of  replacement.  If  the  cost  of  replace- 
ment is  in  excess  of  the  amount  of  insurance  recovered,  the  excess  should  be 
charged  to  this  account. 

Note  D. — When  carriers  operating  electric  divisions  desire  to  subdivide  this 
account,  appropriate  accounts  as  prescribed  in  the  Classification  of  Operating 
Expenses  for  Electric  Railways  should  be  used. 

See  Cases  30,  31,  32,  38,  40,  106,  157,  158,  162,  392,  450. 

10.— OVER  AND  UNDER  GRADE  CROSSINGS 

This  account  includes  cost  of  material  used  (less  salvage)  and  labor 
expended  in  repairing  and  renewing  overhead  bridges  and  viaducts  of  all 
kinds  (except  station  overhead  footbridges  not  pubhc  highways),  log  chutes 
and  roUways  erected  over  the  tracks  of  a  carrier,  and  roadways  of  under- 
grade crossings,  foot  or  wagon  (except  subways  not  public  highways);  cost 
of  drainage  and  excavations  for  undergrade  crossings;  expenses  of  opening 
pubhc  roads  for  purposes  of  ehminating  grade  crossings. 

11.— GRADE  CROSSINGS,  FENCES,  CATTLE  GUARDS,  AND  SIGNS 

This  account  includes: 

Highway  grade  crossings. — Cost  of  material  used  (less  salvage)  and 
labor  expended  in  repairing  and  renewing  street  and  road  (including  farm) 
crossings  at  grade,  crossing  drains,  crossing  gates,  crossing  signal  bells,  and 
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bat t (Tics  with  track  instruments  and  connections;  and  warning  signals; 
cost  of  water  ])ii)(»s,  water  and  hose  for  sprinkling  grade  crossings;  and  pay- 
ments of  assessments  for  street  repairs  or  sewers  at  crossings.  (Street  repairs 
or  sewers  within  tlie  limits  of  shop  grounds  or  inmiediately  adjacent  to  station 
buildings  should  be  charged  to  account  "Buildings,  Fixtures,  and  Grounds.") 

Fences  and  cattle  guards. — Cost  of  material  used  (less  salvage)  and 
labor  expend^  1  in  repairing  and  renewing  right-of-way  fences,  cattle  guards, 
wing  fences,  t  >rons,  and  hedges. 

Skjns. — C.^ost  of  yard-limit  signs;  subdivision  boards;  mile  section, 
whistle,  water  station,  water  trough,  slow,  stop,  and  boundary  posts;  over- 
head bridge  and  tunnel  cautions;  monument  stones,  and  all  other  roadway 
signs. 

XoTE. — The  coat  of  station  and  telegraph  signs,  fences,  and  hedges  around  building 
sites  and  shup  grounds,  and  of  paving  sidewalks,  streets,  and  driveways  within  the  limits 
of  or  immediately  adjacent  thereto,  should  be  charged  to  account  "Buildings,  FiztureSt 
and  Grounds." 

12.— SNOW  AND  SAND  FENCES  AND  SNOWSHEDS 

•  This  account  includes  all  expenses  of  repairing,  renewing,  and  replaoiilg 
permanent  and  portable  snow  and  sand  fences  (except  when  the  permanent 
fence  takes  the  place  of  right-of-way  fence,  in  which  case  the  expense  should 
be  charged  to  the  account  ''Grade  Crossings,  Fences,  Cattle  Guards,  and 
Signs"),  snowsheds,  including  necessary  rock  filling,  and  cost  of  protecting 
from  fire;  pay  of  snowshed  watchmen  and  cost  of  supplies  used  by  them, 
cost  of  planting  and  caring  for  trees  to  protect  track  from  snow. 

XoTE. — The  cost  of  distributing  and  setting  up  portable  snow  fence  panels,  and  gather- 
ing, loading,  hauling,  unloading,  and  piling  should  be  charged  to  account  "Remofval  d 
Snow,  Sand,  and  Ice." 

13.— SIGNALS  AND  INTERLOCKING  PLANTS 

This  account  includes: 

Interlocking  plants. — Cost  of  material  used  (less  salvage)  and  labor 
expended  in  repairing  and  renewing  the  buildings  and  all  appliances  of  inter- 
locking plants,  power  interlocking  plants,  and  aU  machinery  such  as  air 
compressors,  levers,  boilers,  djTiamos,  engines,  and  machinery  and  fixtures 
used  in  connection  therewith. 

Signals. — Cost  of  material  used  (less  salvage)  and  labor  expended  in 
repairing  and  renewing  block,  automatic,  and  semiautomatic  signals. 

Other  expenses. — Cost  of  material  used  (less  salvage)  and  labor  expended 
in  bonding  rails,  repairing  and  renewing  home  and  distant  signals,  signal 
posts,  signal  bridges,  semaphores,  train-order  signals  or  order  boards,  and 
flag-station  signals,  gates  at  crossings  of  other  railways,  and  all  other  road 
or  track  signals  not  provided  for  above,  used  in  the  government  of  the  move- 
ment of  trains,  including  signal  lanps  and  their  connections.  Pay  of  signal 
engineers  and  supervisors  of  signals  and  their  assistants,  their  office  and 
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traveling  expenses;    also  pay  of  mechanics  and  laborers  and  cost  of  special 
tools  while  engaged  in  repairing  and  renewing  interlocking  plants  and  signals. 

Note. — This  account  does  not  include  the  cost  of  maintaining  and  renewing  track 
material  proper  required  in  connection  with  interlockers,  such  as  switches,  special  track 
fastenings,  split  rails,  frogs,  etc.,  which  costs  should  be  charged  to  account  "Other  Track 
Material." 

See  Cases  39,  42. 

14.— TELEGRAPH  AND  TELEPHONE  LINES 

This  account  includes: 

Telegraph. — Cost  of  material  used  (less  salvage)  and  labor  expended 
in  repo,iring  and  renewing  telegraph  lines  owned  by  a  carrier,  or  for  which  it 
is  responsible;  also  cost  of  conduits,  poles,  cross-arms,  wire,  insulators,  cables, 
cable  boxes,  instnmients,  battery  jars,  switchboards,  and  all  other  appurte- 
nances forming  a  part  of  the  plant;  cost  of  oil  for  lubricating  work-trains. 
Pay  of  chief  line  repairmen,  hnemen,  and  other  employees,  and  cost  of  special 
tools  used  by  them;  also  pay,  office  and  travehng  expenses  of  superintendent 
and  assistant  superintendent  of  telegraph,  their  clerks  and  attendants. 

Telephone. — All  expenses  similar  to  the  above,  incurred  in  connection 
with  telephone  hnes,  and  telephone  boxes  on  telegraph  and  telephone  p#les. 

Pay  of  work-train  enginemen,  trainmen,  and  enginehousemen,  and  other 
employees,  cost  of  fuel,  stores,  and  other  supplies  for  work-train  locomotives 
and  cars  and  of  oil  and  wicking  used  in  lanterns  of  work-train  enginemen 
and  trainmen,  while  such  employees  and  equipment  are  engaged  on  work 
pertaining  to  telegraph  and  telephone  lines. 

Note  A. — The  salaries  and  expenses  of  superintendents  and  assistant  superintendents 
of  telegraph  and  their  clerks  when  engaged  in  both  maintaining  and  operating  telegraph 
and  telephone  lines  should  be  charged  50  per  cent  to  account  "Telegraph  and  Telephone 
Lines,"  and  60  per  cent  to  account  "Telegraph  and  Telephone — Operation." 

Note  B. — This  account  may  include  each  month  a  proportion  of  the  total 
amount  authorized  or  approximated  for  renewals  during  the  fiscal  year,  regard* 
less  of  the  month  in  which  the  actual  renewal  is  made. 

15.— ELECTRIC  POWER  TRANSMISSION 

This  account  includes  cost  of  material  used  (less  salvage)  and  labor 
expended  in  repairing  and  renewing  all  appliances  for  transmitting  power 
from  power  houses  and  substations  to  the  place  where  it  is'  to  be  applied; 
covers  span,  guard,  feed,  and  overhead  trolley  wires,  poles,  cross-arms,  brackets, 
insulators  and  connections,  third  rail,  including  braces,  supports,  and  devices 
for  insulating,  covering,  or  protecting;  bonding  rails,  including  connecting 
plugs,  insulating  mats,  plugs,  or  other  devices;  switchboards,  switches, 
cut-outs,  transformers,  etc.  (except  at  power  and  substations);  pay  of  elec- 
tricians, mechanics,  and  other  employees  engaged  in  repairing  and  renewing 
electric  power  transmission  lines;  also  pay  of  work-train  motormen,  engine- 
men,  trainmen,  and  enginehousemen,  and  other  employees,  and  cost  of  fuel, 
electric  current,  stores,  and  other  supplies  for  work-train  locomotives  and 
cars,  and  of  oil  and  wicking  used  in  lanterns  of  work-train  enginemen  and 


266 


RAILROAD    EXPENSES 


trainmen  while  such  employees  and  equipment  are  engaged  on  work  per- 
taining to  electric  power  transmission  lines. 

Note. — When  carriers  operating  electric  divisions  desire  to  subdivide  this 
account,  appropriate  accounts  as  prescribed  in  the  Classification  of  Operatins 
Expenses  for  Electric  Railways  should  be  used. 


16.— BUILDINGS,  FIXTURES,  AND  GROUNDS 

This  account  includes  all  expenses  incident  to  repairing  and  renewing 
buildings  owned  by  a  carrier  and  used  in  its  operations  (not  otherwise  pro- 
vided for  herein)  and  maintaining  driveways  and  grounds  connected  there- 
with, as  follows: 

BuiLDiN(;s. — Cost  of  material  used  (less  salvage)  and  labor  expended  in 
repairing  and  renewing  buildings  and  platforms;  also  station  subways  and 
station  overhead  footbridges  not  public  highways  and  stairways  for  approaches 
to  stations;  and  in  painting,  glazing,  graining,  varnishing,  papering,  cal- 
cimining,  and  decorating  buildings;  signs  on  buildings;  building  permits; 
cost  of  land  for  buildings  when  chargeable  to  expenses;  removing  old  struc- 
tures, and  removing  snow  from  roofs  of  buildings;  payments  to  municipalities 
and  others  for  fire  protection. 

The  following  is  a  list  of  the  more  important  structures  classified  as 
buildings: 


Air-compressing  houses, 

Baggage  rooms, 

Bins  for  material. 

Boarding  houses, 

Breakwaters  for  protection 
of  buildings. 

Buildings  and  rooms  for 
trainmen, 

Buildings  on  piers, 

Carpenter  shops, 

Car  sheds, 

Coal  chutes. 

Coal  chute,  enginehouse, 

Coal  chute,  inclinoH  (includ- 
ing tracks  thereon), 

Coal  hoists, 

Coaling  platforms. 

Dry  houses. 

Dwellings, 

Eating  houses. 

Elevators, 

Enginehouses, 

Express  buildings. 

Fire-engine  houses. 

Foundries, 

Fuel  houses  or  stations. 

Gas-compressing  houses, 

General  offices, 

Grain  rribs, 

Grain  elevators, 


Grain  warehouses. 

Greenhouses, 

Hand-car  houses. 

Hay  houses. 

Hose  houses. 

Houses  for  oil  and  lanterns, 

used  by  trainmen. 
Ice  houses 
Laboratories, 
Lumber  sheds 
Mail  cranes, 
Milk  stands, 
Offices, 

Offices,  general. 
Oil  houses. 
Outhouses, 
Planing  mills. 
Platforms,  passenger. 
Platforms,  freight. 
Platforms — shop  and  yard. 
Power  houses. 
Power    houses    for    electric 

traction  lines. 
Pump  houses, 
Reading  rooms. 
Repair  shops, 
Rest  houses, 
Rooms  for  Y.  M.  C.  A., 
Roundhouses, 
Sand  houses. 


Scale  houses* 

Scrap  bins, 

Section  houses,  dwelling. 

Shops,  blacksmith, 

Shops,  car. 

Shops,  machine. 

Stables, 

Station  platforms. 

Station  signs 

Station  subways. 

Station  stairways. 

Stations,  freight, 

Stations,  passenger. 

Stock  pens 

Storehouses, 

Switch-tender  houses. 

Tanks,  gas. 

Tanks,  oil. 

Tanks,  water, 

Telegraph  offices. 

Test  rooms. 

Tool  houses. 

Track  scales. 

Transfer  houses 

Waiting  rooms, 

Warehouses, 

Wash  rooms, 

Watchhouses, 

Water  stations. 


FiXTDKEs. — Cost  of  fixtures  (less  salvage),  such  as  bunks,  counters,  file 
cases,   ice  chests,  raihngs,   shelving,   washbowls,   water    coolers,   etc.,  wh^en 
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immovable  and  built  in  as  a  part  of  the  structure;  also  cost  of  repairing  and 
renewing  such  fixtures. 

Machinery. — Cost  of  material  used  (less  salvage)  and  labor  expended  in 
repairing  and  renewing  machinery  and  structures  (except  tools  and  machinery 
chargeable  to  accounts  **  Signals  and  Interlocking  Plants,"  **Shop  Machinery 
and  Tools,"  and  **  Power  Plant  Equipment")  used  in  connection  with  build- 
ings, such  as  air  compressors,  armatures,  and  fields,  ash  buckets,  ash  hoists, 
belting,  boilers,  chutes,  cisterns,  coal  buckets,  coal  buggies,  coal  pockets, 
cranes,  derricks,  dump  cars  for  fuel  plants,  dynamos  and  parts,  fire  engines, 
fire  extinguishers,  fire  hose,  gas  pumps,  hoists,  hose  carts,  hose  reels,  hydrants, 
hydraulic  rams,  pipe  lines,  pumps,  sand  driers,  scales  for  weighing  fuels, 
screens,  shafting,  standpipes,  stationary  engines,  steam  pipes,  switchboards 
and  parts  (except  telegraph  and  telephone),  tipples,  track  tanks,  trestles, 
water  troughs,  windmills,  and  wood  racks. 

Other  expenses. — Cost  of  material  used  (less  salvage)  and  labor  expended 
in  repairing  and  renewing  transfer  tables  and  turntables,  including  tracks 
thereon,  cinder  pits,  drop  pits,  tracks  in  enginehouses,  shops,  and  store- 
houses and  on  inclines  of  fuel  stations,  framework  for  shafting,  foundations 
for  machinery,  and  stationary  scales  of  all  kinds,  including  foundations, 
platforms,  supports  for  dead  rails,-  beams,  weights,  and  all  fixtures  and  appur- 
tenances; also  the  cost  of  draining  scale  pits  and  testing  and  inspecting 
scales;  expense  of  protecting  pipes,  and  of  drilling,  testing,  and  prospecting 
for  water  supply,  and  payments  for  permanent  water  rights. 

Cost  of  material  used  (less  salvage)  and  labor  expended  in  repairing  and 
renewing  stationary  fixtures  used  in  connection  with  heating  and  fighting 
buildings;  such  as  arc  lamps,  chandeliers,  electric-light  fixtures,  electric-light 
wiring,  electroliers,  furnaces,  gas  burners,  box  lamps  at  stations,  lamps  when 
permanently  attached  to  buildings,  pipes,  radiators,  and  registers. 

Cost  of  repairing  and  renewing  stationary  fixtures  used  for  supplying 
buildings  with  water,  or  for  draining;  water  pipes,  water-closets,  and  wash- 
stands;  freight  and  passenger  elevators;  piping,  hydrants,  and  other  per- 
manent fixtures  for  cleaning,  heating,  and  fighting  cars;  ore  and  coal  con- 
veyors; cleaning  sewers,  framing  cross- ties  for  water  troughs,  protection 
against  fire,  such  as  water  mains  and  fire  plugs;  also  protecting  buildings 
and  grounds  against  floods  and  washouts  by  means  of  walls  and  embank- 
ments. 

Grounds. — Cost  of  material  used  (less  salvage)  and  labor  expended  in 
repairing  and  renewing  fences,  hedges,  walls,  sidewalks,  and  streets  within 
the  Umits  of  shop  grounds,  or  immediately  adjacent  to  buildings,  not  pro- 
vided for  elsewhere;  fences  between  tracks  at  stations;  and  driveways  and 
alleys  used  for  receipt  or  delivery  of  passengers  or  freight  at  stations  or  in 
yards;  dams,  ponds,  reservoirs,  and  wells.  Payments  of  asse9sment8  for 
street  repairs,  sewers,  or  other  public  improvements  affecting  building  sites 
and  shop  grounds.  Cost  of  laying  out,  cleaning  (except  ordinary  cleaning 
performed  by  station  cleaners),  grading,  draining,  mowing,  and  beautifying 
shop  and  station-  grounds,  and  landscape  gardening  (including  cost  of  plants 
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at  such  grounds);  also  cost  of  trees  and  shrubs,  and  of  maintaining  and 
operating  nurseries.  Pay  of  subdivision  foremen,  work-train  enginemen, 
trainmen,  and  enginehousemen,  and  of  employees  engaged  in  operating 
steam  shovels,  scrapers,  pile  drivers,  and  ditchers;  cost  of  fuel,  stores,  and 
other  supplies  for  work-train  locomotives  and  cars;  cost  of  oil  for  lubricating 
work-trains,  and  oil  and  wickiiig  used  in  lanterns  of  work-train  enginemen 
and  trainmen,  while  such  employees  and  equipment  are  engaged  on  work 
pertaining  tp  buildings  and  grounds. 

Note  A. — This  account  may  include  each  month  a  proportion  of  the  total  amount 
authorized  or  approximated  for  renewals  during  the  fiscal  year  regardless  of  the  month  in 
which  actual  renewal  is  made. 

NoTB  B. — Insurance  recovered  on  buildings,  fixtures,  and  grounds  should  be  credited 
to  this  account.  Insurance  recovered  for  total  destruction  of  buildings  and 
fixtures  should  be  credited  to  an  appropriate  suspense  account,  which  account 
should  be  charged  with  the  cost  of  replacement.  If  the  cost  of  replacement  is 
in  excess  of  the  amount  of  insurance  recovered,  the  excess  should  be  charged  to 
this  account. 

Note  C. — This  ncoouut  should  not  include  costs  of  repairing  and  renewing  buildings, 
fixtures,  and  grounds,  the  operations  of  which  are  included  in  "Outside  Operations." 

See  Cases  12,  30,  31,  32,  40,  44,  106,  178,  180,  305,  459,  637, 

17.— DOCKS  AND  WHARVES 

This  account  includes  cost  of  material  used  (less  salvage)  and  labor 
expended  in  repairing  and  renewing  docks,  wharves,  piers,  and  other  land- 
ings, ferry  shps,  transfer  bridges,  and  machinery  used  in  connection  there- 
with, pontoons,  slips,  bulkheads,  jetties,  and  inclines  thereto,  including 
filling,  strengthening,  bracing,  and  painting;  expenses  of  operating  pile 
drivers,  tugs,  barges,  and  floats,  while  engaged  on  such  work. 

Cost  of  dredging  about  docks,  piers,  bulkheads,  and  ferry  slips,  or  for 
approaches  to  such  proi)erties,  and  removing  material  dredged  out;  expenses 
of  operating  dredges,  mud  scows,  barges,  and  floats,  and  pay  of  crews,  divers, 
and  pilots  while  engaged  on  such  work;  cost  of  crib  work,  racks,  or  caissons 
constructed  for  preserving  the  depth  of  water  secured  by  dredging;  cutting 
ice  around  docks  and  wharves  to  prevent  damage;  guard  and  other  piling 
and  protection  from  damage  by  drift  or  ice;  also  pay  of  supervisors  of  docks 
and  wharves. 

Pay  of  work-train  enginemen,  trainmen,  and  enginehousemen,  and  of 
employees  engaged  in  operating  pile  drivers,  dredges,  and  tugboats;  cost  of 
fuel,  stores,  and  other  supphes  for  work-train  locomotives  and  cars;  cost  of 
oil  for  lubricating  work-trains,  and  of  oil  and  wicking  used  in  lanterns  of 
work-train  enginemen  and  trainmen,  while  such  employees  and  equipment 
are  engaged  on  work  pertaining  to  docks  and  wharves. 

Note  A. — Cost  of  maintenance  of  tracks,  [and]  buildings  and  machinery  on  docks  [and] 
wharves  and  other  structures  enumerated  in  this  account  should  be  charged  to  other 
appropriate  accounts  herein  provided,  except  machinery  used  in  connection  with  ferry 
Slips  and  transfer  bridges. 

Note  B. — This  account  should  not  inrluclo  coats  of  repairing  and  renewing  doolcs  and 
wharves  the  operatioua  of  which  are  included  in  "Outside  Operations." 
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18.— ROADWAY  TOOLS  AND  SUPPLIES 

This  account  includes  cost  of  roadway  tools  when  chargeable  to  expenses 
(except  tools  otherwise  provided  for)  and  cost  of  all  material  used  (less 
salvage),  and  labor  expended  in  repairing  and  renewing  all  tools,  implements, 
flags,  and  lanterns  used  in  repairing  roadway,  tracks,  interlocking  plants, 
and  signals,  electric  traction  lines,  fences,  road  crossings,  signs,  telegraph 
lines,  bridges,  culverts,  buildings,  and  other  structures. 

Cost  of  oil,  waste,  or  like  material  used  on  hand  cars  and  hand  trucks, 
oil  and  wicking  used  in  lanterns  of  track  walkers,  track  watchmen,  or  patrol- 
men; ice  and  oatmeal  for  drinking  water  of  track  repair  men;  and  heating 
and  lighting  subdivision  tool  houses. 

The  following  is  a  list  of  the  more  important  roadway  tools  chargeable 
to  this  account: 


Adzes, 

Anvils, 

Augers, 

Axes, 

Ballast,  forks 

Bars,  claw. 

Bars,  crow. 

Bars,  lining. 

Bars,  pinch, 

Bars,  raising, 

Bars,  tamping. 

Braces  and  bits, 

Brooms, 

Brush  hooks. 

Cables, 

Cable  stretchers. 

Cans,  oil. 

Cans,  water. 

Cant  hooks. 

Cars,  hand, 

Cars,  lever, 

Cars,  motor  inspection. 

Cars,  push, 

Chains, 

Chisels,  track, 

Curbing  hooks. 

Dippers, 

Drawing  knives, 

Drill  bits. 

Drills, 

Engines,  hoisting. 

Flags,  signal, 

Furnaces,  portable. 

Grindstones, 

Hammers,  napping. 

Hammers,  paving. 

Hammers,  spiking, 

Handles,  adz. 


Handles,  ax, 

Handles,  hatchet, 

Handles,  maul, 

Handles,  pick, 

Hatchets, 

Hoes, 

Hydraulic  outfits, 

Jack  levers. 

Jacks,  hydraulic, 

Jacks,  ratchet. 

Jacks,  screw. 

Kegs,  water. 

Lanterns  and  fixtures, 

Lawn  mowers. 

Levels, 

Lines  for  ditching. 

Lines,  tape, 

Nippers, 

Oilstones, 

Padlocks, 

Pails,  water. 

Paint  brushes. 

Picks,  clay. 

Picks,  tamping. 

Pike  poles, 

Pile  drivers,  not  on  cars. 

Plows, 

Post-hole  diggers. 

Post-hole  tampers, 

Punches, 

Rail  benders. 

Rail  tongs, 

Rail  unloaders. 

Rakes, 

Ratchet  drills. 

Rock  crushers. 

Rope, 

Saws,  crosscut, 


Saws,  hand, 

Scrap  boxes, 

Scythes, 

Shovels, 

Shovels,  coal, 

Shovels,  railroad, 

Sickles, 

Signal  lanterns, 

Sledges, 

Spades, 

Spike  mauls, 

Spike  pullers, 

Spot  boards. 

Squares, 

Straightening  machines, 

Stone  drills. 

Switch   keys. 

Switch    ropes    (when   used   in 

repairing  roadway), 
Tapelines, 

Thermometers  for  laying  rail. 
Timber  trucks, 
Tongs, 
Tool  boxes, 
Torches, 
Track  gages, 
Track  iacks, 
Track  levals, 
Velocipedes, 
Vises, 

Weed  spuds. 
Wheelbarrows, 
Whetstones, 
Wood  chisels, 
Wood  mallets. 
Wrenches,  monkey. 
Wrenches,  track. 


See  Cases  299,  318,  388,  459,  464,  480,  608. 

[WORK  EQUIPMENT— REPAIRS.]* 
WORK  EQUIPMENT— RENEWALS.]* 
[WORK  EQUIPMENT— DEPRECIATION.]* 

*  These  primary  accounts  are  transferred  to  the  general  account  "  Maintenance  of  Equip- 
ment", where  they  appear  as  primary  a,ccouQt9  Nos.  43,  44,  and  45 


270 


RAILROAD    EXPENSES 


19.— INJURIES  TO  PERSONS 

This  account  includes  all  expenses  incident  to  injuries  to  persons  when 
caused  directly  in  connection  with  maintenance  of  way  and  structures;  pro- 
portion of  salaries  and  expenses  of  physicians  and  surgeons,  expenses  of  under- 
takers, nursing  and  hospital  attendance,  medical  and  surgical  supplies, 
artificial  hmbs,  funeral  expenses,  railway  and  carriage  fares  for  conveying 
injured  persons  and  attendants;  also  proportion  of  pay  and  expenses  of 
claim  adjusters  and  their  clerks,  and  pay  and  expenses,  of  employees  and 
others  called  in  consultation  in  relation  to  the  adjustment  of  claims  coming 
under  this  head ;  pay  and  expenses  of  employees  and  others  while  attending 
coroner's  inquests  or  engaged  as  witnesses  in  law  suits  in  connection  with 
personal  injury  cases. 

Note  A. — [Witness  fees  and  other  expenses],  expenses  not  Otherwise  provided  for  in 

connection  with  the  conduct  of  suits  should  be  charged  to  account  "Law  Expenses,"  but 
the  amount  of  final  judgments  including  plaintifiFs'  court  costs,  should  be  charged  to  this 
account. 

Note  B. — When  contributions  arc  made  to  hospitals,  the  total  thereof  should  be  dis- 
tributed to  the  several  "Injuries  to  Persons"  accounts  as  follows:  25  per  cent  to  "Mainte- 
nance of  Way  and  Structures,"  25  per  cent  to  "  Maintenance  of  Equipment,"  and  60  per 
cent  to  "Transportation  Expenses. 

Note  C. — The  pay  and  expenses  of  claim  adjusters,  clerks,  chief  surgeons,  and  others 
whose  pay  can  not  be  actually  allocated  to  any  case  should  be  divided  equally  between 
personal  injury  and  other  claims  over  which  they  have  jurisdiction. 

See  Cases  4,  34,  155,  164,  165,  304,  310,  419,  626,  68». 


20.— STATIONERY  AND  PRINTING 

This  account  includes  the  cost  of  stationery,  stationery  supplies,  print- 
ing, books,  and  blank  forms  used  in  connection  with  "  Maintenance  of  Way 
and  Structures."  (Dictionaries,  periodicals,  technical  books,  etc.,  should  be 
charged  to  account  **  Superintendence.") 

The  following  is  a  list  of  the  more  important  items  chargeable  to  this 
account : 


Adding  machines, 
AddresHographs  and  sup- 
plies, 
Arm  rests,  • 

Binders, 
Blank  books, 
Blank  cards. 
Blank  forms. 
Blank  paper. 
Blank  tablets. 
Blotters, 
Blotting  paper. 
Blue  print  paper, 
Books  for  field  notes, 
Bristol  board. 
Calculating  machines. 
Calendars, 
Caligraphs, 
Carbon  paper. 
Cardboard, 
Cards, 
Circulars, 


Computing  tables. 
Copy  (impression)  books. 
Copying  brushes, 
Copying  presses, 
Crayons, 

Cross-section  books. 
Cross-section  paper. 
Cyclostyles, 

Dating  stamps  and  ribbons. 
Drawing  paper. 
Duplicators, 
Electric  pens. 
Envelopes, 

Erasers,  rubber  and  steel, 
Eyelets, 

Eyelet  punches. 
Forms, 
Glass  pens, 
Hektographs, 
Indexes, 

Ink   for   writing   and  draw- 
ing, 


Inkstands, 
Invoice  books. 
Legal-cap  paper, 
Letter  paper. 
Manifold  paper. 
Manifold  pens. 
Mimeographs, 
Mucilage, 
Mucilage  bnishes, 
Neostyles, 
Note  paper, 
Notices, 

Numbering  stamps. 
Oil  paper. 
Orders, 
Paper, 

Paper  baskets. 
Paper  clips, 
Paper  cutters. 
Paper  fasteners, 
Paper  files, 
Paper  weights, 
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Papyrographs, 
Parchment  paper, 
Pencils  for  writing  and 

drawing, 
Pencil  sharpeners. 
Pens  for  writing  and 

drawing 
Penholders, 
Penracks, 
Pins, 
Postage, 
Printed  cards, 
Printed  tablets 
Profile  books  and  paper, 

See  Cases  154,  155. 

[INSURANCE]* 


Punches  (not  conductors'  or 

baggagemen's), 
Rubber  bands, 
Rubber  stamps. 
Rulers, 
Ruling  pens, 
Scrap  books. 
Sealing  wax. 
Seals, 
Shears, 

Shipping  tags, 
Shorthand  notebooks. 
Sponges, 
Sponge  cups, 
Stamps,  impression, 


Stylographs, 

Tablets, 

Tape, 

Telegraph  blanks, 

Tissue  (impression)  paper. 

Tracing  cloth, 

Tracing  paper. 

Twine, 

Typewriters  and  ribbons, 

Wastebaskets, 

Water  colors. 

Water  holders, 

Wage  tables. 

Wrapping  paper. 

Wringers  for  copying  presses. 


21.— OTHER  EXPENSES 

This  account  includes  all  expenses  in  connection  with  maintenance  of 
way  and  structures  not  properly  chargeable  to  other  "Maintenance  of  Way 
and  Structures"  accounts. 

See  Case  616. 

22.— MAINTAINING     JOINT     TRACKS,     YARDS,     AND     OTHER 
.      FACILITIES— DR. 

This  account  includes  a  carrier's  proportion  of  costs  incurred  to  maintain 
joint  tracks,  yards,  terminals,  and  other  faciUties  maintained  by  other  com- 
panies. 

Note. — The  purpose  of  this  account  is  to  show  the  amounts  accruing  against  a  carrier 
for  its  proportion  of  the  expense  of  maintaining  joint  tracks,  yards,  and  other  way  and 
structure  facilities  maintained  by  other  companies,  but  in  the  joint  use  of  which  a  carrier 
participates,  The  bill  rendered  by  any  creditor  against  a  debtor  for  the  latter's  propor- 
tion of  expense  of  operation  of  joint  facilities  should  show  the  distribution  of  the  total 
charge  among  the  general  accounts  as  made  by  the  creditor,  and  such  distribution  should 
be  adhered  to  by  the  debtor. 

See  Cases  46,  116,  117,  120,  121,  159,  161,  258,  268,  295. 

23.— MAINTAINING     JOINT     TRACKS,     YARDS,     AND     OTHER 
FACILITIES— CR. 

This  account  includes  the  proportion  of  costs  to  maintain  joint  tracks, 
yards,  terminals,  and  other  facilities  maintained  by  a  carrier  chargeable  to 
other  companies. 

Note. — The  purpose  of  this  account  is  to  show  the  amounts  accruing  in  favor  of  a 
carrier  against  other  companies  for  their  proportion  of  the  expense  of  maintaining  joint 
tracks,  yards,  and  other  way  and  structure  facilities  maintained  by  a  carrier,  but  in  the 
joint  use  of  which  other  companies  participate.  The  bill  rendered  by  any  creditor  against 
a  debtor  for  the  latter's  proportion  of  expense  of  operation  of  joint  facilities  should  show 
the  distribution  of  the  total  charge  among  the  general  accounts  as  made  by  the  creditor ' 
and  such  distribution  shouLl  be  adhered  to  by  the  debtor. 

See  cases  46,  116,  117.  120,  121,  159,  161,  258,  268,  295. 

*  This  account  is  eliminated,  cost  of  all  insurance  to  be  charged  to  primary  account 
No.  110,  "Insurance,"  under  general  account  "General  Expenses." 
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n.   MAINTENANCE  OF  EQUIPMENT 

24.-^UPERINTENDENCE 

This  account.  Includes: 

Pay  of  officers. — Pay  of  vice-president  or  assistant  when  directly  in 
(iharge  of  equipment,  general  superintendent  of  motive  power,  assistant  to 
general  superintendent  of  motive  power,  mechanical  superintendent,  super- 
intendent of  motive  power,  mechanical  engineer,  assistant  mechanical  engineer, 
chiej"  'jhemist,  engineer  of  tests,  assistant  engineer,  supervisor  of  car  depart- 
ment, electrical  engineer,  assistant  electrical  engineer,  chemist,  assistant 
chemist,  master  car  builder,  master  mechanic,  general  foremen,  chief  car 
inspector,  traveling  boiler  inspector,  general  car  inspector,  and  other  officials 
engaged  in  the  maintenance-of-equipment  department. 

Pay  of  clerks  and  attendants. — Pay  of  chief  motive  power  clerk,  chief 
and  other  clerks,  motive  power  clerks  and  their  assistants,  shop  clerks,  drafts- 
men, and  attendants  in  offices  and  on  special  cars  of  officers  whose  pay  is 
charged  to  this  account. 

Office  and  other  expenses. — Rent  and  cost  of  repairing  rented  offices, 
rent  and  cost  of  telephone  service,  telegraph  messages,  heat,  Ught,  ice,  water, 
furniture,  and  supplies  for  offices  of  officers  whose  pay  is  charged  to  this 
account;  incidental  office  and  traveling  expenses  of  such  officers  and  their 
clerks;  cost  of  provisions  for  and  expenses  of  special  cars  when  used 
by  them,  and  cost  of  running  special  trains  for  officials  mentioned; 
premiums  on  fidelity  bonds,  and  dues  of  such  officers  and  their  assistants 
for  membership  in  master  mechanics'  and  master  car  builders'  associa- 
tions. 

Cost  of  drafting  and  engineering  instruments  and  expenses  of  repairing 
them;  also  cost  of  suppUes  (except  stationery  and  printing)  used  by  officers 
and  employees  whose  pay  is  charged  to  this  account,  such  as  atlases,  barom- 
eters, books,  scientific  and  reference,  boxes  for  blue  prints,  boxes  for  drawing 
instruments,  cameras  and  supplies  therefor,  compasses,  surveys,  directories, 
drawing  boards,  drawing  instruments,  field  glasses,  magnifiers,  oilstones, 
pantographs,  parallel  rulers,  periodicals,  plane  tables,  planimeters,  reading 
glasses,  scales,  slide  rules,  straightedges,  tacks  for  drawing  boards,  tape- 
lines,  tec  squares,  telescopes,  thermometer^,  tin  boxes  for  tracings  and 
prints,  triangles,  tripods,  and  verniers.  Subscriptions  to  newspapers  and 
periodicals. 

Note  A. — Wlien  employees  enumerated  above  are  engaged  on  constniction  or  other 
work  not  chargeable  to  "  Maintenance  of  Equipment,"  their  pay  and  expenses  should  be 
charged  to  the  specific  work  on  which  engaged. 

Note  B. — when  officers  and  others  above  enumerated  have  supervision  over  other 
departments  also,  their  salaries  and  expenses  should  be  apportioned  equally  between  the 
departments  over  which  they  have  jurisdiction. 

8ce  Cases  248,  264,  330,  JJ^, 
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25.— STEAM  LOCOMOTIVES— REPAIRS 

This  account  includes  cost  of  material  used  (less  salvage)  and  labor 
expended  in  repairing  steam  locomotives  and  tenders,  and  fixtures  thereof 
(except  as  otherwise  provided  for);,  such  as  air  signal  equipment,  including 
hose,  arm  rests,  awnings,  brake  fixtures,  cab  and  steam-gage  lamps,  cab 
cushions,  clocks,  coal  boards,  fire  extinguishers  permanently  attached  to 
locomotives,  gongs,  head  lamps,  pneumatic  sanding  equipment,  seat  boxes, 
speed  recorders,  metallic  packing,  steam  and  other  power  brakes,  steam-heat 
appliances,  including  hose  and  all  other  appliances  of  like  nat^ire,  storm 
doors,  tool  boxes;  cost  of  repairs  to  the  locomotive  feature  of  motor  cars 
(other  than  electric)  engaged  in  revenue  service;  also  cost  of  supervision; 
pay  of  locomotive  inspectors  engaged  in  inspecting  all  parts  of  locomotives 
and  tenders  (except  pay  of  smokestack  and  ash-pan  inspectors,  which  should 
be  charged  to  account  "Enginehouse  Expenses — Yard  or  ^'Enginehouse 
Expenses — Road"),  pay  of  employees  engaged  in  sponging  tender,  driving 
and  truck  boxes  of  locomotives  undergoing  repairs  in  shops  (but  pay  of 
employees  similarly  engaged  on  locomotives  not  undergoing  repairs  in  shops 
should  be  charged  to  account  "  Enginehouse  Expenses — ^Yard  "  or  **  Engine- 
house  Expenses — Road"),  and  cost  of  cutting  up  condemned  locomotives 
and  tenders;  small  hand  tools  used  exclusively  in  locomotive  repairs;  special 
service,  such  as  bringing  locomotives  to  shops  or  watching  them  while  on  the 
way  to  shops  for  repairs,  and  trying  locomotives  after  having  been  repaired; 
traveUng  expenses  of  employees  whose  pay  is  chargeable  to  this  account;  and 
payments  of  royalties,  or  for  patent  rights  on  brakes,  brake  fixtures,  and 
other  appliances  used  on  locomotives;  also  proportion  of  shop  expenses  as 
provided  in  Note  following  account  **  Other  Expenses." 

The  value  of  old  material  released  during  repairs  and  insurance  recovered 
should  be  credited  to  this  account. 

Note  A. — The  word  "repairs"  as  here  used  includes  all  repairs  on  or  renewals  of  parts 
of  locomotives  and  tenders  commonly  known  as  steam-locomotive  fixtures  or  attachments, 
and  classified  as  running  or  roundhouse  repairs;  also  repairs  to  or  renewals  of  the  more 
important  or  vital  parts  of  locomotives  ana  tenders,  the  necessity  for  which  is  caused  by 
breakage,  failure,  or  accident  while  in  service;  also  the  repairs  to  a  steam  locomotive  or 
tender  damaged  through  accident  or  otherwise,  necessary  to  restore  it  to  service;  and  also 
renewals  of  important  or  vital  parts  made  necessary  by  reason  of  age  or  wear  and  tear  from 
use. 

Note  B. — The  cost  of  repairing  steam  locomotives  and  tenders  of  foreign  lines  way- 
billed  as  freight,  damaged  in  transit,  should  be  charged  to  account  "Loss  and  Damage — 
Freight,"  and  the  cost  of  repairing  steam  locomotives  of  foreign  lines  having  trackage  rights 
over  a  carrier's  line  damaged  in  collision  or  wreck  for  which  a  carrier  is  liable  should  be 
charged  to  account  "Damage  to  Property." 

See  Cases  53,  54,  76,  147,  256,  391,  399,  420, 

26.— STEAM  LOCOMOTIVES— RENEWALS 

This  account  includes  the  original  cost  (estimated,  if  not*  known),  record 
value,  or  purchase  price  of  all  steam  locomotives  condemned,  destroyed,  or 
sold,  less: 

(a)  Amount  previously  charged  for  depreciation  up  to  date  of  retirement; 
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(b)  Scrap  valuer  of  salvage  or  the  amount  received  from  sale  of  steam  loco- 
motives retired. 

Note  A. — Steam  locomotivoH  permanently  retired  from  service,  but  held,  pending 
disposition,  should  be  written  out  of  service  through  this  account,  and  carried  in  an 
appropriate  material  account  at  a  nominal  valuation,  or  at  actual  scrap  value,  if  determina- 
ble. 

Note  B. — The  term  "record  value"  should  not  be  interpreted  to  mean  the  value  of 
equipment  as  it  stands  in  the  capital  account,  unless  that  account  represents  the  original 
value  of  the  equipment  on  hand. 

See  Case   Sol. 

27.— STBAM  LOCOMOTIVES— DEPRECIATION 

[T>ni>  account  includes  a  monthly  charge  of  one-twelfth  i-^^)  of  per  cent  per  annum  ofth€ 
origiiiu.1  cost  (estimated,  if  not  known),  record  value,  or  purchase  price  of  steam  locomotives, 
to  provide  a  fund  for  replacement  when  retired.] 

This  account 'includes  a  monthly  charge  representing  depreciation  on 
steam  locomotives.  This  monthly  charge  should  be  computed  at  a  certain 
rate  per  cent  on  the  original  cost  (estimated,  if  not  known),  record  value,  or 
purchase  price  of  such  steam  locomotives.  Charges  should  be  made  to 
this  account  during  the  life  of  the  steam  locomotives,  except  in  cases  of 
steam  locomotives,  which  attain  to  greater  than  a  normal  life;  in  such  a 
case  charges  should  cease  when  the  difference  between  the  original  cost, 
record  value,  or  purchase  price  and  the  estimated  scrap  value  shall  have 
been  charged  to  this  account.  In  case  of  steam  locomotives  prematurely 
retired,  charges  to  this  account  should  cease  with  the  charges  for  the  month 
in  which  such  retirement  occurs.  The  sum  of  the  monthly  charges  during 
any  fiscal  year  should  equal  the  estimated  depreciation  during  that  year. 

Note  A. — When  steam  locomotives  are  prematurely  retired,  the  value  (less 
salvage)  not  previously  taken  up  through  charges  to  this  account  should  be 
charged,  in  the  accounts  for  the  months  in  which  retired,  to  Account  No.  26» 
**  Steam  Locomotives — Renewals,*'  as  provided  in  the  text  therefor. 

Note  B. — The  sum  of  the  monthly  charges  to  this  account  should  equal  the 
value  lost  through  depreciation  in  respect  to  a  particular  steam  locomotive^ 
and  together  with  the  charge  to  **  Steam  Locomotives — Renewals  "  and  value 
of  salvage  or  amount  received  from  sale,  should  provide  a  reserve  for  replacement 
of  the  steam  locomotive  when  retired. 

See  Cases  49,  4^0 

28.— ELECTRIC  LOCOMOTIVES— REPAIRS 

This  account  includes  all  costs  analogous  to  those  set  forth  under  the 
account  "Steam  Locomotives — Repairs." 

Note  A. — The  word  "repairs"  as  here  used  includes  all  repairs  to  or  renewals  of  purts 
of  electric  locomotives  commonly  known  as  fixtures  or  attachments,  and  classified  aa  running 
or  roundhouse  repairs;  also  repairs  to  or  renewals  of  the  more  important  or  vital  parts 
of  electric  locomotives,  the  necessity  for  which  is  caused  by  breakage,  failure,  or  accident 
while  in  service;  also  repairs  to  an  electric  locomotive,  damaged  through  accident^  or 
otherwise,  necessary  to  restore  it  to  service;  and  also  renewals  of  important  or  vital 
parts  made  necessary  by  reason  of  wear  and  tear  from  use. 

Note  B. — Thfe  cost  of  repairing  electric  locomotives  of  foreign  lines  waybilled  as  freight, 
damaged  in  transit,  should  be  charged  to  account  "Loss  and  Damage — Freight,"  and  the 
cost  of  repairing  electric  locomotives  of  foreign  lines  having  trackage  rights  over  a  carrier's 
line  damaged  in  collision  or  wreck  for  which  a  carrier  is  liable  should  be  charged  to  aoooiint 
"Damage  to  Property." 

See  Cases,  147  256. 
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29.— ELECTRIC  LOCOMOTIVES— RENEWALS 

This  account  includes  the  original  cost  (estimated,  if  not  known),  record 
value,  or  purchase  price  of  all  electric  locomotives  condemned,  destroyed,  or 
sold,  less: 

(a)  Amount  previously  charged  for  depreciation  up  to  date  of  retirement; 

(6)  Scrap  value  of  salvage  or  the  amount  received  from  sale  of  electric 
locomotives  retired. 

.Note  A. — Electric  locomotives  permanently  retired  from  service,  but  held,  pending 
disposition,  should  be  written  out  of  service  through  this  account,  and  carried  in  an  appro- 
priate material  account,  at  a  nominal  valuation  or  at  actual  scrap  value,  if  determinable. 
Note  B. — The  term  "record  value"  should  not  be  interpreted  to  mean  the  value  of 
p(iuipment  as  it  stands  in  the  capital  account,  unless  that  account  represents  the  original 
value  of  the  equipment  on  hand. 

30.— ELECTRIC  LOCOMOTIVES— DEPRECIATION 

[This  account  includes  a  monthly  charge  of  one-twelfth{-^^)  of  per  cent  per  annum  of  the 
original  cost  {estimated,  if  not  known),  record  value,  or  purchase  price  of  electric  locomotives 
to  provide  a  fund  for  replacement  when  retired.] 

This  accotmt  includes  a  monthly  charge  representing  depreciation  on 
electric  locomotives.  This  monthly  charge  should  be  computed  at  a  certain 
rate  per  cent  on  the  original  cost  (estimated,  if  not  known),  record  value, 
or  purchase  price  of  such  electric  locomotives.  Charges  should  be  made 
to  this  account  during  the  life  of  the  electric  locomotives,  except  in  cases 
of  electric  locomotives  which  attain  to  greater  than  a  normal  life.  In  such 
a  case  charges  should  cease  when  the  difference  between  the  original  cost, 
record  value,  or  purchase  price  and  the  estimated  scrap  value  shall  have 
been  charged  to  this  accotmt.  In  case  of  electric  locomotives  prematurely 
retired  charges  to  this  accotmt  shotild  cease  with  the  charges  for  the  month 
in  which  such  retirement  occtsrs.  The  stmi  of  the  monthly  charges  during 
any  fiscal  year  shotild  equal  the  estimated  depreciation  dtiring  that  year. 

Note  A. — When  electric  locomotives  are  prematurely  retired,  the  value  (less 
salvage)  not  previously  taken  up  through  charges  to  this  account  should  be 
charged,  in  the  accounts  for  the  months  in  which  retired,  to  Account  No.  29, 
"  Electric  Locomotives — Renewals/*  as  provided  in  the  text  therefor. 

Note  B. — The  sum  of  the  monthly  charges  to  this  account  should  equal  the 
value  lost  through  depreciation  in  respect  to  a  particular  electric  locomotive, 
and  together  with  the  charge  to  **  Electric  Locomotives — Renewals  "  and  value 
of  salvage  or  amount  received  from:  sale,  should  provide  a  reserve  for  replace- 
ment  of  the  electric  locomotive  when  retired. 

See  Case  49. 

31.— PASSENGER-TRAIN  CARS— REPAIRS 

This  account  includes  cost  of  material  used  (less  salvage)  and  labor 
expended  in  repairing,  painting,  varnishing,  finishing,  and  lettering  railway 
passenger-train  cars  of  all  classes  (see  "Note  A"  under  this  account),  and 
cost  of  repairing  and  renewing  furniture  and  fixtures  thereof,  such  as  brake 
gear,  carpets,  cases,  chairs,  coal  boxes,  coat  hooks,  curtains,  cushions,  electric 
bells,  ice  boxes,  ice  tanks,  lamp  canopies,  lamps  (except  signal  or  train), 
linoleum,   mail  catchers,   mats,   matting,   pigeonholes,  racks,   ranges,   rugs, 
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signal  and  bell  cord  hangers,  speeci  recorders,  stoves,  tiles,  water  tanks; 
cost  of  material  used  and  labor  expended  in  cleaning  or  scrubbing  preparatory' 
to  painting;  scraping  and  burning  off  old  paint;  reupholstcring  seats  and 
chairs;  rewiring,  repairing,  and  renewing  curtains  and  fixtures;  cost  of 
electric-lighting  fixtures  permanently  attached  to  cars;  gas  tanks,  gas  gages, 
and  gas,  oil,  and  carburetor  lamps;  piping  and  other  permanent  fixtures  used 
in  gas  lighting;  all  appliances  used  in  carburetor  lighting  permanently 
attached  to  and  forming  part  of  a  car;  steam  pipes,  radiators,  and  other  per- 
manent appliances  for  heating  cars,  including  steam-heat,  hose,  cost  of  repairs 
to  the  car  feature  of  motor  cars  engaged  in  passenger  service;  also  cost  of 
supervision;  pay  of  car  inspectors  while  engaged  in  inspecting  passenger- 
train  cars,  and  cost  of  cutting  up  such  cars  when  condenmed;  also  repairs 
made  to  passenger-train  cars  of  foreign  fines  in  service  of  a  carrier  for  which 
it  is  responsible.  Cost  of  testing  air  brakes;  material  used  by  car  inspectors 
and  car  repair  men  while  engaged  in  inspecting  and  making  light  repairs 
to  cars  at  stations,  yards,  and  elsewhere.  Cost  of  small  hand  tools  used 
exclusively  in  inspecting  and  repairing  passenger-train  cars;  traveling  expenses 
of  employees  whose  pay  is  chargeable  to  this  account,  and  payments  of  royal- 
ties, or  for  patent  rights  on  brakes,  brake  fixtures,  and  other  appliances  used 
on  passenger-train  cars;  payments  to  foreign  lines  for  passenger-train  cars 
belonging  to  such  lines  destroyed  on  the  fine  of  a  carrier  while  in  its  service; 
also  proportion  of  shop  expenses  as  provided  in  Note  following  account 
'*  Other  Expenses." 

The  value  of  old  material  released  during  repairs,  insurance  recovered, 
and  repayments  from  other  roads,  should  be  credited  to  tlus  account. 

The  cost  of  [repairing  special  features   of  passenger-train]  general  Or  shop  repaiTS 

of  cars,  the  operations  of  which  are  treated  as  "Outside  Operations,'' 
should  not  be  charged  to  tliis  account. 

Note  A. — The  following  cars  are  classified  as  passenger-train  cars: 

Air-brake  instruction,  [Dining],  Passenger, 

Baggage,  Emigrant,  Passenger — baggage — mail. 

Baggage — express,  Express,  Pay, 

Baggage — mail.  Library,  Postal, 

[Bufiit],  M  ail ,  Refrigerator — express. 

Business,  Milk,  Smoking, 

[Caf^],  Observation,  Street, 

Chair,  Oflficers,  [Tourist]. 

Colonist,  [Parlor], 
Combination  passenger  and     [Parlor — baggage], 
baggage. 

Note  B. — The  word  "repairs"  as  here  used  includes  all  repairs  to  or  renewals  of  puts 
of  passenger-tr.iin  curs,  commonly  known  as  fixtures  or  attachments  and  classified  as  ninning 
repairs;  also  n^pairs  to  or  renewals  of  the  more  important  or  vital  parts  of  passenger-train 
cars,  the  necessity  for  which  is  caused  by  breakage  or  failure  while  in  service;  also  the 
repairs  to  passenger-train  cars,  damaged  through  accident  or  otherwise,  necessary  to 
restore  them  to  service;  and  also  renewals  of  important  or  vital  parts  made  necessary  by 
reason  of  age  or  wear  and  tear  from  use. 

Note  C. — The  cost  of  repairing  passenger-train  cars  of  foreign  lines  waybilled  as 
freight,  damaged  in  transit,  should  be  charged  to  account  "Loss  and  Damage — Freight," 
and  the  cost  of  repairing  passonger-train  cars  of  foreign  lines  having  trackage  rights  over 
a  carrier's  line  damaged  in  collision  or  wreck  for  which  the  carrier  is  liable  should  be 
charged  to  account  *'  Damage  to  Property." 

See  Cases  55,  73,  138,  147,  264,  336,  033. 
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32.— PASSENGER-TRAIN  CARS— RENEWAI^ 

This  account  includes  the  original  cost  (estimated,  if  not  known),  record 
value,  or  purchase  price  of  all  passenger-train  cars  condemned,  destroyed,  or 
sold,  less: 

(a)  Amount  previously  charged  for  depreciation  up  to  date  of  retirenient; 

(6)  Scrap  value  of  salvage  or  the  amount  received  from  sale  of  passenger- 
train  cars  retired. 

The  cost  of  renewing  passenger-train  cars,  the  operations  of  which  are 
treated  as  "Outside  Operations"  (except  dining,  cafe,  and  buffet  cars)  should 
not  be  charged  to  this  account. 

Note  A. — Passenger-train  cars  permanently  retired  from  service  but  held,  pending 
disposition,  should  be  written  out  of  service  through  this  account,  and  carried  in  an  appro- 
priate material  account  at  a  nominal  valuation  or  at  actual  scrap  value,  if  determinable. 

Note  B. — The  term  "record  value"  should  not  be  interpreted  to  mean  the  value  of 
equipment  as  it  stands  in  the  capital  account,  unless  that  account  represents  the  original 
value  of  the  equipment  on  hand. 

See  Case  55. 

33.— PASSENGER-TRAIN  CARS— DEPRECIATION 

[This  account  includes  a  monthly  charge  of  one-twelfth  (y2^)  of  per  cent  per  annum  of  the 
original  cost  {estimated,  if  not  known) ,  record  value,  or  purchase  price  of  passenger-train  cars^ 
to  provide  a  fund  for  replacement  when  retired. 

The  charge  for  depreciation  on  passenger-train  cars,  the  operations  of  which  are  treated 
as  "Outside  Operations"  {except  dining,  cafi,  and  buff  St  cars)  should  not  be  charged  to  this 
account.] 

This  account  includes  a  monthly  charge  representing  depreciation  on 
passenger-train  cars.  This  monthly  charge  should  be  computed  at  a  certain 
rate  per  cent  on  the  original  cost  (estimated,  if  not  known),  record  value, 
or  purchase  price  of  such  passenger-train  cars.  Charges  should  be  made 
to  this  accotmt  during  the  life  of  the  passenger-train  cars,  except  in  cases 
of  passenger-train  cars  which  attain  to  greater  than  a  normal  life;  in  such 
a  case  charges  should  cease  when  the  difference  between  the  original  cost, 
record  value,  or  purchase  price  and  the  estimated  scrap  value  shall  have 
been  charged  to  this  account.  In  case  of  passenger-train  cars  prematurely 
retired  charges  to  this  account  should  cease  with  the  charges  for  the  month 
in  which  such  retirement  occurs.  The  sum  of  the  monthly  charges  during 
any  fiscal  year  should  equal  the  estimated  depreciation  during  that  year. 

Note  A. — When  passenger-train  cars  are  prematurely  retired,  the  value  (less 
salvage)  not  previously  taken  up  through  charges  to  this  account  should  be 
charged,  in  the  accounts  for  the  months  in  which  retired,  to  Account  No.  32, 
**  Passenger-train  Cars — Renewals,**  as  provided  in  the  text  therefor. 

Note  B. — The  sum  of  the  monthly  charges  to  this  account  should  equal  the 
value  lost  through  depreciation  in  respect  to  a  particular  passenger-train  car, 
and  together  with  the  charge  to  *'  Passenger-train  Cars — Renewals  **  and  value 
of  salvage  or  amount  received  from  sale,  should  provide  a  reserve  for  replace- 
ment of  the  passenger-train  car  when  retired. 

See  Cases  48,  49,  466. 


278 


RAILROAD    EXPENSES 


34.— FREIGHT-TRAIN  CARS— REPAIRS 

This  account  includes  cast  of  material  used  (less  salvage)  and  labor 
expended  in  repairing,  painting,  and  lettering  freight-train  cars  of  all  classes 
(see  "Note  A"  under  this  account),  furniture  for  cabin  or  caboose  cars,  and 
fixtures  for  all  freight-train  cars,  including  cost  of  renewing  same;  such  as 
brake  gear,  coal  boxes,  coal  hods,  curtains,  cushions,  deck  lamps,  flag  and 
torpedo  boxes  when  attached  to  cars,  ice  boxes,  lamp  fixtures,  links,  and  pins 
racks,  stoves  and  fixtures;  also  cost  of  fixed  or  permanent  grain  doors  and 
lumber  for  them;  racks  and  ventilating  systems  for  refrigerator  cars,  and 
material  used  and  labor  expended  in  double-decking  cars  for  live  stock;  also 
cost  of  supervision;  pay  of  car  inspectors  while  engaged  in  inspecting  freight- 
train  cars;  and  cost  of  cutting  up  such  cars  when  condemned;  also  repairSy 
for  which  a  carrier  is  Uable,  made  to  freight-train  cars  of  foreign  lines  in  its 
service.  Cost  of  testing  air  brakes;  material  used  by  car  inspectors  and  car 
repair  men  while  engaged  in  inspecting  and  making  Ught  repairs  to  cars  at 
stations,  yards,  and  elsewhere.  Small  hand  tools  used  exclusively  in  inspect- 
ing and  repairing  freight-train  cars.  Traveling  expenses  of  employees  whose 
pay  is  chargeable  to  this  account;  expenses  of  light-weighing  freight-train 
cars;  payments  of  royalties,  or  for  patent  rights  on  brakes,  brake  fixtures, 
and  other  appUances  used  on  freight-train  cars;  payments  for  foreign  frei^t- 
train  cars  destroyed  on  the  line  while  in  a  carrier's  service,  or  to  foreign 
roads  for  repairs  to  a  carrier's  freight-train  cars;  also  proportion  of  shop 
expenses  as  provided  in  Note  following  account  "Other  Expenses." 

The  value  of  old  material  released  during  repairs,  insurance  recoveredp 
and  repayments  from  other  roads  should  be  credited  to  this  account. 

Note  A. — The  following  cars  are  classified  as  freight-train  cars: 


Ballast  ^when  in  commer- 
cial service) 

Beer, 

Box, 

Cabin, 

Caboose, 

Charcoal, 

Coal, 

Coke 


Fruit, 

Furniture, 

Gondola, 

Gondola — hopper. 

Gondola — long, 

Gun  trucks, 

Hay, 

Lime, 

Logging, 


Dump  (commercial,  coal  or  stone),  Oil  tank. 
Flat,  Ore, 


Platform, 
Poling, 
Poultry 
Produce, 
Rack, 

Refrigerator, 
Stock, 

Tank  and  water  (when  used 
as  commercial  cars). 


Note  B. — The  word  "repairs'*  as  here  used  includes  all  repairs  to  or  renewals  of  parts 
of  freight-train  cars  commonly  known  as  running  repairs;  also  repairs  to  or  renewiQs  oi 
the  more  important  or  vital  parts  of  freight-train  cars,  the  necessity  for  which  is  caused 
by  breakage  or  failure  while  in  service;  also  the  repairs  to  freight-train  oars  damaged 
through  accident  or  otherwise,  necessary  to  restore  them  to  service,  and  also  renewals 
of  important  or  vital  parts  made  necessary  by  reason  of  age  or  wear  and  tear  from  \ise.    • 

Note  C. — The  cost  of  repairing  freight-train  cars  of  foreign  lines  waybilled  as  freight, 
damaged  in  transit,  should  be  charged  to  account  "  Loss  and  Damage — Freight,"  and  the 
cost  of  repairing  freight-train  cars  of  foreign  lines  having  trackage  rights  over  a  carrier's 
line  damaged  in  collision  or  wreck  for  which  a  carrier  is  liable  should  be  charged  to  account 
"Damage  to  Property."  * 

See  Cases  47,  56,  147,  176,  336,  456,  482. 
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35.— FREIGHT-TRAIN  CARS— RENEWALS 

This  account  includes  the  original  cost  (estimated,  if  not  known),  record 
value,  or  purchase  price  of  all  freight-train  cars  condemned,  destroyed,  or 
sold,  less: 

(a)  Amount  previously  charged  for  depreciation  up  to  date  of  retirement; 

(b)  Scrap  value  of  salvage  or  the  amount  received  from  sale  of  freight- 
train  cars  retired. 

Note  A. — Freight-train  cars  or  parts  thereof  (such  as  trucks)  permanently  retired  from 
service,  but  held,  pending  disposition,  should  be  written  out  of  service  through  this  account 
and  carried  in  an  appropriate  material  account  at  a  nominal  valuation  or  at  actual  scrap 
value,  if  determinable. 

Note  B. — The  term  "record  value"  should  not  be  interpreted  to  mean  the  value  of 
equipment  as  it  stands  in  the  capital  account,  unless  that  account  represents  the  original 
value  of  the  equipment  on  hand. 

See  Cases  169,  170. 

36.— FREIGHT-TRAIN  CARS— DEPRECIATION 

[This  account  includes  a  monthly  charge  of  one-twelfth  (fg)  of  per  cent  per  annum  of  the 
original  cost  {estimated,  if  not  known) ,  record  value,  or  purchase  price  of  freight-train  cars  to 
provide  a  fund  for  replacement  when  retired.] 

This  account  includes  a  monthly  charge  representing  depreciation  on 
freight-train  cars.  This  monthly  charge  should  be  computed  at  a  certain 
rate  per  cent  on  the  original  cost  (estimated,  if  not  known),  record  value,  or 
purchase  price  of  such  freight-train  cars.  Charges  should  be  made  to  this 
account  during  the  life  of  the  freight-train  cars,  except  in  cases  of  freight- 
train  cars  which  attain  to  greater  than  a  normal  life ;  in  such  a  case  charges 
should  cease  when  the  difference  between  the  original  cost,  record  value, 
or  purchase  price  and  the  estimated  scrap  value  shall  have  been  charged 
to  this  accotmt.  In  case  of  freight-train  cars  prematurely  retired  charge 
to  this  accotmt  should  cease  with  the  charges  for  the  month  in  which  such 
retirement  occurs.  The  sum  of  the  monthly  charges  during  any  fiscal  year 
should  equal  the  estimated  depreciation  during  that  year. 

Note  A. — When  freight-train  cars  are  prematurely  retired,  the  value  (less 
salvage)  not  previously  taken  up  through  charges  to  this  account  should  be 
charged,  in  the  accounts  for  the  months  in  which  retired,  to  Account  No.  35, 
'*  Freight-train  Cars — Renewals,**  as  provided  in  the  text  therefor. 

Note  B. — The  sum  of  the  monthly  charges  to  this  account  should  equal  the 
value  lost  through  depreciation  in  respect  to  a  particular  Freight-train  car,  and 
together  with  the  charge  to  **  Freight-train  Cars — Renewals  "  and  value  of  salvage 
or  amount  received  from  sale,  should  provide  a  reserve  for  replacement  of  the 
freight-train  car  when  retired. 

See  Cases  48,  49. 

37— ELECTRIC  EQUIPMENT  OF  CARS— REPAIRS 

This  account  includes  cost  of  material  used  and  labor  expended  in  repair- 
ing and  renewing  motors  affixed  to  cars,  and  their  connections,  as  distinguished 
from  independent  electric  locomotives  used  in  connection  with  electric  power 
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for  the  i)ropulsion  of  triiins  or  cars;  dynamo  covors,  rheoatpts,  reversing, 
cut-out,  and  main  motor  switches,  power  boxes,  motor  boxes,  power  levers, 
trolley  poles,  trolleys,  third-rail  contact  appliances,  wiring,  inspecting,  cables, 
hghting  arrestors,  pans,  brush  holders,  and  motor  pans. 

Note  A. — ^The  word  "repairs"  as  here  used  includes  all  repairs  to  or  renewals  o*  i>art8 
of  electric  equipment  of  cars  commonly  known  as  running  repairs^  also  repaiiti  to  or  renewals 
of  the  more  important  or  vital  parts  of  electric  equipment  of  cars,  the  necessity  for  which 
is  caused  by  breakage  or  failure  while  in  service";  also  the  repairs  to  electric  equipment  of 
cars  damaged  through  accident  or  otherwise,  necessary  to  restore  it  to  service;  and  also 
renewals  of  important  or  vital  parts  made  necessary  by  reason  of  age  or  wear  and  tear  from 
use. 

Note  B. — When  carriers  operating  electric  divisions  desire  to  subdivide  this 
account,  Appropriate  accounts  as  prescribed  in  the  Classification  of  Operating 
Expenses  for  Electric  Railways  should  be  used. 

See  Case  57. 


38.— ELECTRIC  EQUIPMENT  OF  CARS— RENEWALS 

This  account  includt»s  the  original  cost  (estimated,  if  not  known),  record 
value,  or  purchase  price  of  all  electric  equipment  of  cars  condemned,  destroyed, 
or  sold,  less: 

(a)  Amount  previously  charged  [for  depreciation  up  to  date  of  retire- 
ment; ] 

(b)  Scrap  value  of  salvage  or  the  amount  received  from  sale  of  electric 
equipment  of  cars. 

Note  A. — Electric  equipment  of  cars  permanently  retired  from  service,  but  h^d. 
pending  disposition,  should  be  written  out  of  service  through  this  account,  and  carried 
in  an  appropriate  material  account  at  a  nominal  valuation,  or  at  actual  scrap  value,  if 
deternuuable. 

Note  B. — The  term  "record  value"  should  not  be  interpreted  to  mean  the  value  of 
equipment  as  it  stands  in  the  capital  account,  unless  that  account  represents  the  origiiial 
value  of  the  equipment  on  hand. 

Note  C. — When  carriers  operating  electric  divisions  desire  to  subdivide  tliis 
account,  appropriate  accounts  as  prescribed  in  the  Classification  of  Operatins 
Expenses  for  Electric  Railways  should  be  used. 


39.— ELECTRIC  EQUIPMENT  OF  CARS— DEPRECIATION 

[This  account  includes  a  monthly  charge  of  one-twelfth  (ij)  of  per  cent  per  annum  of  the 
original  cost  {estimated,  if  not  known),  record  value,  or  purchase  price  of  electric  equipment  of 
cars  to  provide  a  fund  for  replacement  when  retired.] 

This  account  includes  a  monthly  charge  representing  depreciation  on 
electric  equipment  of  cars.  This  monthly  charge  should  be  computed  at  a 
certain  rate  per  cent  on  the  original  cost  (estimated,  if  not  known),  record 
value,  or  purchase  price  of  such  electric  equipment  of  cars.  Charges  shotdd 
be  made  to  this  account  during  the  life  of  the  electric  equipment  of  cars, 
except  in  cases  of  electric  equipment  of  cars  which  attains  to  greater  tiian  a 
normal  life;  in  such  a  case  charges  should  cease  when  the  difference  betweeo 
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• 

the  original  cost,  record  value,  or  purchase  price  and  the  estimated  scrap 
value  shall  have  been  charged  to  this  accotint.  In  case  of  electric  equip- 
ment of  cars  prematurely  retired  charges  to  this  accotmt  should  cease  with 
the  charges  for  the  month  in  which  such  retirement  occurs.  The  sum  of 
the  monthly  charges  during  any  fiscal  year  should  equal  the  estimated 
depreciation  during  that  year. 

■ 

Note  A. — When  electric  equipment  of  cars  is  prematurely  retired,  the  value 
(less  salvage)  not  previously  taken  up  through  charges  to  this  account  should 
be  charged,  in  the  accounts  for  the  months  in  which  retired,  to  Account  No.  38, 
**  Electric  Equipment  of  Cars — Renewals,**  as  provided  in  the  text  therefor. 

Note  B. — The  sum  of  the  monthly  charges  to  this  account  should  equal  the 
value  lost  through  depreciation  in  respect  to  a  particular  electric  equipment 
of  cars,  and  together  with  the  charge  to  **  Electric  Equipment  of  Cars — Renewals  ** 
and  value  of  salvage  or  amount  received  from  sale,  should  provide  a  reserve  for 
replacement  of  the  electric  equipment  of  cars  when  retired. 

See  Case  49. 


40.— FLOATING  EQUIPMENT— REPAIRS 

This  account  includes,  when  not  chargeable  to  ^'Outside  Operations:" 

Steamboats  and  tugboats. — Cost  of  material  used  and  labor  expended 
in  repairing  steamships,  steamboats,  power  launches,  steam  lighters,  ferry, 
transfer,  tug,  and  all  other  boats  propelled  by  their  own  power  (see  "Note 
A"  under  this  account);  also  boilers,  engines,  masts,  rigging,  sails,  wood 
foundations,  bearings  for  machinery,  wheels,  rudders,  shafts,  steering  gear, 
ventilators,  electric  plants,  steam  and  hot-water  fixtures,  and  all  other  parts; 
furniture  and  fixtures  of  such  boats,  including  cost  of  renewing  machinery, 
furniture,  and  fixtures,  such  as  anchors,  axes,  barometers,  beds  and  bedding, 
binnacle  lamps,  block  and  tackle,  capstan  bars,  carpets,  chairs,  charts,  clocks, 
compasses,  copying  presses,  counters,  desks,  engine  furnishings,  fire  buckets, 
fire  extinguishers,  flue  cleaners,  gang  planks,  hatchets,  hooks,  keys,  lamps 
(when  permanently  attached  to  boats),  fife-preservers,  lines,  linoleum,  logs 
and  log  lines,  mats,  matting,  mattresses,  oil  cans,  pianos  on  passenger  boats, 
pillows,  pokers,  racks,  raifings,  rugs,  safes,  scales,  scrapers,  settees,  shovels, 
splice  bars,  spyglasses,  stoves  and  stove  furniture,  tables,  ticket  cases  and 
fixtures,  tool  boxes,  tools,  wrenches;  payments  of  royalties,  or  for  patent 
rights  on  improved  machinery.  Pay  and  expenses  of  shore  engineers,  shore 
captains,  and  their  assistants  when  engaged  in  supervising  the  maintenance 
of  floating  equipment. 

The  value  of  old  material  released  during  repairs  and  insurance  recovered  ' 
should  be  credited  to  this  account. 

Barges,  car  floats,  and  canal  boats. — Cost  of  material  used  and  labor 
expended  in  repairing  barges,  canal  boats,  car  and  other  floats,  dredges, 
fighters,  and  scows  (see  "Note  B''  under  this  account);  also  hulls,  decks, 
cabins,  rigging,  and  all  other  parts  and  furniture  and  fixtures  of  such  boats, 
including  cost  of  renewing  machinery,  furniture,  and  fixtures,  such  as  those 
enumerated  above. 


282  RAILROAD   EXPENSES 

The  value  of  old  material  released  during  repairs  and  insurance  recovered 
should  be  credited  to  this  account. 

Note  A. — The  following  floating  equipment  is  classified  as  steamboats  and  tugboats: 

Ferryboats,  Steamboats,  Tugboats, 

Power  launches,  Steamships, 

Power  lighters.  Transfer  boats, 

Note  B. — The  following  floating  equipment  is  classified  as  barges,  car  floats,  and  canal 
boats: 

Barges,  Car  floats,  Lighters, 

Canal  boats.  Dredges,  Scows. 

Note  C. — The  word  "repairs"  as  here  used  includes  all  repairs  to  or  renewals  of  mincMT 
parts  of  floating  equipment;  also  repairs  to  or  renewals  of  the  more  important  or  vital 
parts  of  floating  equipment,  the  necessity  for  which  is  caused  by  breakage,  failure,  <^ 
accident  while  in  service;  also  the  repairs  to  floating  equipment  damaged  through  accident 
or  otherwise,  necessary  to  restore  it  to  service;  and  also  renewals  of  important  or  vital 
parts  made  necessary  by  reason  of  age  or  wear  and  tear  from  use. 

See  Case  147. 

41.— FLOATING  EQUIPMENT— RENEWALS 

This  account  includes  the  original  cost  (estimated,  if  not  known)  record 
value,  or  purchase  price  of  all  floating  equipment  condemned,  destroyed,  or 
sold,  less: 

(a)  Amount  previously  charged  for  depreciation  up  to  date  of  retirement; 

(6)  Scrap  value  of  salvage  or  the  amount  received  from  sale  of  floating 
equipment  retired. 

The  cost  of  renewing  floating  equipment,  the  operations  of  which  are 
treated  as  **  Outside  Operations,"  should  not  be  charged  to  this  account. 

Note  A. — Floating  equipment  permanently  retired  from  service,  but  held,  pending 
disposition,  should  be  written  out  of  service  through  this  account,  and  carried  in  an 
appropriate  material  account  at  a  nominal  valuation  or  at  actual  scrap  value,  if  detei^ 
minable. 

Note  B. — The  term  "record  value"  should  not  be  interpreted  to  mean  the  value  of 
equipment  as  it  stands  in  the  capital  account,  unless  that  account  represents  the  ori^nal 
value  of  the  equipment  on  hand. 

Sec  Case  4^6,  . 

42— FLOATING  EQUIPMENT— DEPRECIATION 

[This  account  includes  a  monthly  charge  of  one-twelfth  (T^)  of  per  cent  per  annum  of  the 
original  cost  (estimated,  if  not  known),  record  value,  or  purchase  price  of  floating  equipment, 
to  provide  a  fund  for  replacement  when  retired.] 

This  account  includes  a  monthly  charge  representing  depredatioii  on 
floating  equipment.  This  monthly  charge  should  be  computed  at  a  certain 
rate  per  cent  on  the  original  cost  (estimated,  if  not  known),  record  value, 
or  purchase  price  of  such  floating  equipment.    Charges  should  be  made  to 
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this  account  during  the  life  of  the  floating  equipment,  except  in  cases  of 
floating  equipment  which  attains  to  greater  than  a  normal  life ;  in  such  a  case 
charges  should  cease  when  the  difference  between  the  original  cost,  record 
value,  or  purchase  price  and  the  estimated  scrap  value  shall  have  been 
charged  to  this  account.  In  case  of  floating  equipment  prematurely  retired 
charges  to  this  accotmt  should  cease  with  the  charges  for  the  month  in  which 
such  retirement  occurs.  The  sum  of  the  monthly  charges  during  any  fiscal 
year  should  equal  the  estimated  depreciation  during  that  year. 

Note  A. — When  floatine  equipment  is  prematurely  retiredt  the  value  (less 
salvage)  not  previously  taken  up  through  charges  to  this  account  should  be 
charged,  in  the  accounts  for  the  months  in  which  retired,  to  Account  No.  41, 
**  Floating  Equipment — Renewals,**  as  provided  in  the  text  therefor. 

Note  B. — The  sum  of  the  monthly  charges  to  this  account  should  equal  the 
value  lost  through  depreciation  in  respect  to  a  particular  floating  equipment, 
and  together  with  the  charge  to  **  Floating  Equipment — Renewals  *'  and  value 
of  salvage  or  amount  received  from  sale,  should  provide  a  reserve  for  replace* 
ment  of  the  floating  equipment  when  retired. 

The  charge  for  depreciation  on  floating  equipment,  the  operations  of 
which  are  treated  as  "Outside  Operations,"  should  not  be  charged  to  this 
account. 

See  Cases  49,  4.S6. 


43.— WORK  EQUIPMENT— REPAIRS 

This  account  includes  cost  of  material  used  (less  salvage)  and  labor  expended 
in  repairing,  painting,  and  lettering  work  or  service  equipment  of  all  classes 
(see  "Note  A'^  under  this  account),  furniture  for  cabin  or  caboose  cars,  and 
fixtures  for  all  work  or  service  cars,  including  cost  of  renewing  same;  such  as 
bunks,  coal  boxes,  coal  hods,  curtains,  cushions,  lamp  fixtures,  hnks  and 

pins,  screens,  stoves,  and  fixtures;  [also  cost  of  repairing  commercial  cars  and  locomo- 
tives  when    assigned    to    and    in  mairUenance-of-way    seTvice\;     changes  made  in  [«tic^] 

commercial  cars  to  fit  them  for  work  service,  and  refitting  them  for  com- 
mercial service;  cost  of  repairing  floating  equipment  used  in  maintenance 
or  construction  of  a  carrier's  property,  such  as  floating  pile  drivers,  dredges, 
scows,  etc. ;  cost  of  supervision,  cutting  up  condemned  work  cars,  and  repair- 
ing cars  of  foreign  lines  damaged  on  the  line  while  in  a  carrier's  work  service; 
material  used  by  car  inspectors  and  car  repair  men  while  engaged  in  inspecting 
and  making  light  repairs;  small  hand  tools  used  exclusively  in  inspecting 
and  repairing  work  equipment;  expenses  of  fitting  cars  with  devices  for 
special  maintenance-of-way  work;  traveling  expenses  of  employees  whose 
pay  is  chargeable  to  this  account;  payments  of  royalties  or  for  patent  rights 
on  brakes,  brake  fixtures,  and  other  appliances  used  on  work  or  service  equip- 
ment; and  payment  for  cars  of  foreign  lines  destroyed  on  the  line  while  in  a 
carrier's  work  service;  also  proi)ortion  of  shop  expenses  as  provided  in  Note 
following  account  "Other  Expenses"  under  head  of  "Maintenance  of  Equip- 
ment." 
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The  value  of  old  material  released  during  repairs,  insurance  recovered, 
and  repayments  from  other  roads  should  be  credited  to  this  account. 

Note  A. — The  following  equipment  is  classified  as  work  equipment: 

Ballast,  Outfit,  Steam  shovels 

Ballast,  unloader  cars,  Painters,  Steam  wrecking  derricks 

Boarding,  Pile  drivers.  Supply, 

Bridge,  Rail  saw.  Sweeper, 

Camp,  Scale  test.  Tool, 

Cinder,  Snow  dozer.  Tool  and  block, 

Derrick,  Snow  drags.  Water, 

Ditching,  Snowplows  (not  attached  to  Weed  burner. 

Dump,  locomotives,  but  moved  by  Wrecking. 

Grading,  them.) 

GraveU  Sprinkling, 

Note  B. — The  word  "repairs"  as  here  used  includes  all  repairs  to  or  renewals  of  parts 
of  work  equipment  commonly  known  as  running  repairs;  also  repairs  or  renewals  ox  the 
more  important  or  vital  parts  of  work  equipment,  the  necessity  for  which  is  caused  by 
breakage  or  failure  while  in  service;  also  the  repairs  to  wqrk  equipment  damaged  through 
accident  or  otherwise  necessary  to  restore  it  to  service;  and  also  renewals  oi  important 
or  vital  parts  made  necessary  by  reason  of  age  or  wear  and  tear  from  use. 

Note  C — The  coat  of  repairing  work  equipment  of  foreign  lines  waybilled  as  freight. 
damaged  in  transit  should  be  charged  to  account  "Loss  and  Damage — Freii^t,"  asM 
damage  to  work  equipment  of  foreign  lines  having  trackage  rights  over  a  carrier's  lines 
damaged  in  collision  or  wrecks  for  which  a  carrier  is  liable  should  be  charged  to  account 
"Damage  to  Property." 

See  Cases  47,  318,  339,  481,  482. 

44.— WORK  EQUIPMENT— RENEWALS 

This  account  includes  the  original  cost  (estimated,  if  not  known),  record 
value,  or  purchase  price  of  all  work  equipment  condemned,  destroyed,  or 
sold,  less: 

(a)  Amount  previously  charged  for  depreciation  up  to  date  of  retirement; 

(h)  Scrap  value  of  salvage  or  the  amount  received  from  sale  of  work 
equipment  retired. 

Note. — The  term  "record  value"  should  not  be  interpreted  to  mean  the  value  of 
equipment  as  it  stands  in  the  capital  account,  unless  that  account  represents  the  original 
value  of  the  equipment  on  hand. 

See  Cases  318,  339. 

45— WORK  EQUIPMENT— DEPRECIATION 

[r^ia  account  includes  a  monthly  charge  of  one-twelfth  (j  g)  o/  per  cent  per  annicnt 
of  the  original  coat  {estimated,  if  not  known),  record  value,  or  purchase  price  of  work  e^iMp- 
merU,  to  provide  a  fund  for  replacement  when  retired.] 

This  account  includes  a  monthly  charge  representing  depreciatioii  oil 
work  equipment.  This  monthly  charge  should  be  computed  at  a  certain 
rate  per  cent  on  the  original  cost  (estimated  if  not  known),  record  vattitt, 
or  purchase  price  of  auch  work  equipment.  Charges  should  be  made  to 
this  account  during  the  life  of  the  work  equipment,  except  in  cases  of  wodc 
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equipment  which  attains  to  greater  than  a  normal  life;  in  such  a  case  charges 
should  cease  when  the  difference  between  the  original  cost,  record  value, 
or  purchase  price  and  the  estimated  scrap  value  shall  have  been  charged  to 
this  accotmt.  In  case  of  work  equipment  prematurely  retired  charges  to 
this  account  should  cease  with  the  charges  for  the  month  in  which  such 
retirement  occurs.  The  sum  of  the  monthly  charges  during  any  fiscal  year 
should  equal  the  estimated  depreciation  during  that  year. 

Note  A. — When  work  equipment  is  prematurely  retired,  the  value  (less  salvage) 
not  previously  taken  up  through  charges  to  this  account  should  be  charged,  in 
the  accounts  for  the  months  in  which  retired,  to  Account  No.  44,  **  Work  Equip- 
ment— Renewals,"  as  provided  in  the  text  therefor. 

Note  B. — The  sum  of  the  monthly  charges  to  this  account  should  equal  the 
value  lost  through  depreciation  in  respect  to  a  particular  work  equipment,  and 
together  with  the  charge  to  **  Work  Equipment — Renewals  *'  and  value  of  salvage 
or  amount  received  from  sale,  should  provide  a  reserve  for  replacement  of  the 
work  equipment  when  retired. 

See  Cases  49,  339. 

46.— SHOP  MACHINERY  AND  TOOLS 

This  account  includes: 

Repairs. — Cost  of  matenai  used,  and  labor  expended  in  repairing  tools 
and  machinery  in  enginehouses  and  at  locomotive  and  car  shops  and  foun- 
dries, and  in  shops  of  the  bridges  and  btuldings  department,  including  sta- 
tionary engines  and  boilers  for  furnishing  power;  scaffolds,  shafting,  belting, 
and  other  appliances  for  running  machinery,  cranes,  hoists,  (power  and  hand) 
drop  tables,  jacks,  and  other  appliances  used  in  connection  therewith;  also 
in  repairing  furnaces,  forges,  hydraulic  and  other  portable  jacks,  portable 
scales,  and  sewing  machines  used  in  shops.  Cost  of  repairing  electric  power 
plants  (and  parts  thereof)  employed  exclusively  in  connection  with  the 
operation  of  machinery  in  shops.  Cost  of  repairing  heating  boilers  should 
be  charged  to  account  "Buildings,  Fixtures,  and  Grounds." 

Renewals. — Cost  of  new  tools  and  machinery  (less  salvage),  used  in 
enginehouses  and  at  locomotive  and  car  shops  and  foundries,  and  in  shops  of 
the  bridges  and  b\uldings  department,  including  stationary  engines  and 
boilers  for  furnishing  power;  scaffolds,  shafting,  belting,  and  other  appHances 
for  running  machinery,  cranes,  hoists,  (power  and  hand)  drop  tables,  jacks 
and  other  appliances  used  in  connection  therewith;  also  furnaces,  forges, 
hydraulic  and  other  portable  jacks,  portable  scales  and  sewing  machines  used 
in  shops.  Cost  of  renewing  electric  power  plants  (and  parts  thereof)  employed 
exclusively  in  connection  with  the  operation  of  machinery  in  shops.  Cost 
of  renewing  heating  boilers  should  be  charged  to  account  "  Buildings,  Fixtures, 
and  Grounds." 

Note. — Whbn  carriers  operating  electric  divisions  desire  to  subdivide  this 
account,  appropriate  account.s  as  prescribed  in  the  Classification  of  Operating 
Expenses  for  Electric  Railways  should  be  used. 

See  Cases  58,  59,  178,  180,  311. 
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47.— POWER  PLANT  EQUIPMENT 

This  account  includes: 

Steam  and  water  plant. — Cost  of  materials  used  (less  salvage)  and 
labor  expended  in  repairing  and  renewing  steam  and  water  plant  equipment, 
including  engines  and  engine  parts,  appliances,  and  fixtures;  belts,  belt 
tighteners  and  fixtures;  receivers,  lubricators,  and  oiling  devices;  shafting, 
clutches,  cranes,  hoists,  and  other  engine-room  appUances,  boilers,  boiler 
fittings,  and  apphances,  furnaces,  economizers,  stacks,  mechanical  draft 
machinery,  pumps,  feed-water  heaters,  purifiers,  tanks,  condensers,  coal  and 
ash  conveying  machinery,  mechanical  stokers,  and  other  boiler-room  appli* 
ances;  piping  and  steam  fitting,  including  valves,  separators,  water  and 
sewer  connections,  and  water  meters. 

Electric  plant. — Cost  of  materials  used  and  labor  expended  in  repairing 
and  renewing  all  electric  equipment  within  the  power  house  (not  including 
the  method  of  transmission  of  power  beyond  the  power  house),  including 
generators  and  generator  parts,  dynamos,  switchboards,  cables,  and  feeder 
terminals,  and  wiring  in  connection  therewith;  storage  batteries,  transformers, 
boosters,  rheostats,  circuit  breakers,  meters,  and  other  electric  equipment. 

Note. — This  account  includes  only  the  cost  of  repairing  and  renewing  equip- 
ment of  plants,  used  for  furnishing  power  for  the  propulsion  of  electric  loco- 
motives, cars,  or  trains. 

See  Cases  58,  59,  178. 

48.— INJURIES  TO  PERSONS 

This  account  includes  all  expenses  incident  to  injuries  to  persons  when 
caused  directly  in  connection  with  maintenance  of  equipment;  proportion 
of  salaries  and  expenses  of  physicians  and  surgeons,  expenses  of  undertakers, 
nursing  and  hospital  attendance,  medical  and  surgical  supplies,  artificial 
limbs,  funeral  expenses,  railway  and  carriage  fares  for  conve3dng  injured 
persons  and  attendance;  also  proportion  of  pay  and  expenses  of  claim 
adjusters  and  their  clerks,  and  pay  and  expenses  of  employees  and  others 
called  in  consultation  in  relation  to  the  adjustment  of  claims  coming  under 
this  head.  Pay  and  expenses  of  employees  and  others  while  attending 
coroner's  inquests  or  engaged  as  witnesses  in  law  suits  in  connection  with 
personal-injury  cases. 

Note  A. — [Witness  fees  and  other  expenses.]   Expenses  not  otherwise  provided  for* 

in  connection  with  the  conduct  of  suits  should  be  charged  to  account  "  Law  Expenses,** 
but  the  amount  of  final  judgments,  including  plaintiff's  court  costs,  should  be  chai^ged  to 
this  account. 

Note  B. — When  contributions  are  made  to  hospitals,  the  total  thereof  should  be  <K»-. 
tributed  to  the  several  "Injuries  to  Persons"  accounts  as  follows:  25  per  cent  to  *'Mamt€>- 
nance  of  Way  and  Structures,"  25  per  cent  to  "Maintenance  of  Equipment,"  and  50 per 
cent  to  "Transportation  Expenses." 

Note  C. — The  pay  and  expenses  of  claim  adjusters,  clerks,  chief  surgeons,  and  others 
whose  pay  can  not  be  actually  allocated  to  any  case  should  be  divided  equally  between 
personal  injury  and  other  claims  over  which  they  have  jurisdiction. 

See  Cases  310.  419.  526,  532. 
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TEXT  OF  'Z^^i:^     - 

49.— STATIONS!:  ^.^  * 

This  ac-cooii-  ni^j^ 
printing,  bookfc.  toi^r^ 
equipment.      Dirn-uia;, 
charged  to  accoim- 

The  followiiic  i 
account: 


Adding  machines. 

Addrcssographa  and  t\a^ 
plies, 

Arm  rests. 

Binders, 

Blank  books. 

Blank  cards. 

Blank  forms, 

Blank  paper. 

Blank  tablets, 

Blotters, 

Blotting  paper, 

Blue  print  paper 

Bristol  board. 

Calculating  machines 

Calendars, 

Caligraphs, 

Carbon  paper, 

Cardboard, 

Cards, 

Circulars, 

Computing  tables. 

Copy  (impression)  books. 

Copying  brushes, 

Copying  presses, 

Crayons, 

Cyclostyles, 

Dating  stamps  and  ribbon. 

Drawing  paper,  ^^• 

Duplicators, 

Electric  pens. 

Envelopes, 

Erasers,  rubber  and  stMl 

Eyelets,  ^*'' 

Eyelet  punches, 

Forms, 


s 


[INSURANCE]' 


oO.-~OTHER  EXPE3J8B 

This  account  indqjn  ^ 
equipment  not  prppcrfyjj^ 
accounts.  ^(Iki^ 

EXPLANATORY  N< 


It  is  recognized  that 
enumerat<'d  herein  not 
incurred,  such  us  heatute!^ 
the  distribution  of  HuchiwL 
Expenses"  should  be  op^ 

♦  This  accoi        -  *i;, 
^'-^  110  "---i  ^ 
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^noopp, 
'i'fi'wdrivers, 
^■•rewdrivcrs,  ratchet* 

'rTCWS, 

•lielluc, 
hovels, 
"lutes, 
Mat^pencils, 
lodges, 
..ap, 
«)<la, 
•Ider, 

'Idoring  fluid, 
■••Iter  solder, 
igots  (oil  barrels), 
irit  levels, 

■  rit-level  vials, 

■  'Hges, 
-inkling  cans, 

i.'ires, 

jirts  (lubricating), 
-icil  brushes, 
k.s, 

'  linos, 
'ups, 

steel,    for    small    hand 
-Irt, 
■li, 

> 

basins, 
l)arrows, 
I  ones, 
lead, 

■V  cloths, 

■ishes, 

■s,  all  kinds. 


ood  that  they  cover 

1  the  cost  of  inspec- 

my. 
"  should  be  opened, 

I  erial  in  and  distrib- 
•rs  and  employees 
nd  other  expenses. 
•  Expense,"  should 
partment,  and  the 
\)e  apportioned  on 
nt. 

le  value  of  material 
ortionment  on  the 
.jenses"  account  is 

rig  of  a  single  class 
jst  of  that  materia' 
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at  shops,  enginchouscs,  repair  tracks,  and  other'places  at  which  mechanical  work  is  done 
should  be  charged.  Such  shop  expenses  should  be  apportioned  among  the  various  accounts 
affected  on  the  basis  of  the  amount  of  distributed  labor  charged  to  those  accounts.  The 
basis  of  distribution  should  be  the  relative  proportion  which  the  total  amount  of  charges 
to  "Shop  Expenses"  bears  to  the  total  of  the  distributed  labor. 

To  avoid  monthly  fluctuations  in  the  percentage  of  shop  expenses  to  the  total  of  dis- 
tributed labor,  carriers  will  be  permitted  to  make  the  monthly  apportionment  on  the  basis 
of  a  fixed  percentage  for  the  fiscal  year,  provided  the  "Shop  Expenses"  account  is  adjusted 
ai^d  closed  out  at  the  end  of  that  year. 

The  expenses  above  referred  to  are  as  follows: 

Heating. — Cost  of  fuel,  including  freight  charges  and  handling,  if  any,  used  for  heat- 
ing shops  and  shop  offices,  repair  tracks,  and  other  places  at  which  mechanical  work  is  done* 
watchmen's  and  gate  keepers'  boxes,  and  inspectors'  shanties. 

Lighting. — Cost  of  electric  current,  gas,  torches,  lamp  burners,  lamp  chimneys,  lamps 
when  not  permanently  attached  to  buildings,  oil,  incandescent  lamps  and  carbons,  and 
other  material  used  for  lighting  shops  and  shop  offices,  repair  tracks,  and  other  places  at 
which  mechanical  work  is  done;  ancl  cost  of  material  used  and  labor  expended  in  operating 
electric  light  plants  and  repairing  electric  light  lamps  at  shops.  ^ 

Water. — Cost  of  water  used  in  shops  and  shop  offices,  repair  tracks,  and  other  places 
at  which  mechanical  work  is  done. 

Power. — Cost  of  fuel,  including  freight  charges  and  handling,  used  in  oper- 
ating  steam  and  electric  power  plants  at  shops  and  other  places  at  which  mechan- 
ical work  is  done;  oil,  grease,  waste,  and  other  material  used  in  the  operation  of 
such  power  plants;  pay  of  stationary  engineers,  firemen,  electricians,  coal  handlers 
and  other  employees;  carbon  brushes,  fuses,  lamps,  picks,  pokers,  scuttles* 
shovels,  and  other  small  tools  and  supplies;   cost  of  water  and  power  purcluued. 

Watchmen. — Pay  of  watchmen,  gate  keepers,  and  policemen  at  shops,  repair  tracks, 
and  other  places  at  which  mechanical  work  is  done. 

Incidentals. — Pay  of  employees  while  attending  fires  and  fire  drills;  cost  of  symplies 
for  test  rooms  and  laboratories  incident  to  shop  work,  ice  for  shops,  watchmen's  uniforms, 
clocks,  and  call  boxes,  removing  snow  and  ice  from  transfer  tables  and  shop  yards;  traveling 
expenses  not  chargeable  to  other  accounts;  cost  of  cleaning  privy  vaults;  oil,  grease,  waste, 
and  other  material  used  in  lubricating  shop  machinery  and  tools;  horses  and  horse  keep, 
and  repairing  wagons  and  harness  used  in  connection  with  shops.  Cost  of  supplies  ana 
small  hand  tools  used  by  mechanics  on  miscellaneous  work  and  soon  worn  out,  and  pay 
of  employees  while  making,  repairing,  or  having  charge  of  same;  pay  of  shop  foremen, 
assistant  foremen,  clerks,  timekeepers,  and  shop  accountants,  stationary  engineers  and 
firemen,  sweepers,  cleaners,  roustabouts,  and  other  unskilled  laborers  employed  in  general 
work  in  and  about  shops  and  shop  grounds;  cost  pi  fuel  for  forges,  fuel,  stores,  and  sup- 
plies; and  other  undistributed  shop  expenses;  all  expenses  of  switching  locomotives,  includ- 
ing wages,  repairs,  fuel,  and  supplies,  when  Exclusively  assigned  to  switching  service^  at 
shops.  (When  switching  at  shops  is  performed  by  locomotives  in  regular  switching  service, 
all  expenses  of  such  switching  should  be  charged  to  appropriate  "Maintenance"  and 
"Transportation"  accoimts.) 

Note. — When  shops,  shop  offices,  repair  tracks,  and  other  places  at  which  mechanical 
work  is  done,  are  supplied  with  heat  from  boilers  used  for  running  machinery,  or  with  heat 
or  light  from  plants  used  for  heating,  lighting,  or  other  purposes,  a  proportion  of  the  cost 
of  such  heat  or  light  should  be  charged  to  this  account  on  the  basis  of  the  service  per- 
formed. 

The  following  is  a  list  of  the  more  important  supplies  and  small  tools  used 
in  shop  work: 

Acid,  Bits,  Brushes,  whitewash. 

Adze  handles,  Bluestone,  Brushes,  window, 

Adzes,  Bone,  granulated,  Buckets, 

Ammonia,  Borax,  Carpenter  tools  furnished 

Auger  bits.  Bottles,  apprentices. 

Auger  handles,  Braces,  Casehardening, 

Augers,  Brooms,  Cement  (belt), 

Ax  handles,  Brushes,  dust,  Chalk, 

Axes,  Brushes,  oil.  Chalk  lines. 

Basins,  Brushes,  paint.  Chamois  sluns, 

Bath  brick.  Brushes,  scrub.  Charcoal, 

Battery  brushes.  Brushes,  sweeping.  Clamps,  hand. 

Beeswax,  Brushes,  varmsh,  Coal-pick  handles. 

Bell  cord,  Brushes,  wall,  Coal  picks. 
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Compound  for  B.  S.  hammers, 

Compound  for  welding, 

Corks, 

Cosmic  (to  prevent  rust), 

Crayon, 

Cushion  beaters, 

Ditching  lines, 

Drinking  cups, 

Drinking  glasses. 

Dustpans, 

Emery, 

Emery  boxes, 

Emery  cloth, 

Emery  paper, 

Faucets, 

File  brushes, 

File  cards, 

File  handles, 

Files, 

Fire  hooks  (stationary 

boilers) , 
Fire  shovels  (stationary 

boilers) , 
Flags, 

Fork  handles, 
Forks, 
Forks,  coke, 
Flannel,  canton. 
Funnels, 
Gimlets, 
Glue, 
Gluepots, 
Glycerine, 
Graphite, 

Grinding  compound. 
Ground  glass, 
Hack-saw  blades. 
Hammers, 
Hammers,  babbitt, 
Hand  leathers, 
Handles, 


Hatchets, 

Hoes, 

Hydraulic-jack  compound. 

Keel. 

Lampblack, 

Lead, 

Lead,  red. 

Lye, 

Mallets, 

Marking  brushes. 

Marking  pots, 

Measures,  liquid. 

Metallic  tapes, 

Mineral  paste. 

Mops, 

Mop  handles. 

Muslin, 

Oil  cans. 

Oilstones, 

Padlocks, 

Paint  pots, 

Picks, 

Pipe-joint  grease, 

Pliers, 

Plumbago, 

Polish, 

Polish,  stove. 

Potash, 

Prisms, 

Rail  cutters, 

Rakes, 

Rasps, 

Ratchet  braces. 

Resin 

Rope, 

Rules, 

Sal  ammoniac. 

Sandpaper, 

Sand  soap, 

Saw  blades. 

Saws,  hand, 


Scoops, 

Screwdrivers, 

Screwdrivers,  ratchet* 

Screws, 

Shellac, 

Shovels, 

Slates, 

Slatepencils, 

Sledges, 

Soap, 

Soda, 

Solder, 

Soldering  fluid. 

Spelter  solder, 

Spigots  (oil  barrels). 

Spirit  levels. 

Spirit-level  vials, 

Sponges, 

Sprinkling  cans. 

Squares, 

Squirts  (lubricating). 

Stencil  brushes. 

Tacks, 

Tapelines, 

Tin  cups, 

Tool    steel,    for    small    hand 

tools, 
Tripoli, 
Trucks, 
Twine, 
Wash  basins. 
Wheelbarrows, 
Whetstones, 
White  lead. 
Whiting, 
Window  cloths. 
Wire, 

Wire  brushes. 
Wrenches,  all  kinds, 
Zinc  cakes. 
Zincs. 


EXPLANATORY    NOTE — CLEARING    ACCOUNT    "  STORE    EXPENSES " 

Where  the  words  "Cost  of  Material"  appear  herein  it  is  understood  that  they  cover 
not  only  the  cost  of  the  material,  but  foreign  roads'  freight  charges  and  the  cost  of  inspec- 
tion.    Credit  should  be  given  for  the  value  of  the  material  removed,  if  any. 

Store  expenses. — A  memorandum  account  called  "Store  Expenses"  should  be  opened, 
to  which  should  be  charged  the  cost  of  purchasing,  handling,  storing  material  in  and  distrib- 
uting it  from  the  company's  storehouses,  including  the  pay  of  officers  and  employees 
in  the  purchasing  and  store  departments,  and  their  traveling,  office,  and  other  expenses. 
The  total  amount  charged  to  this  account,  representing  the  "Storehouse  Expense,"  should 
be  apportioned  on  the  value  of  the  material  issued  from  the  store  department,  and  the 
amount  representing  the  "Purchasing  Department"  expenses  should  be  apportioned  on 
the  value  of  the  material  issued  which  was  purchased  by  that  department. 

To  avoid  monthly  fluctuations  in  the  percentage  of  store  expenses  to  the  value  of  material 

Eurchased  or  issued,  carriers  will  be  permitted  to  make  a  monthly  apportionment  on  the 
asis  of  a  fixed  percentage  for  the  fiscal  year,  provided  the  "Store  Expenses"  account  is 
adjusted  and  closed  out  at  the  end  of  that  year. 

When  a  number  of  men  are  employed  in  the  purchasing  or  inspecting  of  a  single  class 
of  material,  such  as  ties,  their  pay  and  expenses  should  be  added  to  tne  cost  of  that  material 
and  not  included  in  this  "Store  Expenses"  account. 

Additional  Clearing  Accounts  Authorized: 

For  **  Studies  **  by  the  Engineering  Department.    See  Case  6. 

For  Stationer's  expenses.     See  Case  154. 

For  Power  Plant  expenses.    See  Cases  178  and  180. 

See  Case  SS7. 
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51.— MAINTAINING  JOINT  EQUIPMENT  AT  TERMINALS— DR. 

This  account  includes  a  carrier's  proportion  of  costs  to  maintain  equip- 
ment used  for  the  operation  of  joint  terminals  maintained  by  other  companies. 

Note. — The  purpose  of  this  account  is  to  show  the  amounts  accruing  against  a  carrier 
for  its  proportion  of  the  expense  of  maintaining  joint  equipment  at  terminals  maintained 
by  other  companies  but  in  the  joint  use  of  which  a  carrier  participates.  The  bill  rendered 
by  any  creditor  against  a  debtor  for  the  latter's  proportion  of  expense  of  operation  of  joint 
facilities  should  show  the  distribution  of  the  total  charge  among  the  general  accounts 
as  made  by  the  creditor,  and  such  distribution  should  be  adhered  to  by  the  debtor. 

See  Cases  46,  355,  356. 

[EQUIPMENT  BORROWED— DR.]  * 

52.— MAINTAINING  JOINT  EQUIPMENT  AT  TERMINALS— CR. 

This  account  includes  the  proportion  of  costs  to  maintain  equipment  used 
for  the  operation  of  joint  terminals  maintained  by  a  carrier  chargeable  to 
other  companies. 

Note. — The  purpose  of  this  account  is  to  show  the  amounts  accruing  in  favor  of  a 
carrier  against  other  companies  for  their  proportion  of  the  expense  of  maintaining  joint 
equipment  at  terminals  maintained  by  a  carrier,  but  in  the  joint  use  of  which  other  com- 
panies participate.  The  bill  rendered  by  any  creditor  against  a  debtor  for  the  latter's 
proportion  of  expense  of  operation  of  joint  facilities  should  show  the  distribution  of  the 
total  charge  among  the  general  accounts  as  made  by  the  creditor,  and  such  distribution 
should  be  adhered  to  by  the  debtor. 

See  Cases  46,  355,  356 

[EQUIPMENT  LOANED— CR.]t 

in.  TRAFFIC  EXPENSES 

53.— SUPERINTENDENCE 

This  account  includes: 

Pay  of  officers. — Pay  of  vice-president  and  assistant  when  directly  in 
charge  of  traffic,  traffic  directors,  traffic  managers,  general  and  assistant 
freight,  coal  traffic,  passenger,  and  ticket  agents,  division  and  assistant 
freight  and  passenger  agents,  general  baggage  agent,  general  express  agent, 
and  other  officers  engaged  in  the  preparation  and  distribution  of  tariffs, 
classifications,  rates,  and  divisions  thereof;  and  other  officials  engaged  in 
administering  traffic. 

Note  A. — Pay  of  officers  engaged  exclusively  in  soliciting  traffic  should  he  charged 
to  account  "Outside  Agencies." 

Note  B. — When  officers  and  others,  above  enumerated,  have  supervision  over  other 
departments  also,  their  salaries  and  expenses  should  be  apportioned  equally  between  the 
departments  over  which  they  have  jursidiction. 

Pay  of  clerks  and  attendants. — ^Pay  of  chief  and  other  clerks  in  offices, 
and  porters  and  attendants  in  offices  and  on  special  cars  of  officers  whose 
pay  is  chargeable  to  this  account. 

*  This  account  is  eliminated. 
t  This  account  i.s  eliminated. 
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Office  and  other  expenses. — Rent  and  cost  of  repairing  rented  offices; 
telephone  service,  telegraph  messages,  heat,  light,  ice,  water,  furniture,  and 
supplies  (except  stationery  and  printing),  such  as  atlases,  directories,  maps, 
and  periodicals  for  offices  of  officers  whose  pay  is  charged  to  this  account; 
incidental  office  and  traveUng  expenses  of  such  officers  and  their  clerks;  cost 
of  provisions  for  and  the  expenses  of  special  cars  when  used  by  them,  and  cost 
of  running  special  trains  for  officials  mentioned;  also  premiums  on  fidelity 
bonds  of  such  officers  and  their  employees.    Subscriptions  to  newspapers. 

See  Cases  554,  619. 

54.— OUTSIDE  AGENCIES 

This  account  includes  pay  and  expenses  of  general,  commercial,  city, 
district,  and  other  agents  engaged  exclusively  in  soliciting  traffic;  employees 
of  their  offices,  traveling  agents,  and  solicitors  whether  located  on  or  off  the 
line  of  road;  rent  and  cost  of  repairing  rented  offices  (less  rent  received  from 
subtenants),  furniture,  supplies,  heat,  light,  ice,  water,  telephone  service, 
telegraph  messages,  express  charges,  and  office  and  other  expenses  of  such 
agencies;  also  commissions  for  services  appertaining  to  either  freight  or 
passenger  business,  except  commissions  paid  a  carrier's  agents  in  lieu  of 
salary. 

See  Case  619. 

55.— ADVERTISING 

This  account  includes  pay  and  expenses  of  advertising  agents,  cost  of 
bill  posting,  etc.,  printing,  publishing,  and  distributing  passenger  time-tables, 
folders,  and  notices  to  shippers  for  general  distribution;  printing  advertising 
matter;  advertising  in  newspapers  and  periodicals  for  the  purpose  of  securing 
traffic;  bulletin  boards,  cards,  cases,  cords,  display  cards,  dodgers,  folders, 
glasses,  handbills,  maps,  pamphlets,  posters,  racks,  frames,  tacks,  photo- 
graphs, views,  and  postage  and  express  charges  on  advertising  matter;  dona- 
tions to  carnivals  authorized  for  traffic  purposes;  and  other  expenses  for 
attracting  traffic. 

See  Case  691. 

56.— TRAFFIC  ASSOCIATIONS 

This  account  includes  expenses  of  traffic  associations,  including  member- 
ship fees  in  boards  of  trade,  commercial,  and  other  kindred  associations. 

See  Case  271. 

57.— FAST  FREIGHT  LINES 

This  account  includes  expenses  of  fast  freight  or  dispatch  organizations. 

See  Case  338. 
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58.— INDUSTRIAL  AND  IMMIGRATION  BUREAUS 

This  account  includes  salaries  and  expenses  of  industrial  and  immi- 
gration agents,  exhibit  agents,  clerks,  and  assistants;  cost  of  exhibits; 
rent  and  cost  of  repairing  rented  offices;  telephone  service,  express  charges, 
office  expenses,  furniture,  supplies,  stationery,  postage,  advertising,  and 
other  expenses  of  a  similar  nature  incident  to  industrial  and  immigration 
bureaus;  also  expenses  of  experimental  farms  and  donations  to  expositions, 
incident  to  the  upbuilding  of  traffic,  other  than  those  provided  for  in 
account  ** Advertising"  and  premiums  and  donations  to  fairs  and  stock 
shows. 


59.— STATIONERY  AND  PRINTING 

This  account  includes  the  cost  of  all  stationery,  stationery  supplies, 
printing,  books,  and  blank  forms  (except  such  as  are  used  by  industrial  and 
immigration  bureaus)  used  in  connection  with  traffic  expenses.  (Dictionaries, 
periodicals,  technical  books,  etc.,  should  be  charged  to  account  "Super- 
intendence." 

The  following  is  a  list  of  the  more  important  items  chargeable  to  this 
account: 


Adding  machines, 

Arm  rests, 

Binders, 

Blank  books, 

Blank  cards, 

Blank  forms. 

Blank  paper. 

Blank  tablets, 

Blotters, 

Blotting  paper, 

Bristol  board, 

Calculating  machines, 

Calendars, 

Caligraphs, 

Carbon  paper. 

Cardboard, 

Cards, 

Circulars, 

Computing  tables. 

Copy  (impression)  books. 

Copying  brushes, 

Copying  presses, 

Crayons, 

Cyclostyles, 

Dating  stamps  and  ribbons. 

Duplicators, 

Electric  pens. 

Envelopes, 

Erasers,  rubber  and  steel, 

Eyelets, 

Eyelet  punches. 

Forms, 

Glass  pens, 

Ucktographs, 


Indexes, 

Ink,  for  writing  and  draw- 
ing. 

Inkstands, 

Invoice  books. 

Legal-cap  paper, 

Letter  paper. 

Manifold  paper, 

Manifold  pens, 

Mimeographs, 

Mucilage, 

Mucilage  brushes, 

Neostyles, 

Note  paper. 

Notices, 

Numbering  stamps. 

Oil  paper. 

Orders, 

Paper, 

Paper  baskets, 

Paper  clips, 

Paper  cutters. 

Paper  fasteners, 

Paper  files. 

Paper  weights, 

Papyrographs, 

Passes, 

Pencils,  for  writing  and  draw- 
ing. 

Pencil  sharpeners. 

Penholders, 

Pens,  for  writing  and  draw- 
ing, 

Penracks, 


Pins, 

Postage, 

Printed  cards, 

Printed  tablets. 

Punches  (not  conductors'  or 

baggagemen's) , 
Rubber  bands. 
Rubber  stamps. 
Rulers, 
Ruling  pens, 
Scrapbooks, 
Sealmg  wax. 
Seals, 
Shears, 
Shipping  tags, 
Shorthand  notebooks, 
Sponges, 
Sponge  cups, 
Stamps,  impression. 
Stylographs, 
Tablets, 
Tape, 

Telegraph  blanks. 
Tissue  (impression^  paper. 
Typewriters  and  nbSons, 
Wastebaskets, 
Water  colors. 
Water  holders. 
Wage  tables. 
Wrapping  paper. 
Wringers  for  copying 
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Tariffs. — Cost  of  printing  freight  and  passenger  tariffs,  classifications, 
supplements,  and  rate  and  division  sheets. 

See  Case  244. 

[INSURANCE]* 

60.— OTHER  EXPENSES 

This  account  includes  all  expenses  in  connection  with  traffic  expenses  not 
properly  chargeable  to  other  ** Traffic  Expenses"  accounts. 


IV.  TRANSPORTATION  EXPENSES 

61.— SUPERINTENDENCE 

This  account  includes: 

Pay  of  officers. — Pay  of  vice-president  and  assistant  general  manager 
and  assistant  when  directly  in  charge  of  transportation,  director  of  operation, 
manager  of  transportation,  general  superintendent  of  transportation,  super- 
intendent of  transportation,  general  superintendent,  superintendent,  division 
and  assistant  superintendent,  superintendent  of  car  service,  lost-car  agent, 
chief  special  agents,  train  master,  assistant  train  master,  road  foreman  of 
locomotives,  travehng  locomotive  engineer,  traveling  locomotive  fireman, 
members  of  examining  boards,  superintendent  of  mail  service,  traveling  train 
and  station  inspectors,  air-brake  instructor,  superintendent  of  transfer 
stations,  and  other  officers  engaged  exclusively  in  the  transportation  depart- 
ment. 

Pay  of  clerks  and  attendants. — Pay  of  chief  and  other  clerks  in  offices 
and  porters  and  attendants  in  offices  and  on  special  cars  of  officers  whose  pay 
is  charged  to  this  account. 

Office  and  other  expenses. — Rent  and  cost  of  repairing  rented  offices; 
telephone  service,  telegraph  messages,  and  cost  of  heat,  Ught,  ice,  water, 
furniture,  and  supphes  (except  stationery  and  printing),  such  as  atlases, 
dictionaries,  directories,  maps,  and  periodicals  for  offices  of  officers  whose 
pay  is  charged  to  this  account;  incidental  office  and  travehng  expenses  of 
such  officers  and  their  clerks;  cost  of  provisions  for  and  expenses  of  special 
cars  when  used  by  them  and  cost  of  running  special  trains  for  officials  men- 
tioned; also  premiums  of  fidelity  bonds  of  such  officers  and  their  assistants. 
Subscriptions  to  newspapers. 

Note. — When  oflBcers  and  others,  above  enumerated,  have  supervision  over  other 
departments  also,  their  salaries  and  expenses  should  be  apportioned  equally  between  the 
departments    over    which    they    have    jurisdiction. 

See  Cases  62,  254,  330,  331,  389,  445,  616,  634. 

*  This  account  is  eliminated,  cost  of  all  insurance  to  be  charged  to  primary  account 
No.  110,  "Insurance,"  under  general  account,  "General  Expenses." 
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62.— DISPATCHING  TRAINS 

This  account  includes  pay  of  chief  train  dispatchers,  their  clerks  and  attend- 
ants; pay  and  expenses  of  train  dispatchers  and  their  copying  operators, 
and  all  incidental  office  expenses;  pay  and  expenses  of  operators  on  line 
whose  duties  are  confined  exclusively  to  train  movement. 

Note. — Pay  of  operators  who  perform  station  service  work  also  should  be 
charged  to  account  '*  Station  employee^.** 

See  Cases  G3,  251. 

63.— STATION  EMPLOYEES 

This  account  includes: 

Agents,  clerks,  and  attendants. — Pay  of  freight  and  ticket  agents  in 
charge  of  stations,  docks,  wharves,  and  piers;  relief  agents,  assistant  agents, 
express  agents,  depot  or  station  masters,  assistant  depot  or  station  masters, 
station  passenger  and  baggage  agents,  cashiers,  station  accountants,  clerks, 
telephone  and  telegraph  operators  at  stations,  car  clerks,  messengers,  col- 
lectors, ticket  examiners,  ticket  receivers,  and  ticket  collectors  at  stations 
(but  not  ticket  exchangers  or  collectors  on  trains),  station  foremen,  train 
callers  directing  passengers  to  trains,  station  baggagemen,  janitors,  porters, 
ushers,  station  gatemen  (but  not  crossing  gatemen),  employees  in  information 
bureaus,  package  and  parcel  rooms;  matrons,  maids,  policemen,  watchmen, 
and  detectives;  also  payments  for  time  of  customs  inspectors  at  stations. 

Labor  at  stations. — Pay  of  warehousemen,  freight-house  foremen, 
freight  callers,  freight  loaders  and  unloaders,  tallymen,  dehverjrmen,  car 
sealers,  weighmasters,  truckmen,  scalemen,  coopers,  station  cleaners,  check- 
men,  handlers,  teamsters,  stevedores,  longshoremen,  employees  at  coal-dock 
terminals,  enginemen  for  stationary  engines  operating  station  heating  and 
lighting  plants  or  elevators  in  passenger  or  freight  stations  or  operating 
freight  carriers  on  docks,  wharves,  and  piers  to  convey  freight;  employees 
attending  electric  Ughts,  carrying  and  weighing  mail  at  stations;  transferring 
freight  at  stations  for  whatever  reason;  picking  up,  straightening,  and  re- 
loading lumber  and  other  shipments  on  cars,  weigliing  cars,  loading,  imloading, 
feeding,  and  watering  stock,  labor  at  stock  [yards],  pens  (other  than  repairs), 
ordinary  cleaning  of  station  grounds  performed  by  station  cleaners,  removing 
snow  and  ice  from  station  platforms,  walks,  and  stock  [yards],  pens,  and 
disinfecting  at  stations  and  stock  [yards],  pens.  Pay  of  employee  stending 
switch  lamps  not  at  terminals.  Payments  to  elevator  companies  for  trans- 
ferring grain  en  route;  payments  to  other  companies  and  individuals  for 
loading  and  unloading  sand  and  other  commercial  freight  under  contract  or 
otherwise. 

Note. — This  account  should  not  include  the  pay  or  expenses  of  telegraph  and  telephODe 
operators  provided  for  under  accounts  "Dispatching  Trains"  and  "Telegraph  and  Tde- 
phone — Operation"  or  pay  or  expenses  of  employees  provided  for  under  accounts  "[8todi 
Yards  and  Grain  Elevators"  and]  "Coal  and  Ore  Docks,"  or  those  engaged  in  "Outside 
Operations." 

See  Cases  64,  Go,  66,  67,  196,  197,  198,  199,  251,  267,  300,  341,  472,  617,  694,  €$8. 
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64.~WEIGHING  AND  CAR-SERVICE  ASSOCIATIONS 

This  account  includes  expenses  of  weighing  and  inspection  bureaus  and 
car-service  associations. 

See  Case  301. 

[STOCK  YARDS  AND  GRAIN  ELEVATORS]* 

See  Case  67,  Accounting  Bulletin  No.  1. 

65.— COAL  AND  ORE  DOCKS 

This  account  includes  pay  of  employees  and  cost  of  supplies  and  all  other 
expenses  incurred  in  operating  coal  and  ore  docks,  which  are  not  operated 
as  "Outside  Operations." 

See  Cases  66,  135,  487. 

66— STATION  SUPPLIES  AND  EXPENSES 

This  account  includes: 

Heating. — Cost  of  fuel,  water,  steam,  and  supplies  used  in  heating 
stations,  waiting  rooms,  freight  and  passenger  offices,  and  other  station 
buildings. 

Lighting. — Cost  of,  or  payments  for,  lighting  streets  and  stations,  gas, 
oil,  electric  current,  carbons,  incandescent  lamps,  and  other  supplies  used  in 
lighting  stations,  waiting  rooms,  freight  and  passenger  offices,  and  other 
station  buildings  and  street  approaches  thereto,  and  passenger  foot  bridges 
and  subways  at  stations. 

Other  expenses. — Rent  of  station  buildings;  cost  of  furniture  and 
renewals  and  repairs  thereof;  telephone  service,  express  charges,  suppUes, 
hand  implements  for  handling  freight  and  baggage  at  stations,  power  for 
freight  and  passenger  elevators,  oil  and  wicking  used  in  lanterns  of  watch- 
men (except  track  watchmen)  or  other  employees  in  or  about  stations: 
supplies  for  switch  lamps  at  points  where  no  regular  switching  service  is 
maintained;  incidental  expenses  of  station  employees;  uniforms,  uniform 
trimmings  and  badges  for  station  employees,  material  used  at  stations  for 
packing  freight;  payments  for  transferring  mail;  horses  and  vehicles  for 
station  use,  livery,  and  shoeing  horses;  feed  and  water  for  stock  when  carrier 
is  responsible;  payments  to  warehouse  companies  for  storage  of  freight; 
cleaning  privy  vaults. 

Payments  for  water,  washing  towels,  sprinkUng  about  stations;  rents  for 
use  of  automatic  weighing  and  recording  attachments  for  scales;  also  pre- 
miums on  fidelity  bonds  of  agents  and  other  station  employees,  and  those 
covering  merchandise  transported ;  licenses  for  ticket  agents,  agents'  expenses 
reports  of  commercial  standing,  and  membership  fees  in  agents'  associations' 

*  This  account  is  eliminated,  all  expenses  on  account  thereof  to  be  classified  as  "Outside 
Operations." 
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The  following  is  a  list  of  the  more  important  articles  chargeable  to  thifl 
account: 


Atlases, 
Awnings, 
Axes, 

Baggage  checks. 
Barometers, 
Baskets, 
Bicycles, 
Blocking, 
Brooms, 
Brushes, 
Buckets, 
Bulletin  boards. 
Call  bells. 
Candles, 
Carpets, 
Car  seal  presses. 
Chains, 
Chairs, 

Chair  cushions. 
Chalk, 

Chamois  skins. 
Check  boxes. 
Check  racks, 
City  directories. 
Clocks, 
Coal  hods, 
Cold  chisels. 
Copy-press  stands, 
Counter  brushes. 
Counter  scales, 
Cups, 
Curtains, 
Cuspidors, 
Desks, 
Dippers 
Dusters, 
Electric  fans, 

Electric     lamps,     incandes- 
cent, 
Electric-light  supplies, 
Extinguishers,  hand, 
Feather  dusters, 
Files,  document, 
Fire  buckets, 
Flags. 
Floor  coverings, 


Gang  planks. 

Gas, 

Hampers, 

Harness, 

Hatchets, 

Hoes, 

Hooks, 

Horses, 

Hose, 

Hose  couplings. 

Ice, 

Ice  barrels, 

Ice  boxes. 

Ice  buckets, 

Ice  carts. 

Ice  tongs. 

Keys, 

Ladders  for  cleaning  and 
lighting, 

Lampblack 

Lamp  burners, 

Lamp  chimneys, 

Lamp  fittings. 

Lamp  globes, 

Lamp  mantels, 

Lamps,  not  permanently  at- 
tached to  buildings, 

Lanterns, 

Lantern  fittings, 

Lantern  globes, 

Letter  boxes, 

Mail  bags. 

Maps  and  cases. 

Marking  brushes. 

Marking  pots, 

Marline, 

Matches, 

Measures, 

Medical  boxes. 

Mirrors, 

Money  drawers, 

Nails  for  boxing. 

Newspapers, 

Oil, 

Oil  cans, 

Padlocks, 


PaUs, 

Pinch  bars. 

Rakes, 

Reflectors, 

Rolling  chairs  for  invalidlt 

Rubber  hose, 

Safes, 

Sawdust, 

Saws, 

Scoops, 

Scales,  portable, 

Scrubbing  brushes. 

Settees, 

Shovels, 

Sledges, 

Soap, 

Spades, 

Sponges, 

Sprinkling  cans, 

Stools, 

Stove  blacking, 

Stoves  and  stovepipe. 

Switch  keys. 

Tables, 

Tacks, 

Tarpaulins  (not  for  cars). 

Thermometers, 

Ticket  cases, 

Tongs, 

Tool  boxes. 

Torpedoes, 

Towels, 

Trucks, 

Twine, 

Typewriter  stands ' 

Wagons, 

Wash  basins 

Waste, 

Water  barrels, 

Water  bowls, 

Water  cans, 

Water  coolers, 

Water  pails, 

Wheelbarrows, 

Whisk  brooms, 

Wrenches. 


See  Cases  67,  68,  136,  197,  205,  236,  299,  313,  340,  447,  .508,  664,  628. 


67.— YARDMASTERS  AND  THEIR  CLERKS 

This  account  includes  pay  of  general  yardmaster,  yardmaster,  assistant 
yardmaster,  general  yard  foreman,  their  clerks  and  attendants,  and  of 
employees  engaged  in  caUing  yardmen,  passenger  and  freight  trainmen; 
also  pohcemen,  watchmen,  and  detectives  in  yard  service. 

Note. — This  account  and  the  following  nine  accounts,  "Yard  Conductors  and  Brake" 
men,"  "Yard  Switch  and  Signal  Tenders,  Yard  Supplies  and  Expenses,"  "Yard  Eiudne- 
men,"  "Enginehouse  Expenses — Yard,"  "Fuel  for  Yard  Locomotives,"  "Water  for  Yard 
Locomotives,"  "Lubricants  for  Yard  Locomotives,"  and  "Other  Supplies  for  Yard  Loco- 
motives," refer  only  to  yards  where  regular  switching  service  is  maintained. 
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68.— YARD  CONDUCTORS  AND  BRAKEMEN 

This  account  includes  pay  of  yard  conductors  or  yard  foremen  and  yard 
brakemen  or  yard  switchmen  engaged  in  passenger  and  freight  yard  and 
terminal  switching  service. 

69.— YARD  SWITCH  AND  SIGNAL  TENDERS 

This  account  includes  pay  of  employees  engaged  in  operating  signals  and 
interlocking  plants  in  yards  used  exclusively  for  the  government  of  the  move- 
ment of  yard  trains;  such  as  switch  tenders,  signalmen  (other  than  telegraph 
operators),  levermen,  batterymen,  stationary  engineers  and  firemen  operating 
air  compressors  furnishing  power  for  signals,  lampmen,  lamp  cleaners,  and 
lamplighters. 

See  Cases  76,  196,  468. 

70.— YARD  SUPPLIES  AND  EXPENSES 

This  account  includes  expenses  of  employees  named  under  account, 
"Yardmasters  and  their  Clerks,'*  cost  of  heating  and  lighting  their  offices 
and  other  supplies  furnished  therefor.  Supphes  furnished  yard  conductors  . 
and  brakemen,  supphes  for  all  switch  fights  and  for  interlocking  plants  of 
other  signal  appliances  at  terminals;  oil,  wicks,  etc.,  for  switch  lamps,  sema- 
phore lamps,  or  other  signals  and  lanterns;  switch  keys;  lubricants  for  yard 
switches;  flags,  switch  ropes  and  chains,  and  other  supplies  furnished 
employees  whose  wages  are  charged  to  accounts,  ''Yardmasters  and  their 
Clerks,"  '^Yard  Conductors  and  Brakemen,"  and  "Yard  Switch  and  Signal 
Tenders;"  payments  for  fighting  yards,  fuel,  and  supplies  for  heating  and 
lighting  yard  interlocking  or  other  signal  towers,  and  switch  tenders'  houses; 
also  other  similar  items. 

See  Cases  76(,  299. 

71.— YARD  ENGINEMEN 

This  account  includes  pay  of  engineers  and  firemen  engaged  in  passenger 
and  freight,  yard  and  terminal  switching  and  transfer  service. 

Note. — When  locomotives  are  engaged  in  both  Road  and  Yard  service,  the  pay 
of  enginemen  should  be  apportioned  between  the  Road  and  Yard  accounts 
oiT  the  basis  of  the  service  rendered.  This  does  not  apply  to  way  switching  bv 
locomotives  and  crews  in  road  service,  the  entire  pay  of  enginemen  for  which 
should  be  charged  to  Account  No.  80,  **  Road  Enginemen." 

72.— ENGINEHOUSE  EXPENSES— YARD 

This  account  includes  pay  of,  and  cost  of  suppfies  furnished  to  callers, 
(except  as  provided  for  in  account,  **  Yardmasters'  and  their  Clerks  "),  watch- 
men, and  [other]  employees  engaged  in  wiping,  cleaning,  firing  up,  dumping, 
boiler  washing,  cleaning  fire  boxes,  watching,  and  dispatching  locomotives; 
and  of  other  enginehouse  employees,  such  as  tool  checkers,  enginehouse 
cleaners,  cinder  pit  cleaners,  clinker  dumpers,  truck  packers,  turntable 
operators,  sand  dryers,  inspectors  of  smokestacks  and  ash  pans,  when  engaged 
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in  caring  for  locomotives  in  yard  or  terminal  service;   also  a  proportion  of 

wages  paid  enginehouse  foremen  and  their  clerks.    Pay  of  hostlers  and  helpers 

at  roundhouses;  rents  paid  for  use  of  stalls  in  roundhouses. 

Some  of  the  more  important  items  chargeable  to  this  account  are:  Boiled 

oil,  lampblack,  rags,  waste,  lye,  cleaning  and  polishing  compounds,  tools  for 

truck  packers  and  hostlers,  signal  hghts  on  turntables  and  transfer  tables  at 

enginehouses,  expenses  of  operation  of  such  tables,  by  power;   heating  and 

lighting  enginehouses  and  offices  in  them;    oil  for  lubricating  turntables; 

shovels,  wheelbarrows,  and  other  tools  for  cleaning  around  enginehouses  and 

handling  cinders;  rent  of  cinder  cars  used  at  cinder  pits;  hose  and  water  for 

cinder  pits  and  for  washing  out  boilers,  cupboards  in  enginehouses,  mec)ianical 

blowers  and  fire  lighters  for  starting  locomotive  fires. 

Note. — When  enginehouse  expenses  are  incurred  jointly  for  yard  and  road  locomotives 
they  should  be  apportioned  on  basis  of  number  of  locomotives  of  each  class  handled. 

See  Cases  163.  203,  288,  391. 

73.— FUEL  FOR  YARD  LOCOMOTIVES 

This  account  includes  cost  at  point  of  issue  of  coal,  coke,  oil,  wood,  and 

other  fuel  issued  to  yard  locomotives.     It  includes  cost  of  loading  into  tenders, 

proportion  of  pay  of  fuel  agents,  fuel  inspectors,  weighers,  and  clerks  engaged 

in  accounting  for  fuel  at  fuel  stations,  and  cost  of  wheelbarrows,  shovels, 

scoops,  picks,  and  other  tools  used  thereat. 

Note. — Repairs  and  renewals  of  coal  chutes,  buggies,  air  hoists,  pockets,  screens,  etc., 
should  be  charged  to  account  "Buildings  Fixtures,  and  Grounds,"] 

See  Case  402. 

74.— WATER  FOR  YARD  LOCOMOTIVES 

This  includes  the  cost  of  water  furnished  yard  locomotives,  including  the 
cost  of  labor  and  material  consumed  in  operating,  heating,  and  hghting  water 
stations;  gasohne,  oil,  waste,  gaaoline-engine  batteries,  thaw-out  hose,  rubber 
packing,  siphons  for  water  cars  and  locomotives,  iron  barrels  for  storing 
gasoline,  stoves,  stove  furniture,  coal,  chemicals,  and  other  compounds  injected 
into  locomotive  boilers  to  decrease  scale  formations  on  boiler  tubes;  operat- 
ing water  purifying  plants,  tools,  and  other  supplies  (when  not  chargeable  to 
account  "Roadway  Tools  and  Supplies");  also  such  items  as  breaking  ice 
in  water  tanks,  thawing  out  tank  spouts  and  water  cars,  keeping  fires  in 
tanks  and  water  cars  to  prevent  freezing,  shoveling  snow  in  locomotive  tenders, 
temporary  connections  between  water  cars  and  locomotive  tenders;  also 
amounts  paid  for  water  furnished  for  locomotives,  including  rent  of  ponds, 
lakes,  sluices,  or  other  sources  of  water  supply  for  this  purpose,  and  right  of 
way  for  pipe  hues.  Proportion  of  pay  of  superintendent  of  water  service 
engaged  in  connection  with  water  supply  for  locomotives. 

\Note. — The  apportionment  of  water  as  between  yard  and  road  locomotives  should  be  on  the 
h<iHif<  of  the  relative  number  of  tender  tankn  taken.] 

Note. — The  apportionment  of  cost  of  water  as  between  yard  and  road  loco- 
motives should  be  based  on  the  relative  number  of  tons  of  coal  used  on  loco* 
motives  in  yard  and  road  service. 

See  Cases  74,  194,  201,  253,  458. 
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75— LUBRICANTS  FOR  YARD  LOCOMOTIVES 

This  account  includes  the  cost  of  valve,  engine,  and  car  oil,  grease,  waste, 
and  compounds  for  the  lubrication  of  locomotives  in  yard  service. 

76.— OTHER  SUPPLIES  FOR  YARD  LOCOMOTIVES 

This  account  includes  the  cost  of  headlight  and  signal  oil  and  wicks  used 
in  headlights,  signal  lights,  and  enginemen's  torches;  supplies  for  electric- 
Ught  dynamos  and  carbide  for  acetylene  gas  for  Ughts  on  locomotives  in  yard 
service;  also  the  cost  of  furniture,  tools,  and  other  movable  articles  and 
supplies  required  fully  to  equip  yard  locomotives  for  service. 

The  following  are  some  of  the  items  chargeable  to  this  account,  when 
furnished  for  use  of  yard  enginemen: 


Ash  hoes, 

Ash-pan  rods, 

Axes, 

Bars,  buggy. 

Bell  cords. 

Boxes  (portable), 

Brooms, 

Brushes, 

Buckets, 

Chimneys,  headlights. 

Chisels, 

ClinkerhookSt 

Crowbars, 

Files, 

Flags, 

Grate  shakers, 

Hammers, 

Handsaws, 

Hatchets, 


Hose  (not  air  brake,  air  sig- 
nal, or  steam), 
Hose  reels. 
Jacks, 
Jackscrews, 
Lamps  (signal  only). 
Lanterns  and  parts. 
Locks  for  portable  boxes. 
Matches, 

[Metallic  packing,] 
Oilers, 
Oil  cans. 
Packing  hooks, 
Packing  spoons, 
Picks, 
Pinch  bars, 
Plugging  bars, 
Pokers, 
Saws, 


Scoops, 

Shovels, 

Slash  bars. 

Sledges, 

Soap, 

Switch  chains. 

Switch  keys. 

Switch  ropes, 

Switch  poles. 

Thaw-out  ho9e. 

Tool  boxes  (portable). 

Torches, 

Torpedoes, 

Waste, 

Water  buckets. 

Water  coolers. 

Wrecking  frogs. 

Wrenches. 


Note. — For  cost  of  sand,  see  account  "Other  Supplies  for  Road  Locomotives." 
See  Cases  256,  299. 

77.— OPERATING  JOINT  YARDS  AND  TERMINALS— DR. 

This  account  includes  a  carrier's  proportion  of  costs  incurred  to  operate 
joint  yards,  terminals,  including  interlockers,  and  other  facilities  at  such 
joint  yards  and  terminals  [except  joint  tracks]  operated  by  other  companies. 

Note. — The  purpose  of  this  account  is  to  show  the  amounts  accruing  against  a  carrier 
for  its  proportion  of  the  expense  of  operating  joint  yards  and  terminals  operated  by  other 
companies,  but  in  the  joint  use  of  which  a  carrier  participates.  The  bill  rendered  by  any 
creditor  against  a  debtor  for  the  latter's  proportion  of  expense  of  operation  of  joint,  facilities 
should  show  the  distribution  of  the  total  charge  among  the  general  accounts  as  made  by 
the  creditor  and  such  distribution  should  be  adhered  to  by  the  debtor. 

See  Cases  74,  116.  117,  120,  121,  275. 


78.— OPERATING  JOINT  YARDS  AND  TERMINALS— CR. 

This  account  includes  the  proportion  of  costs  incurred  to  operate  joint 
yards,  and  terminals,  including  interlockers,  and  other  facilities  [except  joint 
tracks]  operated  by  a  carrier,  chargeable  to  other  [companies,]  carriers. 
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Note. — The  purpose  of  this  account  is  to  show  the  amounts  accruing  in  favor  of  a 
carrier  against  otncr  companies  for  their  proportion  of  the  expense  of  operating  joint  yards 
and  terminals  operated  by  a  carrier,  but  in  the  joint  use  of  which  otner  companies  par- 
ticipate. The  bill  rendered  by  any  creditor  against  a  debtor  for  the  latter's  proportion 
of  expense  of  operation  of  joint  facilities  should  show  the  distribution  of  the  total  charge 
among  the  general  accounts  as  made  by  the  creditor,  and  such  distribution  should  be 
adhered  to  by  the  debtor. 

79— MOTORMEN 

This  account  includes  pay  of  motormen  while  engaged  in  running  electric 
locomotives  or  cars  (except  those  engaged  in  work-train  service)  or  while 
deadheading  in  connection  therewith;  also  pay  and  expenses  of  motormen 
engaged  in  piloting  electric  trains  or  cars  over  home  lines. 

Note. — When  carriers  operating  electric  divisions  desire  to  subdivide  this 
account,  appropriate  accounts  as  prescribed  in  the  Classifications  of  Operating 
Expenses  for  Electric  Railways  should  be  used. 

See  Case  202. 

80.— ROAD  ENGINEMEN 

This  account  includes  pay  of  engineers  and  firemen  while  engaged  in 
revenue-train  service  or  while  deadheading  in  connection  therewith. 

Note  A. — Pay  of  engineers  and  firemen  on  locomotives  engaged  in  work-train  service 
should  be  charged  as  a  part  of  the  work  on  which  engaged. 

Note  B. — When  locomotives  are  engaged  in  both  road  and  yard  service  the  pay 
of  enginemen  should  be  apportioned  between  the  Road  and  Yard  accounts  on  the 
basis  of  the  service  rendered.  This  does  not  apply  to  way  switching  by  locomo- 
tives and  crews  in  road  service,  the  entire  pay  ifor  enginemen  for  which  should 
be  charged  to  this  account. 

See  Cases  54,  202. 

81.— ENGINEHOUSE  EXPENSES— ROAD 

This  account  includes  pay  of  and  supplies  furnished  to  callers,  watchmen, 
[and  other]  employees  engaged  in  wiping,  cleaning,  firing  up,  dumping,  boiler 
washing,  cleaning  fire  boxes,  watching,  and  dispatching  locomotives;  and  of 
other  enginehousc  employees,  such  as  tool  checkers,  enginehouse  cleaners, 
cinder  pit  cleaners,  chnker  dumpers,  truck  packers,  turntable  operators, 
sand  dryers,  inspectors  of  smokestacks  and  ash  pans,  when  engaged  in  caring 
for  locomotives  in  road  service;  pay  of  hostlers  and  helpers  at  roundhouses; 
also  a  proportion  of  wages  paid  enginehouse  foremen  and  their  clerks;  rents' 
paid  for  use  of  stalls  in  roundhouses. 

Some  of  the  more  important  items  chargeable  to  this  account  are:  Boiled 
oil,  lampblack,  rags,  waste,  lye,  cleaning  and  polishing  compounds,  tools  for 
truck  packers  and  hostlers,  signal  lights  on  turntables  and  transfer  tables  at 
enginehouses,  expense  of  operation  of  such  tables  by  power,  heating,  and 
lighting  enginehouses  and  offices  in  them,  oil  for  lubricating  turntables, 
shovels,  wheelbarrows,  and  other  tools  for  cleaning  round  enginehouses  and 
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handling  cinders;  rent  of  cinder  cars  used  at  cinder  pits;  hose  and  water 
for  cinder  pits  and  for  washing  out  boilers;  cupboards  in  enginehouses,  mechan- 
ical blowers  and  fire  lighters  for  starting  locomotive  fires. 

Note  A. — When  enginehouse  expenses  are  incurred  jointly  for  yard  and  road  loco- 
motives, they  should  be  apportioned  on  basis  of  number  of  locomotives  handled. 

Note  B. — Cost  of  enginehouse  expenses  on  locomotives  engaged  in  work-train  service 
should  be  charged  as  a  part  of  the  work  on  which  engaged. 

See  Cases  74,  163,  203.  288,  391. 

82.— FUEL  FOR  ROAD  LOCOMOTIVES 

This  account  includes  cost  at  point  of  issue  of  coal,  coke,  oil,  wood,  and 
other  fuel  issued  to  road  locomotives.  It  includes  cost  of  loading  into  tenders, 
proportion  of  payof  fuel  agents,  fuel  inspectors,  weighers,  and  clerks  engaged 
in  accounting  for  fuel  at  fuel  stations,  and  cost  of  wheelbarrows,  shovels, 
scoops,  picks,  and  other  tools  used  thereat. 

Note  A. — Repairs  and  renewals  of  coal  chutes,  buggies,  air  hoists,  pockets,  screens, 
etc.,  should  be  charged  to  account,  "Buildings,  Fixtures,  and  Grounds." 

Note  B. — Cost  of  fuel  issued  to  locomotives  engaged  in  work-train  service  should  be 
charged  as  a  part  of  the  work  on  which  engaged. 

See  Case  402. 

83.— WATER  FOR  ROAD  LOCOMOTIVES 

This  account  includes  the  cost  of  water  furnished  road  locomotives, 
including  the  cost  of  labor  and  material  consumed  in  operating,  heating,  and 
lighting  water  stations;  gasoUne,  oil,  waste,  gasohne-engine  batteries,  thaw- 
out  hose,  rubber  packing,  siphons,  for  water  cars  and  locomotives,  iron  barrels 
for  storing  gasoline,  stoves,  stove  furniture,  coal,  chemicals,  and  other  com- 
pounds injected  into  locomotive  boilers  to  decrease  scale  formations  on 
boiler  tubes;  operating  water-purifying  plants,  tools,  and  other  supphes  (when 
not  chargeable  to  account ." Roadway  Tools  and  Supplies");  also  such  items 
as  breaking  ice  in  water  tanks,  thawing  out  tank  spouts-  and  water  cars, 
keeping  fires  in  tanks  and  water  cars  to  prevent  freezing,  shoveling  snow  in 
locomotive  tenders,  temporary  connections  between  water  cars  and  locomo^ 
tive  tenders;  also  amounts  paid  for  water  furnished  for  locomotives, 
including  rent  of  ponds,  lakes,  sluices  or  other  sources  of  water  supply 
for  this  purpose,  and  right  of  way  for  pipe  lines.  Proportion  of  pay  of 
superintendent  of  water  service  engaged  in  connection  with  water  supply  for 
locomotives. 

[Note  A. — The  apportionment  of  water  as  between  yard  and  road  locomotives  should  he  on 
the  basis  of  the  relative  number  of  tender  tanks  taken.] 

Note  A. — The  apportionment  of  cost  of  water  as  between  yard  and  road  loco- 
motives should  be  based  on  the  relative  number  of  tons  of  coal  issued  on  loco- 
motives in  yard  and  road  service. 

Note  B. — Cost  of  water  and  expenses  of  water  supply  for  locomotives  engaged  in  work- 
train  service  should  be  charged  as  a  part  of  the  work  on  which  engaged. 

See  Cases  74,  194,  201,  253,  458. 
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84— LUBRICANTS  FOR  ROAD  LOCOMOTIVES 

This  account  includes  the  cost  of  valve,  engine,  and  car  oil,  grease,  waste, 
and  compounds  for  the  lubrication  of  locomotives  in  road  service. 

Note. — Cost  of  lubricants  for  locomotives  engaged  in  work-train  service  should  be 
charged  as  a  part  of  the  work  on  which  engaged. 

85.— OTHER  SUPPLIES  FOR  ROAD  LOCOMOTIVES 

This  account  includes  the  cost  of  headlight  and  signal  oil  and  wicks  used 
in  headUghts,  signal  lights,  and  enginemen's  torches;  suppUes  for  electric- 
light  dynamos  and  carbide  for  acetylene  gas  for  hghts  on  locomotives  in  road 
service;  also  the  cost  of  furniture,  tools,  and  other  movable  articles  and 
suppUes  required  fully  to  equip  road  locomotives  for  service;  fuel  for  sand 
dryers  and  cost  of  sand  and  of  loading  it  at  sand  pits;  wheelbarrows,  shovels, 
and  sand  screens  used  in  handling  sand  for  road  locomotives. 

The  following  are  some  of  the  more  important  items  chargeable  to  this 
account: 


Ash  hoes, 

Ash-pan  rods, 

Axes, 

Bars,  buggy. 

Bell  cords. 

Boxes  (portable). 

Brooms, 

Brushes, 

Buckets, 

Chimneys  (headlight). 

Chisels, 

Clinker  hooks. 

Crowbars, 

Files, 

Flags, 

Grate  shakers. 

Hammers, 

Handsaws, 

Hatchets, 


Hose  (not  air  brake,  air 

signal,  or  steam). 
Hose  reels, 
Jacks, 
Jackscrews, 
Lamps  (signal  only). 
Lanterns  and  parts. 
Locks  for  portable  boxes, 
Matches, 

[Metallic  packing]^ 
Oilers, 
Oil  cans, 
Packing  hooks. 
Packing  spoons, 
Picks, 
Pinch  bars. 
Plugging  bars, 
Pokers, 
iSand, 


Saws, 

Scoops, 

Shovels, 

Slash  bars. 

Sledges, 

Soap, 

Switch  chains. 

Switch  keys. 

Switch  ropes. 

Switch  poles, 

Thaw-out  hose. 

Tool-boxes  (portable), 

Torches, 

Torpedoes, 

Waste. 

Water  buckets. 

Water  coolers, 

Wrecking  frogs. 

Wrenches. 


Note  A. — Cost  of  other  supplies  for  locomotives  engaged  in  work-train  service  should 
be  charged  as  a  part  of  the  work  on  which  engaged. 

Nqte  B. — The  cost  of  sand  as  between  yard  and  road  locomotives  being  undetermincblc, 
the  entire  cost  of  sand  issued  to  all  locomotives  should  be  charged  to  this  account. 

See  Cases  75,  256,  299. 


86.— OPERATING  POWER  PLANTS 

This  account  includes: 

Pay. — Pay  of  employees  engaged  in  operating  electric  power  stations  and 
substations,  including  engine  rooms,  boiler  houses,  dynamo  or  power  houses, 
etc.,  such  as  engineers,  firemen,  electricians,  dynamomen,  oUers,  cleaners, 
coal  passers,  and  other  employees,  except  those  engaged  in  making  repairs 
and  renewals. 

Fuel. — ^All  expenditures  for  coal,  oil,  or  gas  used  as  fuel,  or  other  fuel, 
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including  freight  or  other  delivery  charges,  if  any,  and  labor  unloading  or 
stocking. 

Water. — Cost  of  water  used  to  produce  steam,  or  to  operate  a  water- 
power  plant,  including  pumping,  rent  of  ponds,  streams,  and  pipe  lines. 

Other  supplies  and  expenses. — Cost  of  lubricants,  oil,  waste,  grease, 
etc.,  used  on  engines,  shafting,  dynamos,  and  pumps;  also  carbon  brushes, 
fuses,  lamps,  and  other  supplies,  heat,  light,  and  other  expenses  not  elsewhere 
specified. 

Note  A. — This  account  includes  only  the  cost  of  operating  power  plants  for 
the  purpose  of  furnishing  power  for  the  propulsion  of  electric  locomotives,  cars, 
or  trains. 

Note  B. — When  carriers  operating  electric  divisions  desire  to  subdivide  this 
account,  appropriate  accounts  as  prescribed  in  the  Classification  of  Operating 
Expenses  for  Electric  Railways  should  be  used. 

See  Cases  59,  178,  180. 


87.— PURCHASED  POWER 

This  account  includes  all  payments  for  power  purchased  for  the  pro- 
pulsion of  electric  locomotives,  trains,  or  cars. 

88 —ROAD  TRAINMEN 

This  account  includes  the  pay  of  train  auditors,  conductors,  baggagemen, 
brakemen,  flagmen,  train  porters,  (except  on  cars  used  in  non-revenue  service) 
train  guards,  water  carriers,  and  other  trainmen  while  engaged  in  revenue- 
train  service,  or  deadheading  in  connection  therewith;  also  pay  of  pilots 
engaged  in  piloting  trains  over  home  hnes. 

Note  A. — Pay  of  trainmen  engaged  in  work-train  service  should  be  charged  as  a  part 
of  the  work  on  which  engaged. 

Note  B. — When  carriers  operating  electric  divisions  desire  to  subdivide  this 
account,  appropriate  accounts  as  prescribed  in  the  Classification  of  Operating 
Expenses  for  Electric  Railways  should  be  used. 

See  Case  202. 

89._TRAIN  SUPPLIES  AND  EXPENSES 

This  account  includes: 

Cleaning  cars. — Pay  of  car  cleaners;  also  employees  engaged  in  scrubbing 
the  outside  of  cars  at  car-cleaning  or  station  yards;  cost  of  hose  for  washing 
cars,  steam  hose,  and  fuel  for  heating  water  for  washing  cars,  water  used  for 
cleaning  cars,  compressed  air  for  cleaning  cushions  and  car  seats;  brooms, 
brushes,  soap,  modoc  and  other  liquids,  sponges,  and  all  other  material  for 
cleaning  and  disinfecting  cars. 

Heating  cars. — Pay  of  employees  engaged  in  handling  coal  for  heating 
cars  and  removing  ashes  from  stoves  in  cars;  stoves  and  heaters  for  temporary 
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use  in  freight  cars;  cost  of  hose  and  loose  or  movable  articles  connected  with 
heating  plants  at  stations  used  for  supplying  heat  to  cars;  fuel,  steam,  or 
other  heating  material;  expenses  of  boiler  plants  used  for  suppl3ring  heat  to 
cars  at  stations  and  yards. 

Lighting  cars. — Pay  of  employees  engaged  in  filling  and  cleaning  lamps 
for  lighting  cars;  cost  of  supplying  or  pumping  gas  into  cars  and  hose  used 
in  connection  therewith;  gas,  electric  current,  oil,  candles,  wicks,  globes, 
shades,  chimneys,  and  all  other  suppUes  used  in  hghting  cars;  supplies  and 
fuel  for  gas-pumping  plants,  gas-pump  engines,  gas  pumps,  carburetors,  and 
filling  cans  for  carburetors. 

IjUBrjcating  cars. 7— Pay  of  car  oilers;  also  employees  engaged  in  dis- 
tributing suppUes  for  lubricating  cars;  cost  of  tools,  such  as  packing  hooks 
and  irons,  dope  buckets,  oil,  grease,  waste,  wool,  and  other  supplies  used  in 
lubricating  cars.     (Except  work-train  cars.) 

Icing  and  watering  cars. — Pay  of  employees  engaged  in  icing  and  Water- 
ing cars;  cost  of  ice,  water,  and  tools,  such  as  buckets,  ladders,  and  hose 
used  in  icing  and  watering  cars;  also  cost  of  refrigeration  when  borne  by  the 
carrier.  To  this  account  should  be  credited  refrigeration  charges  collected 
from  other  companies  and  individuals. 

Detourin(}  trains. — Cost  of  temporary  use  of  tracks  of  other  com- 
panies, including  the  cost  of  pilot  service,  on  account  of  wrecks,  washouts, 
landshdes,  snow  blockades,  and  other  defects  of  tracks,  bridges,  or  tunnels.* 

Other  expenses. — Pay  of  attendants  keeping,  and  cost  of  supplies 
furnished,  bunk  rooms  for  engineers,  firemen,  and  trainmen;  contributions 
to  Y.  M.  C.  A.  and  similar  organizations,  including  pay  of  superintendents 
and  secretaries  of  reading  rooms;  cost  of  oil  and  wicking  for  train  signal 
lamps  and  for  lanterns  of  trainmen  (except  work  trainmen),  waste  for  clean- 
ing lamps  and  lanterns,  and  pay  of  employees  engaged  exclusively  in  cleaning, 
trimming,  and  filling  them;  cost  of  miscellaneous  supphes  furnished  cars  for 
the  purpose  of  protection  against  accidents  and  fires;  provisions,  supplies, 
or  board  for  passengers,  or  feed  for  hve  stock  on  snow-bound  trains  or  trains 
delayed  by  other  causes;  cost  of  bedding  for  stock  cars,  dunnage  furnished 
cars,  chains  for  securing  loads,  temporary  grain  doors,  temporary  lining  of 
freight  cars  for  carrying  freight  otherwise  liable  to  injury,  planking  cars  for 
shii)ments  of  billets  and  other  material,  boards  for  flooring  fruit  cars,  boards 
and  slats  to  fit  box  and  stock  cars  for  carrying  coal,  coke,  and  other  freight: 
safety  chains  for  holding  together  twin  and  triple  cars;  opening  ends  of  cars 
for  shipment  of  rails  and  structural  material;  transferring  passengers,  express 
matter,  baggage,  mail,  and  freight  on  account  of  defective  tracks,  bridges, 
or  tunnels;  premiums  on  fidehty  bonds  of  trainmen;  cost  of  apparatus  for 
testing  sight  and  hearing  of  engineers,  firemen,  and  trainmen;  imifOTms, 
uniform  trimmings,  and  biulges  for  trainmen;  laundry  work  for  cars;  cost  of 
removing  advertisements  from  cars;  also  cost  of  miscellaneous  supplies 
required  fully  to  equip  revenue  trains  for  service. 

The  following  is  a  fist  of  the  more  important  articles  chargeable  to  thia 
account; 
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Axes, 

Ice, 

Signs  on  cabooses. 

Beds,  bed  linen,  and 

Jacks, 

Sledges, 

blankets, 

Jackscrews, 

Soap, 

Bell  cords  (renewals). 

Lamp  boards, 

Straw  and  sawdus*; 

Brooms, 

Lantern  fixtures, 

Switch  chains, 

Brushes, 

Lanterns," 

Switch  keys, 

Bull's-eyes, 

Lumber  for  dunnage, 

Switch  ropes. 

Candles, 

Matches, 

Tin  boxes  for  trainmen, 

Chains, 

Medical  boxes. 

Torpedoes, 

Chimneys, 

Notices, 

Towels, 

Cold  chisels, 

Oil  cans. 

Trainmen's  lanterns. 

Conductors'  punches. 

Order  hoops. 

Train  signal  lamps, 

Cuspidors, 

Packing  hooks, 

Train  tool  boxes. 

Disinfecting  machines, 

Padlocks  and  custom  locks 

Tumblers, 

portable, 

on  cars, 

Ventilator  and  lamp  sticks, 

Fire  buckets, 

Pails, 

Water  buckets. 

Flags, 

Punches, 

Water  coolers. 

Fusees, 

Saws, 

Wrecking  frogs, 

Grease  buckets. 

Scoops,                           • 

Wrenches. 

Hammers, 

Shovels, 

Hatchets, 

Signal  boxes, 

See  Cases,  41,  245,  274,  281,  299,  621,  530,  5S8,  606,  611,  6H. 

90.--INTERLOCKERS,    AND     BLOCK    AND    OTHER     SIGNALS- 
OPERATION 

This  account  includes  pay  of  employees  engaged  in  operating  signals  and 
interlocking  plants  (other  than  those  exclusively  used  for  the  government  of 
the  movement  of  yard  locomotives  and  trains),  such  as  switch  tenders,  signal- 
men (other  than  telegraph  operators),  levermen,  batte'ymen,  stationary 
engineers  and  firemen  operating  air  compressors  used  in  connection  with 
signals;  lampmen,  lamp  cleaners,  and  lampUghters;  cost  of  supplies  used  in 
operating  signals  and  cost  of  fuel,  water,  Ught,  furniture,  and  suppUes  for 
signal  offices.  Cost  of  material  used  and  labor  expended  in  lubricating 
switches  and  signals,  except  those  at  terminals. 

Note. — Pay  of  employees  engaged  exclusively  in  operating  yard  signal  and  interlocker 
plants  should  be  charged  to  account  "Yard  Switch  and  Signal  Tenders," 

See  Cases  76,  204. 

91.— CROSSING  FLAGMEN  AND  GATEMEN 

This  account  includes  pay  of  street  and  highway  crossing  gate  keepers 
and  flagmen  and  cost  of  supplies  used  by  them;  also  amounts  paid  for  electric 
lights  at  street  crossings  not  at  stations  or  in  grounds. 

See  Case  269. 


92.— DRAWBRIDGE  OPERATION 

This  account  includes  all  labor  expended  in  the  operation  of  drawbridges, 
such  as  pay  of  bridge  tenders,  engineers,  of  stationary  engines  turning  draw- 
bridges, watchmen,  etc. ;  also  cost  of  suppUes  such  as  fuel,  oil,  lanterns,  water, 
waste,  boats,  stoves,  chairs,  brooms,  pails,  etc. 
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93.— CLEARING  WRECKS 

This  account  includes  all  expenses  of  clearing  wrecks  (except  wrecks  of 
work  trains,  which  should  be  charged  to  the  work  on  which  the  train  was 
engaged);  cost  of  material  used  and  labor  expended  in  replacing  wrecked 
equipment  upon  the  tracks,  and  the  attendant  expenses  of  the  wrecking 
trains  and  wrecking  tools  used  in  such  work;  cost  of  labor  building  tem- 
porary tracks  around  wrecks  and  removing  such  tracks;  payments  for  reload- 
ing or  transferring  freight,  passengers,  express,  baggage,  and  mail;  pro- 
visions or  board  for  men  clearing  up  or  watching  at  wrecks.  Amounts  paid 
to  other  companies  for  use  of  engines,  derricks,  other  equipment,  and  crews 
on  wrecking  service. 

Train  service. — Pay  of  ^ram  enginemen,  trainmen,  and  engine- 
housemen;  cost  of  fuel,  stores,  and  other  supplies  for  train  locomotives 
and  cars;  cost  of  oil  and  wicking  used  in  lanterns  of  train  enginemen 
and  trainmen  while  such  employees  and  equipment  are  engaged  in  clearing 
wrecks. 

Note. — The  cost  of  restoring  roadbed  and  tracks  to  original  condition  and  the  oort 
of  repairing  and  renewing  equipment  damaged  or  destroyed  in  wrecks  should  be  charged 
to  the  proper  "Maintenance  of  Way  and  Structures"  and  "Maintenance  of  EkiuipmeDt" 
accounts. 

Sec  Cases  54,  243. 

94.— TELEGRAPH  AND  TELEPHONE— OPERATION 

This  account  includes: 

Operators  and  messengers. — Pay  of  telegraph  operators  and  messen- 
gers in  telegraph  and  relay  offices  other  than  those  employed  in  dis- 
patching   trains    and   those    located   at  stations   [who   also  perform  other  steMan 

work]. 

Telephones. — Pay  of  operators  and  messengers;  cost  of  chemicals^ 
coppers,  zincs,  and  other  supplies  for  charging  telephone  batteries;  costs  inci- 
dent to  the  use  of  telephone  cable  lines  and  conduits,  and  telephone  rents 
and  expenses  not  otherwise  provided  for. 

Other  expenses. — Pay  and  expenses  of  superintendent  of  telegraph,  his 
clerks  and  attendants,  and  incidental  office  expenses;  pay  and  expenses  of 
telegraph  censor;  cost  of  chemicals,  coppers,  zincs,  and  other  supplies  for 
charging  telegraph  batteries;  rent,  fuel,  Ught,  furniture,  and  other  supplies 
for  telegraph  offices;  bicycles  for  messengers;  excess  payments  to  telegraph 
companies;  cost  incident  to  rent  of  telegraph  conduits,  telegraph  lines,  and 
telegraph  poles  of  other  companies. 

• 

Note. — The  salaries  and  expenses  of  superintendents  and  assistant  supeiintendenta 
of  ^.elegraph  when  engaged  in  both  maintaining  and  operating  telegraph  and  telephone 
lines  should  be  charged  .'SO  per  cent  to  account  "Telegraph  and  Telephone  Lines  and 
nO  per  <!ent  to  account  "Telegraph  and  Telephone — Operation." 

Soe  Cases  43,  198. 
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95.— OPERATING  FLOATING  EQUIPMENT 

This  account  includes,  when  not  chargeable  to  "Outside  Operations"  : 

Steamboats  and  tugboats — superintendence  and  manning. — Pay  of 
ferry  superintendent,  his  clerks  and  attendants,  ferry  station  master,  ferry 
agents,  passenger  and  vehicle  ticket  sellers,  and  collectors,  bridgemen,  gate- 
men,  cleaners,  and  storekeepers  at  ferries,  and  all  employees  on  ferryboats, 
steamboats,  power  launches,  steam  lighters,  and  tugboats;  proportion  of  pay 
of  lighter  master,  his  clerks  and  attendants;  premiums  on  fidelity  bonds  of 
such  employees. 

Steamboats  and  tugboats — charters. — Cost  of  chartering  ferryboats, 
steamboats,  power  launches,  steam  lighters,  and  tugboats;  and  payments  for 
towage. 

Steamboats  and  tugboats — incidentals. — Cost  of  ropes,  mops,  brooms, 
soap,  brushes,  dusters,  pails,  hose,  globes,  wicks,  water,  gas,  oil,  tallow,  grease, 
waste,  lamps,  flags,  ice,  planks,  axes,  shovels,  trucks,  handspikes,  and  other 
supplies  and  tools  for  ferryboats,  steamboats,  power  launches,  power  lighters, 
and  tugboats;  pumping  out  boats  laid  up;  raising  sunken  boats;  removing 
ashes  from  boats;  removing  ice  from  around  ferry  bridge  pontoons;  trans- 
ferring passengers  in  case  of  accident;  inspecting;  electric  and  other  lighting 
on  boats  and  at  ferries;  expenses  for  wharfage;  payments  of  custom-house  or 
license  fees  and  for  damage  to  vessels  and  wharves  of  others  by  collision  or 
otherwise;  and  other  expenses  of  similar  nature. 

Barges,  car  floats,  and  canal  boats — superintendence  and  man- 
ning.— Pay  of  employees  on  barges,  car  floats,  canal  boats,  and  lighters;  and 
proportion  of  pay  of  lighter  master,  his  clerks  and  attendants. 

Barges,  car  floats,  and  canal  boats — charters. — Cost  of  char- 
tering barges,  car  floats,  canal  boats,  and  Ughters;  and  payments  for 
lighterage. 

Barges,  car  floats,  and  canal  boats — incidentals. — Cost  of  ropes, 
mops,  brooms,  soap,  brushes,  pails,  hose,  globes,  wicks,  oil,  water,  and  other 
supplies  for  barges,  car  floats,  canal  boats,  and  Ughters;  removing  cars  or 
car  trucks  lost  overboard  from  floats;  inspecting;  pumping  out  boats  laid 
up;  raising  sunken  boats;  transferring  cargoes  in  case  of  accident;  expenses 
for  wharfage;  payments  of  custom-house  and  license  fees  and  for  damage 
to  vessels  and  wharves  of  others  by  collision  or  otherwise;  and  other  expenses 
of  similar  nature. 

The  following  is  a  list  of  the  more  important  articles  chargeable  to  this 
account: 

Stores, 

Tablecloths, 

Tableware, 

Tallow, 

Trucks, 

Waste, 

Water, 

Wool, 

Wrenches. 


Axes, 

Ice, 

Bed  linen  and  blankets. 

Lamps, 

Commissary  supplies, 

Laundry, 

Cooking  utensils, 

Lines, 

Flags, 

Oil,       " 

Grease, 

Oilers, 

Handspikes  and  other  tools. 

Planks, 

Hatehets, 

Provisions, 

Hose  for  cleaning. 

Shovels, 
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Fuel. — Cost  of  fuel  used  on  steamboats,  power  launches,  power  lighters, 
ferryboats,  and  tugboats,  including  freight  charges  and  expenses  of  delivering 
fuel  on  boats. 

Elevation  and  longshore  labor. — Pay  of  bridgemen  at  transfer 
bridges,  watchmen,  longshoremen,  and  laborers  employed  at  wharves,  piers, 
and  docks  in  loading  and  imloading  Ughterage  freight,  loading  and  discharging 
cargoes,  and  in  operating  steam  or  other  power  for  same;  payments  for 
power  (not  furnished  by  the  company)  used  in  loading  and  discharging 
cargoes;  expenses  incident  to  heating  and  lighting;  cost  of  supplies  not 
chargeable  to  account  ** Station  SuppUes  and  Expenses"  used  in  connection 
with  operating  wharves,  piers,  and  docks,  and  power  and  supplies  for  trans- 
fer or  float  bridges. 

The  following  is  a  list  of  the  more  important  articles  used  at  float  bridges 
and  piers  in  connection  with  the  float  movement  of  freight  exclusively,  and 
supplies  furnished  float  master's  office,  chargeable  to  this  account: 


Brooms, 

Incandescent  lights. 

Shovels, 

Carbons, 

Lamps,  reflector. 

Soap, 

Chalk, 

Lanterns, 

Tacks, 

Coal  hods, 

Marline, 

Tallow, 

Coal  shovels. 

Matches, 

Torches, 

Cold  chisels, 

Oil, 

Towels, 

Crowbars, 

Oil  cans, 

Twine, 

Gas, 

Pails, 

Waste, 

Hammers, 

Pinch  bars. 

Water, 

Hatchets, 

Ropes, 

Water  coolers. 

Ice, 

Salt, 

Wheelbarrows. 

Ice  tongs. 

Scoops, 

Note. — Insurance  recovered  should  be  credited  to  this  account. 
See  Cases  137,  489. 

96.— EXPRESS  SERVICE 

This  account  includes,  when  not  chargeable  to  "Outside  Operations"  : 

Drivers  and  messengers. — Pay  of  express  messengers,  drivers,  and 
helpers;  pay  of  baggagemasters  handUng  express,  and  premiums  on  their 
fidelity  bonds;  cost  of  uniforms,  imiform  trimmings,  and  badges  for  express 
messengers,  drivers,  and  helpers. 

Horses  and  horse  keep. — Pay  of  stablemen  in  express  service;  rent  of 
stables;  cost  of  replacing  stock;  and  feeding  and  shoeing  stock. 

Wagons  and  harness. — Cost  of  repairing  and  renewing  wagons,  harness, 
and  automobiles  used  in  express  service. 

97.— STATIONERY  AND  PRINTING 

• 

This  account  includes  the  cost  of  stationery,  stationery  supplies,  printing, 
books,  and  blank  forms  used  in  connection  with  transportation  expenses. 
(Dictionaries,  periodicals,  technical  books,  etc.,  should  be  charged  to  account 
< '  Superintendence. " ) 
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The  following  is  a  list  of  the  more  important  items  chargeable  to  this 
account : 


Adding  machines, 
Addressographs  and  sup- 
plies, 
Arm  rests. 

Baggage  checks,  printed. 
Bills  of  lading. 
Binders, 
Blank  books. 
Blank  cards. 
Blank  forms, 
Blank  paper. 
Blank  tablets, 
Blotters, 
Blotting  paper. 
Blue  print  paper. 
Books  for  field  notes, 
Bristol  board, 
Calculating  machines. 
Calendars, 
Caligraphs, 
Carbon  paper. 
Cardboard, 
Cards, 
Circulars, 
Computing  tables. 
Copy  (impression)  books, 
Copying  brushes. 
Copying  presses. 
Crayons, 

Cross-section  books, 
Cross-section  paper. 
Cyclostyles, 

Dating  stamps  and  ribbons. 
Drawing  paper. 
Delivery  tickets. 
Duplicators, 
Electric  pens. 
Envelopes, 

Erasers,  rubber  and  steel, 
Eyelet  punches. 


Eyelets, 

Forms, 

Fuel  tickers. 

Glass  pens, 

Hektographs, 

Indexes, 

Ink,  for  writing  and  draw- 
ing, 

Inkstands, 

Invoice  books. 

Legal-cap  paper. 

Letter  paper. 

Manifold  paper. 

Manifold  pens. 

Mimeographs, 

Mucilage, 

Mucilage  brushes, 

Neostyles, 

Note  paper. 

Notices, 

Numbering  stamps, 

Oil  paper. 

Orders, 

Paper, 

Paper  baskets. 

Paper  chps. 

Paper  cutters. 

Paper  fasteners. 

Paper  files. 

Paper  weights, 

Papyrographs, 

Parchment  paper, 

Pencils  for  writing  and  draw- 
ing. 

Pencil  sharpeners, 

Penholders, 

Penracks, 

Pens,  for  writing  and  draw- 
ing. 

Pins, 


Postage, 

Printed  cards. 

Printed  tablets. 

Profile  books,  and  paper. 

Punches    (not   conductors'    or 

baggagemen's). 
Rubber  bands. 
Rubber  stamps. 
Rulers, 
Ruling  pens, 
Scrapbooks, 
Sealing  wax. 
Seals, 
Shears, 

Shipping  tags. 
Shorthand  notebooks. 
Sponges, 
Sponge  cups. 
Stamps,  impression. 
Stylographs, 
Tablets, 
Tape, 

Telegraph  blanks. 
Tickets, 
Ticket  stamps. 
Time-tables, 

Tissue  (impression)  paper. 
Tracing  cloth. 
Tracing  paper. 
Twine, 

Typewriters  and  ribbons. 
Wage  tables, 
-Wastebaskets, 
Water  colors. 
Water  holders, 
Waybills, 
Wrapping  paper, 
Wringers  for  copying  presses. 


See  Cases  155,  200,  341,  454. 

[INSURANCE]* 


98.— OTHER  EXPENSES 

This  account  includes  all  expense  in  connection  with  transportation  not 
properly  chargeable  to  other  "Transportation  Exi)enses"  accounts. 

See  Cases  77.  79.  80,  206,  218.  276,  461,  21S,  319,  S42,  343,  344,  400,  453,  611,  512^ 
622,  580,  597,  608,  612,  613,  6I4,  615,  623. 

99.— LOSS  AND  DAMAGE— FREIGHT 

This  account  includes  payments  for  loss,  damage,  delays,  or  destruction 
of  freight,  locomotives,  or  cars  when  waybilled  as  freight  {[hut  not]  including 
company's  material),  parcels,  or  express  intrusted  to  a  carrier  for  transpor- 

*  This  account  is  eliminated,  cost  of  all  insurance  to  be  charged  to  primary  account 
No.  110.  "Insurance,"  under  general  account,  "General  Expenses." 
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tation,  including  live  stock  received  for  shipment,  and  all  expenses  directly 
incident  thereto;  freight  in  transit  lost  overboard  from  lighters  (less  insuraace 
[recovered]  and  [net]  amount  recovered,  [received]  from  sale  of  unclaimed  and 
damaged  freight);  cost  of  repacking  and  boxing  damaged  merchandise  and 
other  property;  pay  and  expenses  of  employees  or  others  engaged  as  adjustera 
and  in  detecting  thieves;  and  services  and  expenses  of  employees  or  others 
while  engaged  as  witnesses  in  law  suits  in  connection  with  loss  and  damage 
cases.    Freight  charges  paid  other  carriers  on  loss  or  damaged  shipments. 

Note  A. — Expenses,  not  otherwise  provided  for,  in  connection  with  the  conduct  of  svrHs 
should  bo  charged  to  account  "Law  Expenses,"  but  the  amount  of  final  judgments,  includ- 
ing plaintiffs'  court  costs,  should  be  charged  to  this  account. 

Note  B. — The  pay  and  expenses  of  claim  adjusters,  clerks,  and  others  whoM 
pay  cannot  be  actually  allocated  to  anv  case,  should  be  divided  equally  among 
personal  injury  and  other  claims  over  which  tney  have  jurisdiction. 

See  Cases  8,  155,  279,  298,  588,  607,  626,  627,  638. 

100.— LOSS  AND  DAMAGE— BAGGAGE 

This  account  includes  payments  for  loss,  damage,  or  destruction  of 
baggage  and  other  personal  property,  including  clothing  carried  as  baggage, 
damage  to  clothing  worn  by  persons  not  in  accident;  and  all  expenses  directly 
incident  thereto,  including  services  and  expenses  of  employees  or  others  while 
engaged  as  witnesses  in  law  suits  in  connection  with  cases  involving  loaa 
or  damage  to  baggage,  less  insurance  recovered  and  net  amoimt  received 
from  sale  of  unclaimed  and  damaged  baggage. 

Note  A. — Expenses,  not  otherwise  provided  for,  in  connection  with  the  conduct  of 
suits  should  be  charged  to  account  "  Law  Expenses,"  but  the  amount  of  the  final  judgments 
including  plaintiffs*  court  costs,  should  be  charged  to  this  account. 

Note  B. — The  pay  and  expenses  of  claim  adjusters,  clerks,  and  others  whoss 
pay  cannot  be  actually  allocated  to  any  case  should  be  divided  equally  among 
personal  injury  and  other  claims  oirer  which  they  have  jurisdiction. 

See  Case  S86. 

101.— DAMAGE  TO  PROPERTY 

This  account  includes  payments  for  damages  to  or  destruction  of  crops, 
buildings,  lands,  fences,  vehicles,  or  any  other  property  (except  freight  and 
baggage  intrusted  for  transportation  and  except  also  stock  as  provided 
for  under  accoimt  "Damage  to  Stock  on  Right  of  Way"),  whether 'Occasioned 
by  fire,  collision,  or  otherwise,  less  insurance  recovered.  Payments  for 
damages  to  locomotives  or  cars  and  the  property  therein  of  another  company 
having  trackage  rights  caused  by  collision  of  trains;  and  cost  of  repairing 
damage  to  another  railway  company's  roadbed,  track,  or  equipment,  caused 
by  collisions  at  grade  crossings;  detecting  thieves,  detaining  vessels  at 
drawbridges  and  payment  of  fines  and  costs  on  account  of  blocking  street 
crossings;  also  pay  and  expenses  of  employees  and  other  witnesses  in  suits. 

Note  A. — Expenses,  not  otherwise  provided  for,  in  connection  with  the  conduct  of 
suits  should  be  charged  to  account  "Law  Expenses,"  but  the  amount  of  final  judgment, 
including  plaintiffs'  court  costs,  should  be  charged  to  this  account. 

Note  B. — The  pay  and  expenses  of  claim  adjusters,  clerks,  and  others,  whose  pay 
cannot  be  actually  allocated  to  any  case,  should  be  divided  equally  between  penoiuu 
injury  and  other  claims  over  which  they  have  jurisdiction. 

See  Cases  38,  314,  317,  392,  399,  471,  6S£. 
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102.— DAMAGE  TO  STOCK  ON  RIGHT  OF  WAY 

This  account  includes  payments  for  cattle  and  other  live  stock  killed  or 
injured  while  crossing  or  trespassing  on  the  right  of  way;  cost  of  removing 
and  burying  same;  pay  and  expenses  of  stock  claim  agents;  pay  and  expenses 
of  employees  and  other  witnesses  in  suits. 

Note  A. — Expenses,  not  otherwise  provided  for,  in  connection  with  the  conduct  of 
suits  should  be  charged  to  account  "Law  Expenses,"  but  the  amount  of  final  judgments, 
including  plaintiffs'  court  costs,  should  be  charged  to  this  account. 

Note  B. — The  pay  and  expenses  of  claim  adjusters,  clerks,  and  others,  .whose  pay 
cannot  be  actually  allocated  to  any  case,  should  be  divided  equally  between  personal 
injury  and  other  claims  over  which  they  have  jurisdiction. 

See  Cases  396,  5S2. 

103.— INJURIES  TO  PERSONS 

This  account  includes  all  expenses  incident  to  injuries  to  persons  when 
caused  directly  in  connection  with  transportation;  proportion  of  salaries  and 
expenses  of  physicians  and  surgeons,  expenses  of  undertakers,  nursing  and 
liospital  attendance,  medical  and  surgical  supplies,  artificial  limbs,  funeral 
expenses,  railway  and  carriage  fares  for  conveying  injured  persons  and 
attendants;  also  proportion  of  pay  and  expenses  of  claim  adjusters  and  their 
clerks,  and  pay  and  expanses  of  employees  and  others  called  in  consultation 
in  relation  to  the  adjustment  of  claims  coming  under  this  head.  Pay  and 
expenses  of  employees  and  others  while  attending  coroners'  inquests  or 
engaged  as  witnesses  in  law  suits  in  connection  with  personal  injury  cases. 

Note  A. — Expenses,  not  otherwise  provided  for,  in  connection  with  the  conduct  of 
suits  should  be  charged  to  account  "Law  Expenses,"  but  the  amount  of  final  judgments, 
including  plaintiffs'  court  costs,  should  be  charged  to  this  account. 

Note  B. — When  contributions  are  made  to  hospitals,  the  total  thereof  should  be  dis- 
tributed to  the  several  "Injuries  to  Persons"  accounts  as  follows:  25  per  cent  to  "Main- 
tenance of  Way  and  Structures,"  25  per  cent  to  "Maintenance  of  Equipment,"  and  50 
per  cent  to  "Transportation  Expenses." 

Note  C. — The  pay  and  expenses  of  claim  adjusters,  clerks,  and  others  whose  pay 
cannot  be  actually  allocated  to  any  case  should  be  divided  equally  between  personal 
injury  and  other  claims  over  which  they  have  jurisdiction. 

See  Cases  34,  35,  78.  79,  155,  164,  165.  310,  364,  S86,  419,  626,  532. 

104.— OPERATING  JOINT  TRACKS  AND  FACILITIES— DR. 

This  account  inchides  a  carrier\s  proportion  of  transportation  expenses 
inciured  in  the  use  of  joint  tracks,  interlockers,  and  other  facilities  (except 
as  provided  for  in  account  "  Operating  Joint  Yards  and  Terminals — ^Dr."), 

operated  by  other  companies. 

Note. — The  purpose  of  this  account  is  to  show  the  amounts  accruing  against  a  carrier 
for  its  proportion  of  the  expense  of  operating  joint  tracks  and  facilities  operated  by  other 
companies  but  in  the  joint  use  of  which  a  carrier  participates.  The  bill  rendered  by  any 
creditor  against  a  debtor  for  the  latter's  proportion  of  expense  of  operation  of  joint  facilities 
should  show  the  distribution  of  the  total  charge  among  the  general  accounts  as  made  by 
the  creditor,  and  such  distribution  should  be  adhered  to  by  the  debtor. 

See  Cases  116,  117,  120,  121,  268,  272,  275.  283,  492. 

105.— OPERATING  JOINT  TRACKS  AND  FACILITIES— CR. 

This  account  includes  the  proportion  of  transportation  expenses  incurred 
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in,  [for J  the  use  of  joint  traelcs,  interlockers,  and  other  facilities  (except 
provided  for  in   account  "  Operating  Joint  Yards  and  Terminals — ^Dr."), 

operated  by  a  carrier  chargeable  to  other  [companiesy]  carriers. 

NoTB. — The  purpose  of  this  account  is  to  show  the  amounts  accruing  in  favor  of  a  carrier 
against  other  companies  for  thcii>  proportion  of  the  expense  of  operating  joint  tracks  and 
facilities  operated  by  a  carrier  but  in  the  joint  use  of  which  other  companies  participate. 
The  bill  rendered  by  any  creditor  against  a  debtor  for  the  latter's  proportion  of  expense  of 
operation  of  joint  facilities  should  show  the  distribution  of  the  total  charge  among  the  general 
accounts  as  made  by  the  creditor,  and  such  distribution  should  be  adhered  to  by  the  debtor. 

See  Cases  116,  117,  120,  121,  268,  272,  275,  283,  492. 

V.  GENERAL  EXPENSES 
106.— SALARIES  AND  EXPENSES  OF  GENERAL  OFFICERS 

This  account  inchides: 

Salaries. — Pay  of  chairman  of  board,  president,  vice-president,  assistant 
to  the  president,  assistant  to  vice-president,  treasurer,  assistant  treasurer, 
local  treasurer,  assistant  to  the  treasurer,  secretary,  assistant  secretaries, 
treasurers  and  secretaries  of  branch  lines,  registrar  of  stock,  registrar  of  bonds, 
transfer  agent,  comptroller,  assistant  comptroller,  assistant  to  the  comp- 
troller, general  auditor,  auditor,  assistant  auditor,  and  all  subordinate  officers 
of  the  accounting  department,  freight  chiim  agent,  assistant  freight  claim 
agent,  general  accountant,  real  estate  agent,  assistant  real  estate  agent,  and 
tax  commissioner;  and  all  other  general  officers  not  otherwise  provided  for; 
salaries  and  fees  of  receivers.  Commissions  paid  to  land  and  tax  commission- 
ers in  lieu  of  salaries. 

Expenses. — This  account  includes  traveling  and  other  expenses  of  officers 
named  above,  and  supplies  for  special  cars  while  used  by  them,  and  cost  of 
nmning  special  trains  for  them;  membership  fees  of  general  officers  in  Rail- 
way and  other  associations. 

Note  A. — When  an  oflBcer's  duties  arc  restricted  to  an  individual  department,  his 
salary  and  expenses  should  be  charged  to  the  individual  department  under  account  "Supers 
intendence"  or  account  "Law  Expenses." 

Note  B. — When  officers  and  others,  above  enumerated,  have  supervision  over  other 
departments  also,  their  salaries  and  expenses  should  be  apportioned  equally  between  the 
departments  over  which  they  have  jurisdiction. 

Note  C. — The  pay   and  expenses  of  purchasing  agent,   assistant  purchasing  asent, 

stant  to  purchasing  agent,  general  storekeeper,  division  storekeeper,   and  their  cT 
should  be  charged  to  "Material "  account  through  clearing  account     Store  Expenses. 


.  expenses  of  purchasing  agent,   assistant  purchasing  aiEeiL.. 
asistant  to  purchasing  agent,  general  storekeeper,  division  storekeeper,   and  their  olerlu 

terial  "  account  through  clearing  account     Store  Ezpenaes." 
See  Cases  82,  255,  616. 

107 —SALARIES  AND  EXPENSES  OF  CLERKS  AND  ATTENDANTS 

This  account  includes: 

Clerks. — Pay  of  chief  accountants,  chief  and  other  clerks  of  the  officers 
specified  in  account  "Salaries  and  Expenses  of  General  Officers,"  cashiera, 
paymasters  and  their  clerks,  traveling  auditors,  traveling  accountants,  special 
agents,  inspectors  and  route  agents  of  the  accounting  department,  and  post- 
master, mail  clerks,  and  assistants  in  general  office. 

Attendants. — Pay  of  superintendent  and  assistant  superintendent  d 
general  officjc  building,  bank  messengers,  ushers  in  general  offices,  pumpmen. 
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watchmen,  messengers,  service-wagon  drivers,  stablemen,  janitors,  cleaners, 
elevator  conductors,  engineers  and  firemen  of  stationary  engines,  telephone 
operators  and  other  employees  in  connection  with  general  offices  not  pro- 
vided for  elsewhere;  also  pay  of  porters,  cooks,  etc.,  in  general  office  buildings 
and  on  special  cars  while  in  use  by  general  officers  and  general  office  em- 
ployees. 

Expenses. — This  account  incudes  traveling  and  other  expenses  of 
employees  named  above  and  supplies  for  special  cars  while  used  by  them; 
also  cost  of  running  special  trains  for  them. 

See  Cases  BIG,  SSS. 

108.— GENERAL  OFFICE  SUPPLIES  AND  EXPENSES 

This  account  includes  rent,  repairs  of  rented  buildings  and  fixtures 
therein,  alterations  of  partitions  and  fixtures;  furniture,  and  all  expenses 
and  suppUes  incident  to  the  heating,  Ugh  ting,  and  care  of  general  offices; 
cost  of  service  automobiles,  wagons,  and  harness,  and  expenses  of  repairing; 
cost  of  horses  and  horse  keep,  and  of  atlases,  directories,  and  other  books 
of  reference  for  general  office  use;  telephone  service,  express  charges,  tele- 
graph and  cable  tolls;  pajnments  for  local  messenger  service,  subscriptions 
for  newspapers  and  periodicals;  premimns  on  fidelity  bonds  of  general  office 
employees. 

See  Cases  51S,  534. 

109.— LAW  EXPENSES 

This  account  includes  pay  and  expenses  of  vice-president  and  assistants 
when  directly  in  charge  of  the  law  department,  all  counsel,  solicitors,  and 
attorneys,  their  clerks  and  attendants,  and  expenses  of  their  offices;  cost 
of  law  books,  printing  briefs,  legal  forms,  testimony,  reports,  etc.;  fees  and 
retainers  for  service  of  attorneys  not  regular  employees  of  a  carrier;  pay- 
ments to  arbitrators  for  the  settlement  of  disputed  questions;  costs  of  suits 
and  payments  of  special  fees,  notarial  fees,  and  witness  fees  not  provided  for 
elsewhere;  expenses  connected  with  taking  depositions,  and  all  law  and 
court  expenses  not  provided  for  elsewhere.  Cost  of  membership  in  asso- 
ciations the  object  of  which  is  to  protect  roads  in  respect  to  litigation  con- 
cerning the  use  of  patents. 

Sec  Cases  287,  310,  345,  607,  617. 

110.— INSURANCE 

This  account  includes  all  premiums  made  or  paid  by  a  carrier  to  its 
insurance  fund,  and  premimns  (except  reinsurance  premiums)  paid  by  it  to 
insurance  companies,  for  insuring  buildings  and  other  structures,  equip- 
ment of  all  classes,  other  property,  [or]  and  persons  against  loss,  damage, 

or  injury  by  fire,  accident,  or  other  causes,  [when  such  loss,  damage,  or  injury  would 
otherwise  be  chargeable  to  "General  Expenses.'*] 

Note  A. — The  premiums  paid  by  a  carrier  to  its  insurance  fund  should  be  credited  on 
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its  books  to  an  "Insurance  Fund"  account,  to  which  the  amount  of  all  claims  for  cUunagM 
to  the  property  covered  by  its  insurance  should  be  charged.  To  such  account  ah^ld 
be  charged  all  reinsurance  premiums  paid  insurance  compames,  and  to  it  should  be  creditMl 
all  amounts  recovered  from  insurance  companies  for  damage  to  property  reinsured  bjr 
them. 

NoTB  B. — Appropriations  made  by  a  carrier  to  its  insurance  fund  through  fyiftofll^ 
Account  should  be  credited  directly  to  its  "Insurance  Fund"  account. 

See  Cases  31,  181.  182.  6^9. 

111.— RELIEF  DEPARTMENT  EXpJlNSES 

This  account  includes  all  salaries  and  expenses  incurred  by  a  carrier  oom- 
pany  in  connection  with  operating  reUef  departments;  also  contribuiioiu 
made  by  a  carrier  to  such  department. 

See  Case    419. 

112.— PENSIONS 

This  account  includes  all  pensions  paid  to  retired  employees  and 
in  connection  therewith. 

See  Cases  208,  302. 


113.— STATIONERY  AND  PRINTING 

This  account  includes  cost  of  printing  annual  reports,  blank  books,  blank 
forms,  contracts,  leases,  bonds,  stock  certificates,  passes;  also  postage,  paper, 
stationery,  and  stationery  supplies  used  only  in  general  offices  and  not  charge- 
able to  other  accounts.  It  includes  cost  of  all  stationery  and  printing  of  the 
law  department,  except  cost  of  printing  briefs,  legal  forms,  testimony,  reports, 
etc. 

The  following  is  a  list  of  the  more  important  items  chargeable  to  thk 
account: 


Adding  machines, 
Addressographs  and  sup- 
plies, 
Arm  rests. 
Binders, 
Blank  books. 
Blank  cards, 
Blank  forms. 
Blank  paper, 
Blank  tablets. 
Blotters, 
Blotting  paper, 
Blue  print  paper, 
Bristol  board, 
Calculating  machines, 
Calendars, 
Caligraphs, 

Sarbon  paper, 
ardboard. 
Cards, 
Circulars, 
Computing  tables, 
Copy  (impression)  books, 
Copying  brushes, 


Copying  presses. 

Crayons, 

Cyclostyles, 

Dating  stamps  and  ribbons, 

Drawing  paper. 

Duplicators, 

Electric  pens, 

Envelopes, 

Erasers,  rubber  and  steel. 

Eyelet  punches. 

Eyelets, 

Forms, 

Glass  pens, 

Hecktographs, 

Indexes, 

Ink,  for  writing  and  drawing. 

Inkstands, 

Invoice  books. 

Legal-cap  paper. 

Letter  paper. 

Manifold  paper. 

Manifold  pens. 

Mimeographs, 

Mucilage, 


Mucilage  bruihes, 

Neostyles, 

Note  paper. 

Notices, 

Numbering  stamps. 

Oil  paper, 

Orders, 

Paper, 

Paper  baskets. 

Paper  clips. 

Paper  cutters. 

Paper  fasteners, 

Paper  files. 

Paper  weights, 

Papyrographs, 

Parchment  paper, 

Pencils,  for  writing  and  draW" 

ins> 
Pencil  sharpeners, 
Penholders, 
Penracks, 
Pens,  for  writing  and  dimv* 

ins. 
Pins, 
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Postage, 

Printed  cards, 

Printed  tablets, 

Punches    (not   conductors' 

baggagemen's), 
Rubber  bands, 
Rubber  stamps, 
Rulers, 
Ruling  pens, 
Scrapbooks, 
Sealing  wax. 


Seals, 
Shears,    . 
Shipping  tags, 
orShorthand  notebooks. 
Sponge  cups, 
Sponges, 

Stamps,  impression, 
Stylographs, 
Tablets, 
Tape, 
Telegraph  blanks, 


Tissue  (impression)  paper. 

Tracing  cloth. 

Tracing  paper. 

Twine, 

Typewriters  and  ribbons. 

Wage  tables, 

Wastebaskets, 

Water  colors. 

Water  holders. 

Wrapping  paper. 

Wringers  for  copying  presses. 


114.— OTHER  EXPENSES 


This  account  includes  incidental  expenses  only — that  is,  such  expenses  in 
connection  with  "General  Expenses"  as  are  not  properly  chargeable  t  any 
of  the  foregoing  accounts;  cost  of  pubUshing  notices  of  stockholders'  meet- 
ings, of  election  of  directors,  annual  reports  in  newspapers,  of  dividends 
declared,  and  of  other  corporate  and  financial  notices  of  a  general  character; 
fees  and  expenses  paid  to  directors;  also  contribution  to  funds  on  account 
of  catastrophes,  epidemics,  etc.  Donations  to  local  fire  departments;  cost  of 
exchange  on  checks  cashed  or  deposited  and  drafts  bought;  cost  of  draping 
stations. 

See  Cases  113,  207,  313,  347,  401,  448,  346,  591,  613,  622, 


115.— GENERAL    ADMINISTRATION     JOINT     TRACKS,     YARDS, 
AND  TERMINALS— DR. 

This  account  includes  a  carrier's  proportion  of  "General  Expenses" 
incident  to  maintaining  and  operating  joint  tracks,  yards,  terminals,  and 
other  faciUties  used  jointly,  operated  by  other  companies. 

Note. — The  purpose  of  this  account  is  to  show  the  amounts  accruing  against  a  carrier 
for  its  proportion  of  the  expense  of  general  administration  of  joint  tracks,  yards,  and 
terminals  administered  by  other  companies  but  in  the  joint  use  of  which  a  carrier  par- 
ticipates. The  bill  rendered  by  any  creditor  against  a  debtor  for  the  latter's  proportion 
of  expense  of  operation  of  joint  facilities  should  ihow  the  distribution  of  the  total  charge 
among  the  general  accounts  as  made  by  the  creditor,  and  such  distribution  should  be 
adhered  to  by  the  debtor. 

See  Cases  285,  629. 

116.— GENERAL    ADMINISTRATION     JOINT     TRACKS,     YARDS, 
AND  TERMINALS—CR. 

This  account  includes  the  proportion  of  "General  Expenses''  incident  to 
maintaining  and  operating  joint  tracks,  yards,  terminals,  and  other  faciUties 
used  jointly,  operated  by  a  carrier,  chargeable  to  other  companies. 

Note. — The  purpose  of  this  account  is  to  show  the  amounts  accruing  in  favor  of  a 
carrier  against  other  companies  for  their  proportion  of  the  expense  of  general  administra- 
tion of  joint  tracks,  yards,  and  terminals  administered  by  a  carrier  but  in  the  joint  use 
of  which  other  companies  participate.  The  bill  rendered  by  any  creditor  against  a  debtor 
for  the  latter's  proportion  of  expense  of  operation  of  joint  facilities  should  show  the  dis- 
tribution of  the  total  charge  among  the  general  accounts  as  made  by  the  creditor,  and  such 
distribution  should  be  adhered  to  by  the  debtor. 

See  Cases  285,  629, 
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ABRIDGED. 


IXTRODUCTORY  LETTER 


ISTEBSTATK   COMICEBCK  COXlfUSIOX, 

Dinsiox  or  Statistics  axd  Accouxts* 

Wmskington,  Jmrns  15,  1909. 

To  Carriers: 

OutMiHe  ofH^rations  are  facilities  operated  or  services  rendered  by  a  imQ.* 
waj  other  than  th#>se  incirlental  to  transportation  bj  rail,  the  leTenues  sad 
expenses  of  which,  if  i Deluded  in  the  carrier's  accounts  dealing  with 
fiortation  by  rail,  would  impair  the  significance  of  statistics  prepared 
such  ac^;ounts.     Miscellaneous  receipts  and  expenditures!,  iriien  no  serviee  ii 
IHirformcMf  fhould  not  l>e  treated  as  outside  operations. 

The  purpose  of  these  accounts  is  to  segregate  from  the  aeeounts  of 
portation  by  rail  the  revenues  and  expenses  of  all  services  not 
incident  to  such  transportation  and  not  necessarily  rendered  by  all 
operating  under  similar  conditions.  '^  Transportation  by  rail  "  inelndea 
the  receipt,  transportation,  and  delivery  of  traffic,  such  storage  of 
as  is  nvcMHHury  to  the  operation  of  the  railway,  all  special  facilities 
Mary  for  the  handling  of  special  classes  of  traffic,  such  as  coal  and  ore 
docks,  coal  transfers,  and  facilities  for  the  receipt  and  delivery  of  live  stoek, 
and  such  ear  ferries  as  arc  actual  substitutes  for  bridges  and  tunnels.  It 
does  not  ineliide  Io(!al  collection  and  delivery  (except  switching),  or  traiuh 
poriati(m  by  water,  except  car  ferries  as  above  provided. 

This  clasHification  is  to  be  used  by  carrier  companies  subject  to  the  aet 
to  regulate  commerce  (including  switching  and  terminal  companies)  eon- 
ducting  outside  operations  in  addition  to  furnishing  transportation  by  raiL 
It  is  not  intended  to  cover  operations  similar  to  those  herein  enumerated 
which  are  conducted  by  separately  incorporated  companies  other  than  xaO- 
way  couif)ani(iH,  even  though  the  ownership  or  control  of  such  separately 
inc()rporat<Ml  companies  be  vested  in  a  carrier  by  rail. 

316 
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When  a  carrier  operates  two  or  more  outside  operations  of  the  same 
class,  separate  accounts  may  be  kept  for  each,  at  the  carrier's  option. 

The  rule  which  should  govern  in  determining  what  items  of  expenses 
should  be  charged  to  outside  operations  is  that  the  rail  expense  accounts 
should  show  the  full  and  true  cost  of  conducting  transportation  by  rail, 
even  though  such  disposition  results  in  an  incomplete  or  partial  state- 
ment of  the  cost  of  conducting  the  outside  operation.  No  charge  should 
be  made  to  outside  operations  if  the  effect  of  such  charge  would  be  to 
relieve  the  rail  operation  of  an  expense  that  would  be  charged  against 
it  if  no  outside  service  were  operated.  The  pay  of  officers  exercising 
jurisdiction  over  outside  operations  and  the  expenses  of  their  offices, 
the  pay  of  employees,  and  other  general  expenses,  are  chargeable  to  the 
outside  operation  only  so  far  as  they  are  occasioned  by  it  and  are  in 
addition  to  the  expenses  of  the  rail  operation. 

When  a  specific  charge  is  made  for  the  service  or  commodity  fur- 
nished by  the  outside  operation,  such  charge  constitutes  the  revenue  of 
the  operation.  When  the  through  rate  contains  an  arbitrary,  division, 
or  allowance  intended  to  cover  the  service  of  the  outside  operation 
exclusively,  such  arbitrary,  division,  or  allowance  is  to  be  considered  the 
revenue  of  the  operation,  and  is  to  be  apportioned  on  local  as  well  ai 
through  business. 

Charges  against  the  operating  carrier  for  services  or  product  should 
bo  at  cost,  and  should  be  credited  to  the  account  entitled  **  Other  Oper- 
ations— Cr.,  *'  which  has  been  introduced  in  operating  expenses  of  outside 
operations  for  that  purpose.  Whenever  a  credit  is  made  to  that  account, 
a  charge  of  like  amount  should  invariably  be  made  to  the  appropriate 
operating  expense  account  of  the  rail  department  or  of  some  other  out- 
side operation. 

The  maintenance  of  facilities  for  transportation  or  other  service,  or 
distinct  portion  thereof,  assigned  exclusively  to  an  outside  operation,  should 
devolve  upon  the  outside  operation  when  separable  from  the  expense  of 
maintaining  the  railway.  The  maintenance  of  facilities  not  so  separable 
should  be  borne  by  the  railway  when  employed  only  incidentally  by  the 
outside  operation,  and  by  the  outside  operation  when  employed  only 
incidentally  by  the  railway. 

Tt  should  be  noted  that  for  Outside  Operations  Nos.  10  to  21,  inclusive, 
only  general  accounts  have  been  prescribed.  Carrier!  are  at  liberty  to  sub- 
divide the  general  accounts  here  given,  but  if  this  option  is  exercised  a 
statement  of  the  primary  accounts  adopted  should  be  filed  in  the  office  of 
the  Division  of  Statistics  and  Accounts  of  the  Interstate  Commerce  Com- 
mission. Carriers  are  also  at  liberty  to  lubdivide  the  primary  accounts 
prescribed  for  Outside  Operations  Nos.  1  to  9,  inclusive,  but  notice  thereof, 
with  a  statement  of  the  subprimary  accounts,  should  be  filed  in  the  office 
of  the  Division  of  Statistics  and  Accounts. 

a 

For  operations  not  covered  by  specific  classifications  a  '  *  Miscellaneous  ' ' 
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classification  has  been  provided.  Under  this  heading  may  be  kept  accounts 
for  water  plants,  cotton  compress  plants,  wood  preserving  plants,  hoiqpitalSy 
tie  elevators,  and  all  other  outside  operations  not  otherwise  provided  for. 
A  separate  set  of  revenue  and  expense  accounts  should  be  kept  for  eaeh 
operation  conducted,  and  a  statement  of  such  accounts  together  with  the 
primary  accounts,  if  any,  adopted  by  the  carrier  in  connection  therewith, 
should  be  filed  in  the  office  of  the  Division  of  Statistics  and  Accounts. 


TABLE  OF  OPERATIONS 
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2.  Ferry  Lines 320 

3.  Harbor  Terminal  Transfers 322 
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19.  Cold-Storage  Plants 332 

20.  Commercial  Ice-Supply  Plants 333 

21.  Public  Toll-Bridge  Service 333 

Miscellaneous 334 
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I.  BOAT  LINES. 


Note. — Carriers  operatingr  a  steamship  or  other  boat  line  as  an  ontside 
operation  should  use  the  Classifications  of  Revenues  and  Exi>enses  for  Steamship 
Companies,  with  such  modification  as  may  be  necessary  to  give  effect  to  the 
principles  governing  the  accounts  of  Outside  Operations  as  stated  in  the  introdne- 
tory  letter  on  pages  5  to  7,  inclusive,  of  this  classification. 


2.  FERRY   LINES. 

Note. — This  classification  applies  to  the  service  of  ferrying  passengers,  yehiclea 
and  live  stock  between  the  terminal  of  a  rail  line  and  a  station  or  stations 
without  direct  rail  connection,  or  between  the  terminal  of  a  rail  line  and  the 
terminal  of  a  connecting  rail  line,  or  between  ferry  stations  without  direct  rail 
connection,  where  local  business  is  handled.  Until  other  instructions  are  issued 
it  does  not  apply  to  a  ferry  between  rail  stations  operated  only  in  connection 
with  passenger  trains  and  doing  no  local  business  between  the  ferry  terminals. 

A  ferry  is  defined  as  a  vessel  line  operating  between  points  not  more  than 
ten  miles  distant  from  each  other,  at  least  two  of  which  points  shall  be  on 
opposite  sides  of  a  river,  harbor,  bay,  or  lake.  If  stops  are  made  at  more  than 
one  point,  the  distance  here  referred  to  shall  be  considered  to  mean  the  distance 
between  the  points  most  remote  from  each  other. 

The  revenues  of  this  operation  consists  of  earnings  from  local  passenger, 
vehicle,  and  drovers'  traffic  (except  company  material),  together  with  a  proportion 
of  revenue  from  through  and  local  trip,  monthly  commutation,  mileage,  and  othet 
tickets  sold,  when  such  tickets  include  both  rail  and  ferry  transportation. 

The  cost  and  expense  of  maintenance  and  operation  of  buildings,  fixtures,  and 
other  property  at  terminals  of  a  rail  carrier  used  for  the  exclusive  benefit  of 
ferry  service,  should  be  charged  to  Ferry  Lines. 


OPERATING   REVENUES. 

GENERAL   ACCOUNTS. 


ACCOUNT. 

I.  Passenger  Revenue. 
II.  Vehicle  and  Live  Stock  Revenue. 

III.  Charters. 

IV.  Miscellaneous  Eevenue. 


OPERATING   EXPENSES. 

GENERAL   ACCOUNTS. 


ACCOUNT. 

I.  Maintenance. 
II.  Transportation  Expenses. 
III.  General  Expenses. 
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PEIMARY   ACCOUNTS. 

I.  Maintenance — 

1.  Dredging. 

2.  Buildings,  Fixtures,  and  Grounds. 

3.  Docks,  Float  Bridges,  and  Ferry  Backs. 

4.  Telegraph  and  Telephone  Lines. 

5.  Ferryboats — Eepairs. 

6.  Ferryboats — Eenewals. 

7.  Ferryboats — ^Depreciation. 

8.  Shop  Machinery  and  Tools. 

9.  Injuries  to  Persons. 

10.  Other  Expenses. 

11.  Maintaining  Joint  Facilities — ^Dr. 

12.  Maintaining  Joint  Facilities — Cr. 

II.  Transportation  Expenses — 

13.  Superintendence. 

14.  Shore  Employees. 

15.  Supplies  and  Expenses — Shore. 

16.  Telegraph  and  Telephone  Operation. 

17.  Charter  of  Boats. 

18.  Manning  Boats. 

19.  Fuel  for  Boata» 

20.  Water  for  Boats. 

21.  Other  Supplies  and  Expenses — Boats. 

22.  Loss  and  Damage. 

23.  Damage  to  Property. 

24.  Injuries  to  Persons. 

25.  Other  Expenses. 

26.  Operating  Joint  Facilities — ^Dr. 

27.  Operating  Joint  Facilities — Cr. 

III.  General  Expenses — 

28.  Administration  Expenses. 

29.  Law  Expenses. 

30.  Insurance. 

31.  Belief  Department  Expenses. 

32.  Pensions. 

33.  Stationery  and  Printing. 

34.  Other  Expenses. 

35.  General  Administration,  Joint  Facilities — ^Dr. 

36.  General  Administration,  Joint  Facilities — Cr. 
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3.  HARBOR  TERMINAL  TRANSFERS. 

Note. — This  classification  applies  to  the  service  of  transferring  freight  and 
passengers  in  cars  by  water  between  the  terminal  of  a  rail  line  and  a  station  of 
the  same  line  without  direct  rail  connection,  or  between  the  terminal  of  a  rail 
line  and  the  tracks  of  a  connecting  carrier,  and  to  the  receipt  and  delivery  of  less- 
car-load  freight  l)etween  the  carrier's  terminals,  and  docks,  wharves,  landings, 
and  steamships,  and  to  the  receipt  and  delivery  of  cattle,  grain,  and  other  freight 
in  bulk  in  lighters,  barges,  and  other  vessels;  and  covers  the  transfers  operated 
in  New  York  Harbor  and  analogous  operations  elsewhere,   if  any. 

In  instances  where  the  revenue  of  this  operation  consists  of  an  arbitrary 
allotment  from  or  division  of  the  freight  receipts,  the  revenue  should  be  set  up 
for  all  the  freight  handled  (except  company  freight),  including  freight  not 
routed  for  lighterage  or  flotage,  but  upon  which  such  service  was  performed  as  a 
matter  of  convenience  to  the  operating  carrier,  and  including  freight  floated  to 
one  float-delivery  point  and  carted  or  trucked  to  another  float-delivery  point. 

The  cost  of  cartage  and  truckage  performed  to  complete  deliveries  should  not 
be  charged  to  outside  operations. 

No  revenue  should  be  set  up  for  company  freight  lightered  or  floated. 

OPERATING    REVENUES. 

GENERAL    ACCOUNTS. 

ACCOUNT. 

T.  Lighterage  Revenue. 
ir.  Miscellaneous  Revenue. 


OPERATING   EXPENSES. 

GENERAL    ACCOUNTS. 

T.  Maintenance— r- 
IT.  Transportation  Expenses. 
III.  General  Expenses. 

PRIMARY    ACCOUNTS. 

L  Maintenance — 

1.  Dredging. 

2.  Buildings,  Fixtures,  Docks,  and  Grounds. 
.3.  Terminal  Tracks  and  Yards. 

4.  Telegraph  and  Telei)hone  Lines. 

5.  Locomotives — Repairs. 

6.  Locomotives — Renewals. 

7.  Locomotives — Depreciation. 

8.  Floating  Equipment — Repairs. 

9.  Floating  Equipment — Renewals. 

10.  Floating  Equipment — Depreciation. 

11.  Shop  Machinery  and  Tools. 
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12.  Injuries  to  Persons. 

13.  Other  Expenses. 

14.  Maintaining  Joint  Facilities — ^Dr. 

15.  Maintaining  Joint  Facilities — Cr.  / 

II.  Transportation  Expenses — 

16.  Superintendence. 

17.  Charter  of  Boats. 

18.  Manning  Boats. 

19.  Boat  Supplies  and  Expenses, 

20.  Towing. 

21.  Wharfage  and  Demurrage. 

22.  Station  Employees. 

23.  Station  Supplies  and  Expenses. 

24.  Yard  Employees. 

25.  Yard  Supplies  and  Expenses. 

26.  Longshore  Labor. 

27.  Other  Shore  Expenses. 

28.  Rent  of  Buildings,  Docks,  and  Wharves. 

29.  Telegraph  and  Telephone  Operation. 

30.  Other  Expenses. 

31.  Loss  and  Damage. 

32.  Damage  to  Property. 

33.  Injuries  to  Persons. 

34.  Operating  Joint  Facilities — ^Dr. 

35.  Operating  Joint  Facilities — Or. 

36.  Other  Operations — Cr. 

III.  General  Expenses — 

37.  Administration  Expenses. 

38.  Law  Expenses. 

39.  Insurance. 

40.  Relief  Department  Expenses. 

41.  Pensions. 

42.  Stationery  and  Printing. 

43.  Other  Expenses. 

44.  General  Administration,  Joint  Facilities — Dr. 

45.  General  Administration,  Joint  Facilities — Cr. 

4.  ELECTRIC  RAILWAYS. 

Note. — Carriers  operating  a  street  or  interurban  electric  railway  as  an 
outside  operation  should  use  the  Classifications  of  Revenues  and  Expenses  of 
Electric  Railways,  with  such  modification  as  may  be  necessary  to  give  effect  to 
the  principles  governing  the  accounts  of  Outside  Operations  as  stated  in  the 
introductory  letter  on  pages  5  to  7,  inclusive,  of  this  classification. 
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5.  EXPRESS  LINES. 

Note. — Carriers  operating  an  expr-ess  service  as  an  outside  operation  should 
use  the  Classifications  of  Revenues  and  Expenses  for  Express  Companies,  with 
such  modification  as  may  be  necessary  to  give  effect  to  the  principles  governing 
the  accounts  of  Outside  Operations  as  stated  in  the  introductory  letter  on  pages 
5  to  7,  inclusive,  of  this  classification. 


6.  CAB  AND  OMNIBUS  SERVICE. 
OPERATING   REVENUES. 

This  account  includes  a  carrier's  revenue  from  transfer  of  passengers 
and  baggage  by  cabs,  omnibuses,  automobiles,  and  other  vehicles,  cab  hire, 
livery,  and  all  other  revenue  earned  in  connection  with  the  operation  of 
Cab  and  Omnibus  Service. 

NOTK. — No  revenue  should  be  set  up  for  service  performed  for  the  operating 
carrier,  but  the  cost  of  such  service  should  be  credited  to  Operating  Expenses, 
Account  No.  IV,  "  Other  Operations — Cr." 

OPERATING   EXPENSES. 

GENERAL    ACCOUNTS. 

ACCOUNT. 

I.  Maintenance. 
II.  EuNNiNG  Expenses. 
III.  General  Expenses. 
IV.  Other  Operations — Cr. 

PRIMARY    ACCOUNTS. 

I.  Maintenance — 

1.  Buildings,  Fixtures,  and  Grounds. 

2.  Vehicles  and  Harness. 

3.  Horses — Renewals. 

4.  Other  Expenses. 

II.  Running  Expenses — 

5.  Superintendence. 

6.  Drivers  and  Chauffeurs. 

7.  Horses — Feed  and  Care. 

8.  Stable  Supplies  and  Expenses. 

9.  Loss  and  Damage. 

10.  Injuries  to  Persons. 

11.  Other  Expenses. 
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« 

III.  General  Expenses — 

J2.  AdministratioA  Expenses. 

13.  Law  Expenses. 

14.  Insurance. 

15.  Relief  Department  Expenses. 

16.  Pensions. 

17.  Stationery  and  Printing. 

18.  Other  Expenses. 

IV.  Other  Operations — Cr. 

7.  SLEEPING-CAR  SERVICE. 
OPERATING   REVENUES. 

GENERAL   ACCOUNTS. 

ACCOUNT. 

I.  Berth  and  Seat  Revenue. 
II.  Commissary  Revenue. 
III.  Miscellaneous  Revenue. 

OPERATING   EXPENSES. 

GENERAL   ACCOUNTS. 

ACCOUNT. 

I.  Maintenance. 
II.  Conducting  Sleeping  Cars. 
III.  General  Expenses. 

PRIMARY   ACCOUNTS. 
I.  Maintenance — 

1.  Sleeping  Cars — ^Repairs. 

2.  Sleeping  Cars — Renewals. 

3.  Sleeping  Cars — ^Depreciation. 

4.  Other  Expenses. 

II.  Conducting  Sleeping  Cars — 

5.  Superintendence. 

6.  Station  Expenses. 

7.  Conductors  and  Porters. 

8.  Train  Expenses. 

9.  Cleaning  Cars. 

10.  Commissary  Supplies. 

11.  Laundry. 

12.  Loss  and  Damage. 

13.  Injuries  to  Persons. 

14.  Other  Expenses. 
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III.  General  Expenses — 

15.  Administration  Expenses. 

16.  Law  Expenses. 

17.  Advertising. 

18.  Insurance. 

19.  Stationery  and  Printing. 

20.  Other   Expenses. 

8.  PARLOR  AND  CHAIR  CAR  SERVICE, 
.     OPERATING    REVENUES. 

OEXEKAL    ACCOUNTS. 

ACCOUNT. 

T.  Parlor  and  Chair  Car  Revenue. 
II.  Miscellaneous  Kp^vknue. 

OPERATING    EXPENSES. 

GENERAL    ACCOUNTS. 
account. 

T.  Maintenance. 
II.  Conducting  Parlor  and  Chair  Cars. 
III.  General  Expenses. 

PRIMARY    ACCOUNTS. 

I.  Maintenance — 

1.  Parlor   and  Chair   Cars — Repairs. 

2.  Parlor  and  Chair  Cars — Renewals. 

H.  Parlor  and  Chair  Cars — Depreciation. 

4.  Other  Expenses. 

II.  Conducting  Parlor  and  Chair  Cars — 

5.  Superintendence. 

6.  Employees. 

7.  Supplies  and  Commissary. 

8.  Injuries  and  Damages. 

9.  Other  Expenses. 

m.  General  Expenses — 

10.  Administration  Expenses. 

11.  Insurance. 

12.  Stationery  and  Printing. 
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9.  DINING  AND  SPECIAL  CAR  SERVICE. 
OPERATING   REVENUES. 

GENERAL   ACCOUNTS. 

ACCOUNT. 

I.  Dining  and  Special  Car  Revenue. 

II.  Miscellaneous  Revenue. 

OPERATING   EXPENSES. 

GENERAL    ACCOUNTS. 

Account. 
I.  Maintenance. 
IT.  Conducting  Dining  and  Special  Cars. 

III.  General  Expenses. 

PRIMARY    ACCOUNTS. 

I.  Maintenance — 

1.  Dining  and  Special  Cars — Repairs. 

2.  Dining  and  Special  Cars — Renewals. 

3.  Dining  and  Special  Cars — Depreciation. 

4.  Other  Expenses. 

II.  Conducting  Dining  and  Special  Cars —   * 

5.  Superintendence. 

6.  Employees. 

7.  Fuel  and  Supplies. 

8.  Injuries  and  Damages. 

9.  Other  Expenses. 

III.  General  Expenses — 

10.  Administration  Expenses. 

11.  Insurance. 

12.  Stationery  and  Printing. 

10.  ELECTRIC   LIGHT   AND   POWER  PLANTS. 
OPERATING   REVENUES. 

GENERAL   ACCOUNTS. 

\CCOUNT. 

I.  Plant  Revenue. 
II.  NoN -Plant  Revenue. 
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OPERATING   EXPENSES. 

GENERAL   ACCOUNTS. 

ACCOUNT. 

I.  Maintenance  of  Buildings  and  Structures. 
II.  Maintenanck  of  Manufacturing  Plant. 

III.  Commercial  Expenses. 

IV.  Production  Expenses. 
V.  Geneual  Expenses. 

VI.  Other  Operations — Cr. 

II.  GAS-PRODUCING  PLANTS. 
OPERATING   REVENUES. 

GENERAL   ACCOUNTS. 
AooorxT. 

I.  Plant  Rkyknue. 

II.    NON  PLANT    KEVENVE, 

OPERATING    EXPENSES. 

GENERAL    ACCOINTS. 

AOvWXT. 

I,    M.MNTKNANCK. 

XL  vVmmkkoiai.  ExrKNSF.s. 

Ill,    PsOinVT'.ON    EXPKNSFS. 

IV.  Ptsts.^htu^n  Kxpknses. 
V.  Gknfsa:   Kxpfnsks. 
VT,  Othfs  Offsvt.v^ns — i.^i. 


12.  CANALS. 

\ 0  T  V       W '-. .-  -.  A   ,- .%  r  r  ■. :  r  .•  iv  r  a  t :"  s  a  V  *  re-    '. .  r.r    ■  r.  ::»  own  csbaL  tile  aeeoiutto 
PT>« *,■  r : :>  a        ,i :  r  ^. :  a  ,•  1^ ,  -a :   '. .-  v. :  *      --. .s >   ".  -    - .  n^  ised  with  those  hdow,  and 

»;; V  >.  >•  ;V  r  A :  ■. .-  v  s>.  •■ ;;  ,*.  "  x  ,■  a ".«■  o  "  0 .'.  r.  a "  s.  a  :-.  i  -^a rcr  L:=.es :  **  bat  items  ariaiiic 
■ft^.-r.'.  :^.'  ,-'.v-.  .':■;.■•.',  .''  »Ar.A"s  AV.,i  .t  ":  Ar-:  ■.-.-:*  -z.  tb*  raasls  shoold  not  be 
o.r.-.>v.^l  ••'  Ar.^  .v.,-  A,,-. v. v.-  Ir.  .a***  ::  :;i:-.*  k:r:d  a  ttSl  saseBMttt  vt  the  facte 
*v.»i  A   .  s-  ,-:  :>,-  A.-.w.r:*  :,'  S    t-r:  —use   >   i:-^i  iz.  :!:*  ofice  of  the  DHiiioa 
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OPERATING   EXPENSES. 

ACCOUNT. 

I.  Maintenance. 
II.  Running  Expenses. 
III.  General  Expenses. 


13.  GRAIN  ELEVATORS. 

Note. — This  classification  applies  to  grain  elevation,  grading,  cleaning,  mixing, 
cooling,  clipping,  transferring,  and  other  services  not  incidental  to  transportation 
by  rail  performed  by  a  carrier  in  connection  with  the  operation  of  grain 
elevators. 

Elevation  is  defined  as  unloading  grain  from  cars  or  grain-carrying  vessels 
into  a  grain  elevator  and  loading  it  out  again.  It  does  not  include  "  treatment  " 
or  grading,  cleaning,  and  clipping  of  grain. 

OPERATING   REVENUES. 

ACCOUNT. 

I.  Elevation  and  Storage  Bevenue. 
II.  Miscellaneous  Revenue. 


OPEEATING   EXPENSES. 

ACCOUNT. 

I.  Maintenance. 
II.  Running  Expenses. 

III.  General  Expenses. 

IV.  Other  Operations — Cr. 


14.  STOCK  YARDS. 

Note. — ^The  operation  of  pens  and  feeding  yards  in  connection  with  the 
transportation  of  live  stock,  made  necessary  by  Government  regulations,  should 
not  be  treated  as  an  outside  operation. 

OPERATING   REVENUES. 

This  account  includes  a  carrier  ^s  revenue  from  feeding,  watering,  bedding, 
and  otherwise  caring  for  stock,  shearing  sheep,  dipping  sheep  and  cattle, 
stabling  horses,  and  all  other  services;  also  profit  from  inspection  of,  and 
insurance  on  stock  in  yards,  and  all  other  revenue  in  connection  with  the 
operation  of  stock  yard  service. 
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OPERATING   EXPENSES. 

ACCOUNT. 

I.  Maintenance. 
11.  EuNNiNG  Expenses. 

III.  General  Expenses. 

IV.  Other  Operations — Or. 

15.  COMMERCIAL  TELEGRAPH  AND  TELEPHONE  LINES. 

Note. — See  Account  No.  17,  Classification  of  Operating  Revenues  for  Steam 
Roads. 

OPEEATING   EEVENUES. 

This  account  includes  a  carrier 's  revenue  from  telegramB,  telephone 
messages,  use  of  receivers,  transmitters,  switchboards,  and  other  telephone 
equipment,  messenger  service,  premiums  and  tolls  on  money  transfers,  press 
and  market  reports,  and  all  other  revenue  in  connection  with  the  operation 
of  commercial  telegraph  and  telephone  lines. 

Note. — No  revenue  should  be  set  up  for  services  performed  for  the  benefit 
of  the  operating  carrier,  but  the  cost  of  such  services  should  be  credited  to 
Operating  Expenses,  Account  No.  IV,   "  Other  Operations — Or." 

OPERATING   EXPENSES. 

ACCOUNT. 

I.  Maintenance. 
II.  Running  Expenses. 
III.  General  Expenses. 
IV.  Other  Operations — Cr. 


16.  HOTELS   AND    RESTAURANTS. 

Note. — The  operation  of  hotels,  restaurants,  and  lunch  rooms  located  upon 
premises  operated  as  amusement  parks  and  resorts  may,  at  the  discretion  of  the 
carrier,  be  combined  with  Account  No.  15,   "Amusement  Parks  and  Resorts." 

OPEEATING   EEVENUES. 

This  account  includes  a  carrier's  revenue  at  hotels,  restaurants,  and 
station  lunch  counters,  from  boarding,  room  rent,  lunches  and  meals  fur- 
nished, receipts  from  sale  of  tobacco  and  cigars,  wines  and  liquors,  news- 
papers, periodicals,  baths,  tonsorial  services,  billiard  rooms  and  bowlini^ 
alleys,  laundry  work  when  done  for  patrons  and  guests,  special  privileges^ 
and  all  other  revenues  in  connection  with  hotels,  restaurants  and  luneh 
counters. 
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To  this  account  should  be  charged  amounts  refunded  for  unused  meal 
tickets  and  coupons,  and  other  refunds  of  amounts  previously  credited  to 
this  account. 

Note  A. — No  revenue  should  be  set  up  for  services  or  supplies  furnished  for 
the  benefit  of  the  rail  department  or  another  outside  operation  of  the  operating 
carrier,  but  the  cost  of  such  services  or  supplies  should  be  credited  to  Operating 
Expenses,   Account   No.   IV,    *'  Other   Operations — Or." 

Note  B. — When  meals  are  furnished  employees  and  others  at  reduced  rates, 
only  the  actual  amount  received  for  such  meals  shall  be  credited  to  this  account. 

OPERATING   EXPENSES. 

ACCOUNT. 

I.  Maintenance. 
II.  Running  Expenses. 

III.  General  Expenses. 

IV.  Other  Operations — Cr. 


17.  AMUSEMENT   PARKS  AND   RESORTS. 

Note. — This  classification,  at  the  direction  of  the  carrier,  may  include 
"  Hotels  and  Restaurants  "  located  on  the  premises  of  amusement  parks  and  resorts 
and  operated  in  connection  therewith. 

OPERATING   REVENUES. 

This  account  includes  amounts  received  by  a  carrier  for  admission  to 
amusement  parks  and  places  of  entertainment  and  recreation  therein  con- 
tained, when  operated  by  the  carrier,  such  as  roller  skating  rinks,  bowling 
alleys,  theatres,  menageries,  play  houses,  bath  houses,  swimming  pools, 
dance  halls,  and  billiard  rooms,  including  use  of  equipment  or  privileges  in 
connection  therewith;  receipts  from  sale  of  food  and  refreshments  at  lunch 
counters,  eating  houses,  cafes,  saloons,  cigar  stands,  ice  cream  and  soda 
water  booths  or  parlors,  and  other  similar  places;  rent  of  cottages  and 
other  dwellings  or  portions  thereof  for  the  season  or  shorter  periods; 
services  of  guides,  trappers,  fishermen,  drivers,  and  other  employees  when 
charged  for  at  other  than  cost ;  hire  of  horses,  equipage,  boats,  launches, 
and  canoes;  use  of  golf  links  and  tennis  courts,  payments  from  concession- 
aires and  receipts  from  other  sources  and  facilities  for  entertainment, 
recreation,  and  accommodation  operated  in  connection  with  amusement 
parks  and  resorts. 

Note  A. — No  credit  should  be  made  to  this  account  for  services,  material, 
and  supplies  furnished  to  the  rail  department  or  other  outside  operations,  but 
the  cost  of  such  service,  etc.,  should  be  credited  to  Operating  Expenses,  Account 
No.  IV,  "  Other  Operations — Cr." 

Note  B. — When  meals,  admission,  and  other  supplies  and  services  are  furnished 
to  the  carrier's  employees  at  reduced  rates,  only  the  actual  amount  received  shall 
be  credited  to  this  account. 
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OPERATING   EXPENSES. 

ACCOUNT. 

I.  Maintenance. 
II.  Running  Expenses. 

III.  General  Expenses. 

IV.  Othee  Operations — Cb. 


i8.  COAL   STORAGE   PLANTS. 
OPEEATING   EEVENUES. 

This  account  inclinles  a  carrier's  revenue  from  the  storage  of  coal, 
whether  by  direct  charge  or  apportionment  from  freight  revenue;  also 
revenue  from  unloading  and  reloading  coal  to  and  from  such  storage  piles, 
and  all  other  revenue  in  connection  with  the  operation  of  coal  storage 
plants. 

XOTE. — No  rovenup  should  be  set  up  for  services  performed  and  material 
furnished  for  the  benefit  of  the  operating  carrier,  but  the  cost  of  such  aeryice  or 
material  should  be  credited  to  Operating  Expenses,  Account  No.  IV,  "  Other 
Operations — Cr." 

OPERATING   EXPENSES. 

ACCOUNT. 

I.  Maintenance. 
II.  EUNNIN6  Expenses. 

III.  General  Expenses. 

IV.  Other  Operations — Cr. 


19.  COLD-STORAGE  PLANTS. 

Note. — ^This  classification  applies  to  cold-storage  facilities  operated  by  a 
carrier  in  outside  commercial  service.  It  does  not  include  facilities  furnished  at 
stations  for  the  storage  of  freight  in  transit  or  awaiting  delivery,  the  revenues  of 
which  are  classified  in  Account  No.  14,  page  14,  of  the  Classification  of  Operating 
Revenues,  First  Issue. 

OPERATING   REVENUES. 

This  account  Includes  a  carrier's  revenue  from  cold  storage  of  eom- 
modities  and  all  other  revenue  derived  from  operating  cold  storage  plants. 

Note  A. — No  credit  should  be  made  to  this  acconnt  for  services,  materials, 
and  supplies  furnished  the  rail  department  or  other  outside  operations,  but  the 
cost  of  such  services,  etc.,  should  be  credited  to  Operating  Expenses,  Account  No. 
IV.     ••  Other  Operations — Cr." 

Note  B. — ^When  storage,  and  other  services  and  supplies  are  furnished  the 
carrier's  employees  and  others  at  reduced  rates,  only  the  actual  amount  reoeiTed 
shall  be  credited  to  this  account. 
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OPERATING   EXPENSES. 

ACCOUNT. 

I.  Maintenance. 
II.  Running  Expenses. 
III.  General  Expenses. 
IV.  Other  Operations — Cr. 

20.  COMMERCIAL   ICE-SUPPLY   PLANTS. 
OPERATING   REVENUES. 

This  account  includes  a  carrier's  revenue  from  sale  of  natural  or  man- 
ufactured ice  and  distilled  water;  and  all  other  revenue  in  connection  with 
operating  commercial  ice-supply  plants. 

Note  A. — No  credit  should  be  made  to  this  acconnt  for  services,  ice  water, 
etc.,  furnished  to  the  rail  department  or  other  outside  operations,  but  the  cost 
of  such  services,  etc.,  should  be  credited  to  Operating  Expenses,  Account  No.  IV, 
'*  Other  Operations — Cr.'" 

Note  B. — When  ice,  water,  and  other  services  and  supplies  are  furnished  to 
the  carrier's  employees  at  reduced  rates,  only  the  actual  amount  received  shidl  be 
credited  to  this  account. 

operating  expenses. 

account. 
I.  Maintenance. 

II.  EuNNiNG  Expenses. 
III.  General  Expenses. 

IV.  Other  Operations — Ce. 

21.  PUBLIC  TOLL-BRIDGE  SERVICE. 
OPERATING   REVENUES. 

This  account  includes  carrier's  revenue  from  operating  a  public  toll 
bridge,  for  passage  of  equestrians,  pedestrians,  vehicles  of  all  descriptions, 
street  cars  and  omnibuses,  cattle,  horses,  sheep,  swine  and  othef  animals 
in  charge  of  drovers  and  others;  advertising  privileges;  payments  from 
concessionaires  and  fqr  accommodations  furnished  telegraph  and  telephone 
lines;  and  all  other  revenues  in  connection  with  the  operation  of  public 
toll-bridge  service. 

Note  A. — No  credit  should  be  made  to  this  account  for  passage  or  services 
furnished  the  rail  department  or  other  outside  operations,  but  the  cost  of  this 
service  should  be  credited  to  Operating  Expenses,  Account  No.  IV,  "  Other 
Operations— <Dr." 

Note  B. — When  passage  and  other  services  are  furnished  to  the  carrier's 
eniployees  at  reduced  rates,  only  the  actual  amount  received  shall  be  credited  to 
this  account. 


334  RAILROAD   EXPENSES 


OPERATING   EXPENSES. 

ACCOUNT.  * 

I.  Maintenance. 
II.  EuNNiNG  Expenses. 

III.  General  Expenses. 

IV.  Other  Operations — Or. 

MISCELLANEOUS. 
OPERATING   REVENUES. 

This  account  includes  a  carrier's  revenue  .from  conducting  an  outside 
operation  not  otherwise  classified. 

Note  A. — No  credit  should  be  made  to  this  account  for  services,  material,  aad 
supplies  furnished  the  rail  department  or  other  outside  operations,  but  the  cost 
of  the  service  should  be  credited  to  Operating  Expenses,  Account  No.  IV, 
"  Other  Operations — Cr." 

Note  B. — ^When  services,  material,  and  supplies  are  furnished  to  the  carrier's 
employees  at  reduced  rates,  only  the  actual  amount  received  shall  be  credited  to 
this  account. 

OPERATING   EXPENSES. 

ACCOUNT. 

I.  Maintenance. 
II.  EuNNiNG  Expenses. 

III.  General  Expenses. 

IV.  Other  Operations — Ce. 


CLASSIFICATION   OF  EXPENDITURES  FOR 
ADDITIONS  AND  BETTERMENTS 

First  Revised  Issue  Effbctivb  Jm.T  1,  1910 

INTRODUCTORY  LETTER. 

ixtebstatb  commebcb  commission, 

^  Bureau  of  Statistics  and  Accounts, 

Washington,  June  1,  1910, 

To  Carriers  Concerned: 

The  Classification  of  Expenditures  for  Additions  and  Betterments,  Firat 
Issue,  was  promulgated  under  date  of  June  21,  1909. 

A  study  of  the  questions  arising  from  the  application  of  that  classi- 
fication, and  a  consideration  of  the  suggestions  submitted  by  those  respon- 
sible for  its  application,  have  led  to  the  conclusion  that  it  ii  desirable,  at 
this  time,  to  issue  a  revised  edition  and  to  grant  (Carriers  certain  options 
which  the  previous  classification  did  not  grant. 

A  new  account,  A  22,  **  Eoadway  Machinery  and  Tools,''  is  provided  to 
include  the  cost  of  such  roadway  machinery  and  tools  (other  than  small 
hand  tools)  as  may,  under  the  conditions  therein  imposed,  properly  be 
included  in  the  property  accounts.  The  title  of  the  account  *  *  Miscellaneous 
Structures, ' '  as  it  appeared  in  the  First  Issue,  has  been  changed  to  *  *  Other 
Additions  and  Betterments,"  and  the  scope  of  the  account  has  been  some- 
what enlarged.  The  General  Instructions  and  the  text  of  several  accounts 
have  been  rewritten  for  the  purpose  of  making  clear  certain  points  about 
which  doubts  have  been  expressed. 

The  text  of  the  Equipment  account  now  provides  that  when  equip- 
ment is  practically  rebuilt  the  reserve  for  accrued  depreciation  shall  be 
adjusted  and  the  basis  for  depreciation  on  such  equipment  amended  to 
meet  the  changed  conditions.  In  making  an  estimate  of  a  proper  rate  to 
be  applied  for  depreciation  on  equipment,  it  will  be  necessary  to  consider  . 
only  its  probable  life  in  service  as  prolonged  by  usual  repairs. 
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GENERAL    INSTRUCTIONS. 

1.  Application  op  this  Classification. — This  classification  Bhonld  be  so 
applied  as  to  reflect  the  net  increase  or  decrease  (determined  according  to 
the  rules  provided)  in  the  investment  of  a  carrier  in  such  property  as  !■ 
used  in  the  operation  of  railway's  as  transportation  agencies,  including 
outside  operations  incidental  to  furnishing  transportation.  Entries  in  the 
accounts  prescribed  in  this  classification  should  be  made  only  with  reapeet 
to  additions  to,  betterments  of,  and  withdrawals  and  retirements  of  prop- 
erty composing  the  plant  and  equipment  of  existing  main  and  branch  lines, 
including  sidings  and  spur  tracks  and  the  necessary  buildings,  structures^ 
and  facilities.  Until  such  time  as  a  new  railway  or  any  important  section 
of  it,  constructed  as  an  extension  of  existing  main  or  branch  lines  or  as  s 
new  project,  has  reached  such  a  stage  of  completion  that  it  is,  or  may  be^ 
regularly  operated  for  the  purposes  of  a  common  carrier,  ezpenditiupes 
proper  to  be  included  in  the  accounts  representing  the  cost  of  road  and 
equipment  shouM  be  charged  directly  to  the  accounts  prescribed  in  the 
Classification  of  Ex])en<litures  for  Boad  and  Equipment,  and  not  to  the 
accounts  in  this  classification. 

2.  Inclusion  of  all  Additions,  Betterments,  and  Deductions. — 
The  accounts  herein  provided  should  include  the  cost  of  additional  land, 
buildings,  structures,  and  facilities,  not  taking  the  place  of  any  property 
of  like  purpose  previously  held  by  the  accounting  carrier ;  the  cost  of  newly 
acquired  equipment;  the  cost  of  imj)roving  land,  buildings,  structures, 
facilities,  and  equipment  by  additions  thereto  not  involving  the  replace- 
ment  of  the  property  improved;  the  excess  cost  of  improved  buildings, 
structures,  or  facilities  (except  land  and  equipment)  over  the  cost  of 
replacing  in  kind  structures  and  facilities  of  like  purpose  demolished, 
abandoned,  or  withdrawn  from  service;  and  the  necessary  credits  to  rep- 
resent property  abandoned,  sold,  or  otherwise  retired  from  service. 

3.  Exclusion  of  Disc^ounts. — When  the  consideration  actually  given 
for  anything,  with  respect  to  which  a  charge  is  made  to  any  account  in 
this  classificatioD,  is  anything  other  than  money,  the  actual  consideration 
should  be  described  in  the  entry  with  sufficient  fullness  and  particularity 
to  identify  it,  and  the  amount  charged  should  be  the  actual  money  value 
of  the  consideration  at  the  time  of  the  transaction.  No  discount  on 
securities  or  other  commercial  paper  should  be  included  in  the  cost  of  any 
property  or  improvement.  Provision  is  made,  however,  in  account  A  34» 
'*  Interest  and  Commissions,''  for  the  inclusion  in  that  account  of  bona 
fide  interest  accruing  during  the  period  of  construction  on  money  bor- 
rowed and  expended  for  additions  and  betterments,  but  it  should  not  be 
construed  to  cover  any  interest  in  excess  of  that  accruing  on  the  amount 
necessary  for  actual  additions  and  betterments,  between  the  time  wlien 
the  money  becomes  available  and  the  time  when  the  property  acquired  or 
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improved  is  completed  or  received  or  available  for  the  service  for  which  it 
is  intended. 

4.  Property  EETraED  and  Replaced. — When  property  (other  than  land 
or  equipment),  a  betterment  of  which  would  be  chargeable  to  the  accounts 
of  this  classification,  is  abandoned,  demolished,  or  otherwise  retired  from 
service  for  the  purpose  of  or  by  reason  of  its  replacement  by  property 
of  like  purpose  of  a  better  kind  or  a  higher  type,  the  cost  of  replacing 
in  kind  the  property  so  abandoned  or  withdrawn  from  service,  less  the 
salvage,  if  any,  should  be  charged  to  Operating  Expense*.  If,  however,  a 
reserve  for  abandonment,  as  provided  in  paragraph  8  of  these  instructions, 
or  a  reserve  for  accrued  depreciation  has  been  created  with  respect  to  such 
property,  the  reserve  account  should  be  first  debited  with  an  amount  equal 
to  the  credits  thereto  made  with  respect  to  the  property  abandoned  or 
withdrawTL  and  replaced;  but  if  no  reserve  has  been  created  in  advance  of 
the  retirement  of  such  property  and  the  amount  chargeable  to  Operating 
Expenses  is  relatively  large,  so  much  of  the  amount  as  may  be  authorized 
under  the  conditions  outlined  in  paragraph  9  may  be  carried  in  suspense 
for  distribution  to  the  operating  expenses  of  succeeding  yearg. 

5.  Property  Retired  and  Not  Replaced. — ^When  property  (other  than 
equipment),  an  addition  to  or  a  betterment  of  which  would  be  chargeable 
to  the  accounts  of  this  classification,  is  abandoned  or  withdrawn  from 
service  and  not  replaced,  the  cost  (estimated,  if  not  known),  should  be 
credited  to  the  account  provided  herein  for  such  property;  proper  account 
should  be  taken  of  any  salvage;  the  reserve  accounts  for  abandonment  and 
accrued  depreciation  should  be  debited  with  the  amounts,  if  any,  previously 
credited*  thereto  with  respect  to  the  property  abandoned  or  withdrawn,  and 
the  difference  between  the  salvage  plus  the  reserves  and  the  cost  should  be 
charged  to  Profit  and  Loss,  to  which  should  also  be  charged  any  incidental 
expenses  connected  with  the  retirement. 

6.  Land  Sold  or  Abandoned. — If  any  land,  except  land  the  cost  of 
which  may  be  classified  under  ''Miscellaneous  Investments''  in  the  Form 
of  General  Balance  Sheet  Statement,  First  Revised  Issue,  is  abandoned  or 
its  use  discontinued,  the  original  cost  of  the  land  (estimated,  if  not  known) 
should  be  credited  to  the  appropriate  accounts  under  Additions  and  Better- 
ments and  charged,  less  salvage  from  sale  or  other  disposal,  if  any,  to 
Profit  and  Loss.  If  the  land  is  retained  by  the  carrier,  it  should  be  charged 
at  a  fairly  appraised  value  to  an  appropriate  account  to  be  included  under 
*'  Miscellaneous  Investments  "  in  the  Form  of  General  Balance  Sheet 
Statement,  First  Revised  Issue. 

7.  Equipment. — Accounting  rules  relative  to  the  cost  of  equipment 
acquired  and  equipment  retired  are  contained  in  the  text  for  account 
A  33,  ''  Equipment." 

8.  Reserves  for  A^bandonments. — If  so  authorized  upon  application 
to  the  Interstate  Commerce  Commission,  a  carrier  may  set  up  accounts 
under   Maintenance   of  Way  and   Structures  in   Operating  Expenses  with 
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respect  to  important  pieces  of  property  (except  equipment)  to  be  aban- 
doned, for  the  purpose  of  creating  such  reserves  as  will,  at  the  time  of 
the  abandonment,  meet  or  reduce  the  amounts  otherwise  chargeable  to 
Operating  Expenses  or  to  Profit  and  Loss.  Upon  the  abandonment  of  any 
property  with  respect  to  which  a. reserve  has  been  created,  such  portion  of 
the  amount  otherwise  chargeable  to  Operating  Expenses  or  to  Profit  and 
Loss  as  will  equal  the  amount  previously  credited  to  the  reserve  acconnt 
should  be  debited  thereto. 

9.  Distribution  op  Charges  for  Abandoned  Property. — ^In  case  the 
amount  chargeable  to  operating  expenses  for  property  abandoned  directly 
in  connection  with  improvements  is  relatively  large,  and  its  Inclusion  in  a 
carrier's  operating  expenses  for  a  single  year  would  unduly  burden  those 
accounts  for  that  year,  a  carrier  may,  if  so  authorized  upon  application 
to  the  Interstate  Commerce  Commission,  charge  so  much  of  the  cost  as 
may  be  authorized  to  an  account  **  Property  Abandoned,  Chargeable  to 
Operating  Expenses,'*  as  provided  in  the  Form  of  General  Balance  Sheet 
Statement,  First  Revised  Issue.  The  amount  so  charged  should  thereafter 
be  apportioned  to  the  operating  expenses  of  succeeding  years,  the  number  of 
which  will  be  determined  when  permission  to  use  the  account  is  given. 

10.  Conversion  of  Property  from  One  Class  to  Another. — When  a 
building,  structure  or  :facility  of  one  class  is  converted  to  another  class,  its 
cost  (estimated,  if  not  known),  should  be  credited  to  the  appropriate 
account  under  Additions  and  Betterments;  and  such  cost,  less  depreciation 
and  the  cost  of  any  abandoned  part  of  the  property,  should  be  charged, 
together  with  the  cost  of  improvements  which  add  to  the  value  of  the  prop- 
erty, to  the  Additions  and  Betterments  account  under  which  it  is  Classified 
after  conversion.  If  any  part  of  such  property  is  abandoned,  the  cost  of 
such  part  should  be  treated  as  is  provided  for  property  abandoned  in 
paragraph  4  or  5  of  these  instructions. 

11.  Definition  of  *'  Cost  of  Eeplacing  in  Kind." — ^By  the  term 
''  Cost  of  replacing  in  kind,"  as  used  in  this  classification  is  meant  the 
cost,  at  the  current  prices  of  labor  and  material,  of  renewing  such  property 
by  the  construction  or  installation  of  other  property  substantially  simihir 
in  caj)acity,  service,  and  accessories,  and  having  a  physical  condition  and 
an  expectation  of  life  in  service  equal  to  that  of  the  replaced  property 
when  acquired,  or,  if  improved  after  acquirement,  when  in  its  best  condition. 
It  should  not  be  construed  as  requiring  an  estimate  based  upon  the  current 
prices  of  material  identical  with  that  of  which  the  thing  abandoned  was 
constructed,  particularly  when  such  material  is  no  longer  obtainable  except 
at  prohibitive  prices  and  would  not  be  used  if  a  renewal  of  the  property 
without  betterment  were  undertaken. 

12.  Treatment  of  Abandoned  Property  when  Cost  is  Understated. 
— In  case  a  specific  piece  of  property,  abandoned  subsequently  to  June  30, 
1907,  had  been,  previously  to  that  date,  so  improved  through  charges  to 
Income,  Profit  and  Loss,  or  Operating  Expenses,  that  the  book  value  or 
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record  value  is  much  less  than  the  actual  cost  of  the  property,  a  carrier  may, 
upon  filing  with  the  Interstate  Commerce  Commission  a  full  description  of 
the  property  and  of  the  proposed  improvements  which  require  its  abandon- 
ment and  a  comprehensive  statement  explanatory  of  the  conditions  which 
justify  such  treatment,  and  upon  receiving  the  approval  of  the  Commission, 
accept  such  book  value  as  a  basis  for  computing  the  amount  to  be  charged 
to  Operating  Expenses  with  respect  to  the  property  abandoned.  The 
amount  to  be  charged  to  Operating  Expenses  under  such  conditions  should 
be  the  same  proportion  of  the  cost  of  replacing  the  property  in  kind  as  the 
book  value  is  of  the  total  actual  cost. 

13.  Option  in  Certain  Cases  Involving  Less  Than  $200. — ^If  the 
total  amount,  chargeable  to  any  account  herein  provided  (unless  it  is  speci- 
fically excepted  from  this  option)  is  less  than  $200  for  any  improvement 
considered  as  a  whole,  the  option  may  be  exercised  of  charging  the  amount 
expended  to  Operating  Expenses  as  a  renewal  or  to  the  appropriate  account 
in  this  classification.  This  is  not  to  be  construed  as  authorizing  the  parcel- 
ing of  expenditures  in  order  to  bring  them  within  this  limit.  If  any  unit 
of  property  the  cost  of  which  is  less  than  $200  is  abandoned  and  not  re- 
placed, the  option  may  be  exercised  (unless  the  accounts  covering  such 
property  are  specifically  excepted  from  this  option)  of  making  no  credit 
entry  with  respect  to  such  abandonment. 

14.  Eeclassipication  op  Charges. — The  net  increase  or  decrease  in  the 
investment  as  reflected  by  these  accounts  should  be  reclassified  in  accord- 
ance with  the  accounts  provided  in  the  Classification  of  Expenditures  for 
Boad  and  Equipment,  it  being  required  that  all  items  affecting  additicms 
and  betterments  be  closed  into  the  Boad  and  Equipment  accounts. 

15.  Incidental  Services  of  Employees. — No  charge  should  be  made 
against  Additions  and  Betterments  for  incidental  services  of  officers  and 
employees  whose  time  is  regularly  devoted  to  other  operations.  If  employees 
are  specially  assigned  to  additions  and  betterments  work,  their  salaries  and 
necessary  expenses  connected  with  that  work  should  be  included  in  its 
cost.  In  the  redistribution  of  the  expenditures  covered  by  this  classifica- 
tion in  accordance  with  the  Classification  of  Expenditures  for  Boad  and 
Equipment,  engineering  expenses  should  be  charged  to  account  No.  1, 
**  Engineering,"  and  not  to  the  accounts  representing  the  specific  work 
under  construction  or  improvement. 

16.  Salvage  from  Equipment,  Tools,  etc. — When  the  cost  of  any  work 
equipment,  machinery,  tools,  or  materials  and  supplies  has  been  charged  to 
accounts  representing  the  cost  of  work  involving  additions  and  better- 
ments and  the  entire  value  thereof  has  not  been  consumed  in  the  work, 
the  residual  value  of  such  work  equipment,  machinery,  tools,  or  materials 
and  supplies  should  be  credited  upon  the  completion  of  the  work  to  the 
accounts  affected  and  charged  to  the  appropriate  equipment  or  material 
accounts. 

17.  Beserve  for  Accrued  Depreciation. — ^The  accounts  heretofore  re- 
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ferred  to  as  "  Replacement  "  accounts  shouM  hereafter  he  ke])t  under  the 
name  of  '*  Reserve  for  Accrued  Depreciation. ''  The  total  of  the  credit 
halances  in  these  accounts  is  required  to  l)e  shown  under  this  title  on  the 
balance-sheet  statement.  All  debits  to  Operating  Expenses  (or  other 
accounts)  for  depreciation  should  be  concurrently  credited  to  the  appropri- 
ate accounts  representing  the  Reserve  for  Accrued  Depreciation  on  the 
classes  of  property  for  which  the  charges  are  made. 

18.  Cancellation  op  Conplicting  Previous  Instructions. — ^Thia 
Classification  supersedes  the  Classification  of  Expenditures  for  Additions 
an<l  Betterments  for  Steam  Roads,  First  Issue;  and  the  rules  herein  pro- 
vided supersede  conflicting  instructions  in  any  other  classification  previouriy 
issued. 

TEXT  OF  CLASSIFICATION  OF  EXPENDITURES  FOB 

ADDITIONS  AND  BETTERMENTS 

A  1.  RIGHT  OF  WAY  AND  STATION  GROUNDS 

To  this  account  should  be  charged  the  cost  of  land  (of  necessary  width 
conformalde  to  depth  and  slope  of  excavatious  and  embankments,  including 
borrow  pits  and  waste  banks  a<ljoining  right  of  way)  acquired  for  road- 
bed for  additional  main  tracks;  for  new  roadbed  on  account  of  changes  of 
line,  and  for  the  construction  of  new  and  the  extension  of  existing  sidings 
and  spur  tracks;  for  additional  station,  terminal,  and  shop  grounds,  includ- 
ing land  for  ingress  to  or  egress  from  such  grounds;  also  for  additional 
docks  or  wharves,  and  the  cost  of  riparian  or  water  rights  necessary  therefor. 

The  cost  of  stakes  used  to  denote  right-of-way  limits;  expenses  of 
appraisals  or  of  juries,  commissioners,  or  arbitrators  in  condemnation  cases; 
cost  of  removal  of  buildings  from  additional  right  of  way  or  station,  shop, 
and  terminal  grounds  purchase<l;  commissions  paid  to  outside  parties  for 
the  purchase  of  additional  right  of  way  an<l  grounds  for  the 
purposes  above  described;  notarial  fees,  cost  of  plats,  abstracts,  re- 
cording deeds;  salaries  and  expenses  of  counsel,  right-of-way  agents, 
engineers  and  assistants,  when  they  are  specially  assigne<l  to  duties  pertain- 
ing to  the  acquisition  of  right  of  way  and  station  grounds;  payments  for 
right  of  way  and  station  grounds  on  constructed  lines,  the  title  to  which 
lands  had  not  been  acquired  and  payment  for  which  had  not  been  made 
before  the  construction  accounts  were  closed;  and  payments  for  damages 
to  abutting  property  caused  by  the  construction  of  additional  traeks,  etc., 
as  above  described,  should  also  be  charged  to  this  account.  (See  account 
A  17,  *'  Elimination  of  Grade  Crossings.^') 

Note  A. — ^Proce<»d«  from  thi»  sale  of  iraprovementR  included  in  m  purchase 
of  real  estate,  the  cost  of  which  is  included  in  *'  Right  of  Way  and  Station 
Grounds,"   should  be  credited  to  this  account. 

Note  B. — The  $200  minimum  referred  to  in  paracrraph  13  of  the  General 
Instructions  does  not  apply  to  amounts  to  be  included  in  this  account. 
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A  2.  REAL   ESTATE 

To  this  account  should  be  charged  the  cost  of  additional  land  (except 
for  right  of  way  and  station,  shop,  and  terminal  grounds),  acquired  for  use 
in  the  company 's  operations  as  a  carrier,  and  the  cost  of  real  estate  acquired 
in  the  purchase  of  additional  right  of  way  and  station,  shop,  and  terminal 
grounds,  but  in  excess  of  the  land  required  for  such  purposes.  This  account 
should  also  include  incidental  expenses  (or  the  proper  proportion  thereof) , 
as  enumerated  in  account  A  1,  incurred  in  the  purchase  of  real  estate 
chargeable  to  this  account. 

NOTB  A. — In  case  the  purchase  of  land  for  right  of  way  and  station  grounds 
involves  the  acquisition  of  real  estate  that  is  not  required  for  such  purposes,  the 
actual  value  of  the  real  estate  in  excess  of  that  required  for  right  of  way  and 
station  grounds,  or  an  estimate  of  its  saleahle  value  at  the  time  of  the  purchase, 
should  be  charged  to  this  account. 

Note  B. — ^When  property  charged  to  the  '*  Real  Estate  "  account  becomes  a 
part  of  a  carrier's  right  of  way  or  station  grounds  the  amount  originally  charged 
should  be  credited  to  this  account  and  charged  to  account  A  1,  "Bight  of  Way 
and  Station  Orounds." 

Note  0. — Proceeds  from  the  sale  of  improvements  included  in  a  purchase  of 
real  estate,  the  cost  of  which  is  included  in  the  **  Real  Estate "  account,  should 
be  credited  to  the  same  account. 

NoTB  D. — ^This  account  does  not  apply  to  real  estate,  the  title  to  which  is  not 
held  in  the  name  of  the  railway  company,  to  any  acquirod  for  investment  pur* 
poses  only,  or  to  any  not  used  in  a  carrier's  operations,  unless  acquired  as  a 
part  of  land  that  is  bought  for  such  purposes. 

Note  E. — The  $200  minimum  referred  to  in  paragraph  18  of  the  General 
Instructions  does  not  apply  to  amounts  to  be  included  in  this  account. 

A  3.  WIDENING  CUTS  AND  FILLS 

To  this  account  should  be  charged  the  cost  of  increasing  the  width  and 
slope  of  established  cuts  and  fills,  excavating  in  order  to  convert  tunnels  into 
open  cuts,  and  filling  in  order  to  convert  bridges,  trestles,  and  culverts 
into  fills.  It  includes  the  cost  of  grading,  clearing,  grubbing,  and  material, 
and  incidental  expenses  not  necessary  to  the  maintenance  of  the  euts  and 
fills  as  previously  established. 

Note. — ^The  cost  of  restoring  banks,  to  the  established  width,  dope,  or  grade 
'  should  be  charged  to  the  appropriate  operating  expense  accounts.  The  cost  of 
work  done  in  the  execution  of  a  general  plan  of  increasing  the  standard  width 
and  slope  of  embankments  should  be  divilled  between  Operating  Expenses  and 
Additions  and  Betterments,  the  charge  to  Operating  Expenses  being  such  propor- 
tion of  the  total  cost  as  the  estimated  nuumber  of  yards  of  material  required  to 
restore  the  banks  to  the  original  standard  bears  to  the  total  number  of  yards 
moved  in  the  work.  There  should  also  be  charged  to  Operating  Expenses  the 
cost  of  dressing  the  slopes  of  cuts  and  fills,  reditching  cuts,  replacing  benn  ditches, 
and  necessary  repairs  to  track,  ballast,  etc. 

A  4.  PROTECTION  OF  BANKS  AND  DRAINAGE 

To  this  account  should  be  charged  the  cost  of  additional  construction 
of  a  permanent  nature,  such  as  piling,  cribbing,  riprap,  walls,  breakwaters, 
levees,  canals,  dams,  and  other  devices  for  the  protection  of  roadbed,  tracks. 
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embankments,  cuts,  slo})es,  and  other  property  used  in  the  operation  of  a 
road  from  erosion  or  inundation  by  watrj-.  It  does  not  include  the  cost  of 
structures  or  devices  of  a  temporary  character  installed  for  the  immediate 
relief  from  or  as  a  safeguard  against  damage  l)y  water. 

Note. — The  cost  of  ri])rap  at  culvert  ends  or  around  bridge  abutments  or 
piers,  to  prevent  washing  or  scouring,  is  chargeable  to  account  A  7,  "  Bridges, 
Trestles,  and  Culverts,"  when  not  properly  an  operating  expense. 

A  5.  GRADE  REDUCTIONS  AND  CHANGES  OF  LINE 

To  this  account  should  be  charged: 

For  grade  reductions  (cutting  down  summits  and  raising  sags  without 
materially  changing  the  alinement)  :  The  cost  of  additional  grading,  includ- 
ing the  rent  and  cost  of  operation  of  steam  shovels  and  work  trains;  build- 
ing temporary  tracks  for  steam  shovels  and  grading  outfits;  tools  used  in 
the  work;  raising  or  lowering  existing  bridges;  increasing  the  length  of 
culverts  and  replacing  riprap  at  culvert  ends;  changing  grade  crossings  for 
farm  or  country  roads,  highways,  or  streets,  including  crossing  gates, 
alarms  and  watchhouses:  less  the  cost  of  replacing  in  kind  grades  or  other 
property  abandoned  or  removed. 

For  changes  of  alinement  (alteration  of  alinement  for  the  purpose  of 
reducing  curvature,  cutting  out  bridges,  tunnels,  etc.) :  The  excess  cost  of 
the  grading,  bridging,  tunneling,  etc.,  necessary  for  the  change,  over  the  cost 
of  replacing  in  kind  the  grade,  bridges,  tunnels,  eto.,  abandoned. 

For  changes  of  line  (construction  of  new  lines  for  the  purpose  of 
improving  grade  or  alinement)  :  The  difference  between  the  cost  of  the  new 
line  and  the  cost  of  replacing  in  kind  the  line  abandoned,  excluding  the 
cost  of  right  of  way  for  both  lines,  but  including  the  cost  of  engineering, 
clearing,  grubbing,  and  grading;  tunnels,  bridges,  trestles,  and  culverts; 
ties,  rails,  frogs,  and  switches;  track  fastenings  and  appurtenances;  bal- 
lasting, tracklaying,  and  surfacing;  fencing  right  of  way;  crossings  and 
signs;  interlocking  and  signal  apparatus;  telegraph  and  telephone  lines; 
also  cost  of  tools,  rent  and  cost  of  operation  of  steam  shovels,  other  woric 
equipment,  locomotives  and  cars,  and  pay  of  crews  employed  in  the  work. 

Note  A. — ^The  cost  of  such  grading  as  is  necessary  to  restore  banks  or  cuts 
to  the  original  width,  slope,  and  grade;  raising,  lowering,  and  shifting  tracks; 
keeping  tracks  in  repair  and  in  condition  for  handling  traffic  during  the  pro* 
gress  of  the  work,  including  the  cost  of  protecting  traffic  while  passing  over  the 
tracks;  reballasting,  lining,  and  surfacing  tracks  on  completion  of  the  work; 
moving  and  replacing  riprap  or  other  bank  protection,  and  moving  and  relocating 
telegraph  or  telephone  poles,  signals,  fences,  buildings,  etc.,  should  all  be  eharged 
to  the  appropriate  operating  expense  accounts. 

•  Note  B. — The  cost  of  buildings,  water  and  fuel  stations,  and  Bimilar 
structures  on  a  changed  line  should  not  be  charged  to  this  account,  which  is 
intended  to  cover  the  roadway  and  track  only,  but  should  be  charged  to  the 
appropriate  accounts  herein  provided  for  the  different  classes  of  buildings  sad 
structures. 
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A  6.  TUNNEL  IMPEOVEMENTS 

To  this  account  should  be  charged  the  excess  cost  of  enlarged  tunnels 
(except  to  provide  for  additional  main  tracki)  over  the  cost  of  replacing 
in  kind  the  smaller  tunnels;  the  excess  cost  of  lining  tunnels  with  stone, 
brick,  or  concrete  over  the  cost  of  replacing  in  kind  a  less  durable  lining 
removed ;  and  the  cost  of  ventilating  and  lighting  apparatus  and  of  other 
safety  devices,  except  guard  rails  and  signals,  added  to  tunnels. 

Note. — If  a  tunnel  is  converted  into  an  open  cut,  the  cost  of  clearing,  grub- 
bing, and  excavating  (including  the  cost  of  disposing  of  the  excavated  material) 
shriuld  be  charged  to  account  A  3,  **  Widening  Cuts  and  Fills."  The  cost  of 
removing  the  lining  of  the  tunnel,  of  protecting  tracks  and  trains  while  the 
lining  is  being  removed,  and  of  restoring  the  tracks  to  proper  condition  for 
operation  should  be  charged  to  the  appropriate  operating  expense  accounts. 
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To  this  account  should  be  charged  the  excess  cost  of  new  bridges, 
trestles  and  culverts  carrying  tracks  over  streams,  ravines,  streets,  or  other 
railways,  over  the  cost  of  replacing  in  kind  bridges,  trestles,  or  culverts 
removed  or  abandoned,  including  the  cost  of  abutments,  piers,  supports, 
draw  and  pier  protection;  machinery  to  operate  drawbridges;  guard  rails; 
inspection  of  material;  tests;  wing  walls  to  abutments  and  culverts, 
masonry  or  concrete  ends  for  culverts,  riprap  at  culvert  ends  or  around 
abutments;  piers,  dams,  cribs,  ice  breakers;  and  painting  (except  repaint- 
ing). It  includes,  also,  the  cost  of  additional  parts  or  appurtenances  and 
the  excess  cost  of  improved  parts  or  appurtenances  of  bridges,  trestles,  and 
culverts  over  the  cost  of  replacing  in  kind  parts  or  appurtenances  removed. 

Note  A. — The  cost  of  removing  old  material  and  protecting  traffic  during 
improvements  should  be  charged  to  Operating  Expenses. 

Note  B. — When  a  bridge  or  trestle,  or  part  of  a  bridge  or  trestle,  is  con- 
verted into  a  fill  the  cost  (estimated,  if  not  known)  of  the  bridge  or  trestle  if 
completely  filled,  or  of  such  part  of  it  as  may  be  filled,  should  be  credited  to  this 
account  and  charged,  less  salvage,  to  Operating  Expenses.  Such  part  of  the 
original  structure  as  would  equal  in  cost  the  temporary  trestling  that  would  have 
been  necessary  to  the  construction  of  the  fill  in  the  first  instance  should  be  con- 
sidered as  salvage.  The  cost  of  filling,  including  such  salvage,  should  be  charged 
to  account  A  3,  "  Widening  Outs  and  Fills." 

The  cost  of  constructing  bridges,  trestles,  or  culverts  where  none  previously 
existed,  made  necessary  by  the  stopping  up  of  natural  waterways  by  the  con- 
struction of  embankments,  should  be  charged  to  this  account;  the  cost  of  that 
part  of  the  embankment  removed  being  credited  to  account  A  3,  "  Widening  Outs 
and  Fills,"  and  charged  to  the  appropriate  operating  expense  account,  which 
should  also  be  charged  with  the  cost  of  removing  the  embankment. 

Note  0. — When  the  construction  of  new  bridges,  trestles,  or  culverts  is^  made 
necessary  by  reason  of  grade  reductions  or  changes  in  line  or  the  building  of 
additional  main  tracks,  sidings,  spur  tracks,  or  terminal  yards,  or  by  such  work 
as  elimination  of  grade  crossings,  or  reconstruction  of  road  purchased,  the  cost 
thereof  should  not  be  included  in  this  account,  but  in  the  account  under  which 
is  classified  the  cost  of  the  work  that  makes  necessary  the  construction  of  the 
bridges,  trestles,  or  culverts. 
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A  8.  INCREASED  WEIGHT  OF  RAIL 

To  this  account  should  be  charged  the  excess  cost  of  heavier  raib 
applied  to  existing  tracks,  over  the  cost  of  rails  of  the  same  weight  as  the 
original  pattern  of  the  rails  released,  the  cost  to  be  based  upon  the  price 
per  ton  (including  freight  and  inspection)  of  the  rails  used  in  relaying 
the  tracks. 

NOTB  A. — ^The  cost  of  distributing,  laying,  spiking,  and  jointing  rails,  tnr- 
facing  and  lining  track,  and  picking  up  and  removing  old  rails  should  be  charged 
to  Operating  Expenses. 

NOTB  B. — In  cases  where  the  rails  first  applied  to  any  tracks  were  aecond* 
hand  rails  and  no  more  than  the  actual  cost  of  such  rails  is  carried  in  the 
accounts  representing  the  cost  of  road  and  equipment,  the  excess  cost  of  new  rails 
or  heavier  rails  used  for  relaying  the  tracks  over  the  cost  (at  prices  current  at 
the  time  of  replacement)  of  rails  of  a  weight  and  condition  equal  to  the  weight 
and  condition  of  the  released  rails,  when  applied,  may  be  charged  to  this  accouiu. 

Note  C. — If  the  rails  released  from  a  carrier's  main  tracks  are  utilized  in 
relaying  the  tracks  of  its  branch  lines,  sidings,  or  spurs,  previously  laid  with  rails 
of  a  lighter  pattern,  the  entire  salvage  value  of  rails  so  applied,  less  salvage  from 
rails  so  replaced,  may  be  charged  to  Operating  Expenses  as  renewals,  if  the 
carrier  deems  it  proper  so  to  do. 

A  9.  IMPROVED  FROGS  AND  SWITCHES 

To  this  account  should  be  charged  the  excess  cost  of  heavier  frogs  and 
switches  over  the  cost  of  replacing  in  kind  frogs  and  switches  removed,  the 
charge  to  be  based  upon  the  excess  weight  of  the  frogs  and  switches  pat 
in,  if  bought  bj  weight.  If  the  frogs  and  switches  are  of  an  improved 
(or  patented)  type,  the  excess  cost  of  such  frogs  and  switches  oyer  the  cost 
of  replacing  those  removed  with  others  of  the  same  pattern  should  be 
charged  to  this  account. 

Note  A. — The  cost  of  distributing  new  frogs  and  switches  and  picking  np  and 
loading  frogs  and  switches  removed  in  the  course  of  betterment  work  utonld  be 
charged  to  Operating  Expenses. 

Note  B. — No  entry  is  required  in  this  account  with  respect  to  improved  frogs 
and  switches  unless  they  are  installed  under  a  definite  plan  of  improvement,  sucli 
as  increasing  the  weight  of  rail. 

A  10.  TRACK  FASTENINGS  AND  APPURTENANCES 

To  this  account  should  be  chargc<l  the  cost  of  additional  track  fastenings 
and  appurtenances  and  the  excess  cost  of  heavier  or  improved  track  fasten- 
ings and  appurtenances  over  the  cost  of  replacing  in  kind  similar  material 
removed,  such  as  anticreepers,  anglebars,  connecting  rods,  guard  rails  (ezeept 
on  bridges,  trestles,  and  culverts),  guard-rail  clamps  and  fasteners,  nuts, 
nut  locks,  rail  braces,  rail  chairs,  rail  slips,  rail  joints,  splice  bars,  tie 
plates,  and  like  material. 

Note  A. — ^The  cost  of  distributing  and  applying  new  track  fastenings  and 
appurtenances  and  of  picking  up  and  loading  material  removed  in  the  course  of 
betterment  work  should  be  charged  to  Operating  Expenses. 

Note  B. — No  entrj'  is  required  in  this  account  with  respect  to  improved  track 
fastenings  and  appurtenances,  unless  they  are  applied  under  a  definite  plan  of 
improving  the  tracks. 
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A  11.  BALLAST 

To  this  account  should  be  charged  the  cost  of  ballasting  tracks  not 
previously  ballasted,  and  the  excess  cost  of  ballasting  other  tracks  over 
the  cost  of  restoring  to  its  maximum  height  the  ballast  previously  put  on 
the  roadbed.  It  includes  the  cost  of  broken  stone,  slag,  gravel,  or  other 
material  especially  provided  for  ballast ;  and  the  expense  of  loading  (except 
when  necessary  to  dispose  of  waste  material  such  as  cinders  from  cinder 
pits),  hauling,  and  unloading,  including  the  rent  and  expenses  of  locomotives 
and  cars  and  the  pay  of  crews  engaged  in  hauling  and  distributing;  cost 
of  spreading  ballast  and  putting  it  under  track,  and  cost  of  tools  used  in 
this  work. 

XOTE. — ^The  cost  of  keeping  tracks  passable  for  traffic  while  being  ballasted 
should  be  charged  to  the  appropriate  operating  expense  accounts. 

A  12.  ADDITIONAL  MAIN  TEACKS 

To  this  account  should  be  charged  the  cost  (excepting  cost  of  right  of 
way)  of  new  second  or  other  additional  main  tracks  built  alongside  existing 
main  tracks  or  built  as  additional  main  tracks  during  a  change  in  the  loca- 
tion of  the  existing  main  track  or  tracks.  It  includes  the  cost  of  engineer- 
ing; clearing  and  grubbing;  grading;  tunnels  (either  new  tunnels  or  the 
enlargement  of  existing  tunnels  to  accommodate  additional  track  or  tracks) ; 
bridges,  trestles,  and  culverts;  ties,  rails,  frogs,  and  switches;  track  fasten- 
ings and  appurtenances;  ballasting,  tracklaying,  and  surfacing;  interlocking 
and  signal  apparatus;  also  the  cost  of  tools,  the  rent  and  expenses  of  locomo- 
tives and  cars,  and  the  pay  of  crews  employed  on  the  work. 

Note  A. — If,  in  constructing  additional  main  tracks,  it  is  necessary  to 
remove  or  relocate  telegraph  or  telephone  poles  or  lines,  fences,  track  signs  or 
signals,  buildings  or  other  structures,  or  other  tracks;  or  to  relocate  or  recon- 
struct farm,  country-road,  or  street  crossings,  including  crossing  gates,  alarms 
and  watchhouses,  the  cost  of  such  work  should  be  charged  to  the  appropriate 
operating  expense  accounts. 

Note  B. — When  a  change  of  line  is  undertaken  and  more  main  tracks  arc 
laid  on  the  new  line  than  there  were  on  the  abandoned  line,  such  portion  of  the 
cost  of  building  the  new  line  as  represents  the  additional  cost  caused  by  providing 
the  additional  main  tracks  should  be*  charged  to  this  account  and  not  to  account 
A  5,  "  Grade  Reductions  and  Changes  of  Line." 

A  1.].  SIDINGS  AND  SPUR  TRACKS 

To  this  account  should  be  charged  the  cost  (except  cost  of  right  of 
way)  of  additional  spur  tracks,  passing  tracks,  side  tracks,  and  additional 
tracks  in  yards  other  than  yards  at  division  or  train  terminal  points,  and 
the  cost  of  extending  existing  tracks  of  the  kinds  mentioned.  This  account 
includes  engineering  expenses;  clearing  and  grubbing;  grading;  the  cost 
of  bridges,  trestles,  and  culverts;  ties,  rails,  frogs,  and  switches;  track 
fastenings  and  appurtenances;  ballasting,  tracklaying,  and  surfacing;  inter- 
locking and  signal  apparatus;  also  the  cost  of  tools,  the  rent  and  expenses 
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of  locomotives  and  cars,  and  the  pay  of  crews  employed  on  the  work.  It 
does  not  include  the  cost  of  tracks  in  shop  buildings  or  enginehouses,  on 
transfer  tables  or  turntables,  tracks  leading  from  transfer  tables  or  turn- 
tables to  shop  buildings  or  enginehouses,  tracks  on  inclines  to  fuel  stations, 
or  to  and  in  ballast  pits  and  ballast  quarries. 

Note  A. — Expenditures  made  for  the  construction  of  branch  lines  are  to  be 
charged  in  accordance  with  the  Chtssification  of  Expenditures  for  Road  and 
Equipment.  Branch  lines  are  defined  as  lines  serving  one  or  more  stations 
beyond  the  point  of  junction  with  main  line  or  another  branch  line,  to  or  from 
which  stations  regular  tariff  rates  are  in  effect.  Spur  tracks  are  defined  as  lines 
constructed  to  reach  or  serve  industries,  such  as  mills,  mines,  smelters,  factories, 
etc.,  over  which  regularly  scheduled  passenger  or  freight  train  service  is  not 
performed,  and  for  transportation  over  which  only  a  switching  charge,  if  any, 
is  made. 

Note  B. — If,  in  the  construction  of  additional  or  in  the  extension  of  existing 
passing  tracks,  side  tracks,  or  spurs,  it  is  necessary  to  remove  or  relocate  tele- 
graph or  telephone  poles  or  lines,  fences,  track  signs  or  signals,  buildings  or 
other  structures,  or  other  tracks;  or  to  relocate  or  reconstruct  farm,  country- 
road,  or  street  crossings,  including  crossing  gates,  alarms,  and  watchhouses,  the 
cost  of  such  work  should  be  charged  to  the  appropriate  operating  expense 
accounts. 

Note  C. — The  $200  minimum  referred  to  in  paragraph  13  of  the  Gheneral 
Instructions  does  not  apply  to  amounts  to  be  included  in  this  account. 

A  14.  TERMINAL  YARDS 

To  this  account  should  be  charged  the  cost  (except  the  cost  of  right  of 
way)  of  additional  terminal  yards  and  the  cost  of  enlarging  existing  terminal 
yards  at  or  near  the  termini  of  roads  or  divisions  or  at  junctions  with  branch 
lines,  in  which  trains  are  made  up  and  dispatched  and  cars  sorted  and 
stored.  It  includes  engineering  expenses;  clearing,  grubbing,  and  grading; 
the  cost  of  bridges,  trestles,  and  culverts;  ties,  rails,  frogs,  and  switches; 
track  fastenings  and  appurtenances;  ballasting,  tracklaying,  and  surfac- 
ing; interlocking  and  signal  apparatus;  also  the  cost  of  tools,  the  rent  and 
expenses  of  locomotives,  steam  shovels,  and  cars,  and  the  pay  of  crews 
employed  on  the  work. 

NoTB  A. — ^When  it  is  necessary  to  rearrange  or  relocate  existing  tracks  ii^ 
order  to  enlarge  a  terminal  yard,  the  cost  of  such  work  should  be  charged  to 
Operating  Expenses. 

Note  B. — If,  in  the  construction  of  additional  or  the  enlargement  of  existing 
terminal  yards,  it  is  necessary  to  remove  or  relocate  telegraph  or  telephone  poles 
or  lines,  fences,  tracks  signs  or  signals,  buildings  or  other  structures,  or  other 
tracks;  or  to  relocate  or  reconstruct  farm,  country-road,  or  street  crossings, 
including  crossing  gates,  alarms,  and  watch-houses,  the  cost  of  such  work  should 
be  charged  to  the  appropriate  operating  expense  accounts. 

Note  C. — The  $200  minimum  referred  to  in  paragraph  13  of  the  General 
Instructions  does  not  appl}  to  amounts  to  be  included  in  this  account. 

A  15.  FENCING  RIGHT  OF  WAY 

To  this  account  should  be  charged  the  cost  of  board,  wire,  rail,  hedge^ 
stone  or  other  fences  along  the  right  of  way  or  limits  of  roadbed  not  previ- 


ADDITIONS    AND    BETTERMENTS  349 

ously    fenced,    including   crossing   gates,    cattle    guards,    and    wing    fences 
thereto. 

Note  A. — No  charge  should  be  made  to  this  account  for  fences  constructed 
on  a  change  of  line  (see  account  A  6,  '*  Grade  Reductions  and  Changes  of 
Line  ")  around  stock  yards,  fuel  stations,  station  grounds,  and  shops,  or  on  other 
properties  outside  the  right  of  way.  The  cost  of  additional  permanent  or  portable 
fences  for  the  protection  of  tracks  from  snow  or  sand  should  be  charged  to 
account  A  31,  "  Snow  and  Sand  Fences  and  Snowsheds." 

Note  B. — The  $200  minimum  referred  to  in  paragraph  13  of  the  General 
Instructions  does  not  apply  to  amounts  to  be  included  in  this  account. 

A  16.  IMPEOVEMENT  OF  CROSSINGS  UNDER  OR  OVER  GRADE 

To  this  account  should  be  charged  the  cost  of  improvements  made  to 
existing  overhead  bridges  or  subways  carrying  roads,  highways,  or  streets 
over  or  under  tracks.  It  includes  the  excess  cost  of  improved  overhead 
bridges  or  parts  of  bridges  over  the  cost  of  replacing  in  kind  existing 
bridges  or  parts  of  bridges;  the  cost  of  additions  to  overhead  bridges  made 
necessary  by  the  construction  of  additional  main  tracks,  sidings,  spur 
tracks,  and  terminal  yards,  or  the  extension  of  existing  ones,  including  the 
excess  cost  of  new  approaches  to  such  bridges  over  the  cost  of  replacing 
the  approaches  abandoned  or  removed;  the  cost  of  improvements  to  the 
roadway  of  existing  overhead  bridges  and  subways,  including  the  roadway 
on  the  approaches  thereto.  If  the  extension  of  a  bridge  requires  the  alter- 
ation or  modification  of  the  existing  structure,  the  excess  cost  of  the 
improvement  over  the  cost  of  replacing  in  kind  the  parts  removed  ahould 
be  charged  to  this  account. 

Note  A. — The  cost  of  taking  down  abutments,  piers,  posts,  etc^  of  overhead 
bridges  and  rebuilding  them  in  new  locations  should  be  charged  to  the  appropriate 
operating   expense    accounts. 

Note  B. — The  cost  of  improving  bridges  and  trestles  carrying  tracks  over 
streets  should  be  charged  to  account  A  7,  **  Bridges,  Trestles,  and  Culverts,"  and 
the  cost  of  sul)stituting  overhead  bridges  or  subways  under  tracks  for  existing 
grade  crossings  should  be  charged  to  account  A  17,  "Elimination  of  Grade 
Crossings." 

Note  C. — When  subways  or  undergrade  crossings  are  built  in  connection. 
with  grade  reductions  or  changes  of  line,  or  the  construction  or  extension  of 
existing  main  tracks,  sidings,  and  spur  tracks,  or  terminal  yards,  the  cost  of  the 
subways  and  of  the  bridges  carrying  the  tracks  over  them  should  be  charged  to 
tlie  appropriate  account  as  a  portion  of  the  cost  of  such  tracks  or  work. 

A  17.  ELIMINATION  OF  GRADE  CROSSINGS 

To  this  account  should  be  charged  the  cost  of  eliminating  grade  cross- 
ings by  carrying  railroads,  streets,  highways,  country  roads,  or  farm  cross- 
ings over  or  under  a  carrier's  tracks.  It  includes  the  cost  of  land  necessary 
for  the  relocation  of  tracks,  streets,  or  roads;  damages  to  adjacent  property 
and  expenses  of  any  litigation  incidental  thereto ;  the  cost  of  elevated  struc- 
tures, retaining  walls,  or  subways  for  carrying  tracks  over  or  under  streets 
or  roads;  overhead  bridges  and  subways  (except  when  at  stations  and  not 
public  highways)  carrying  streets  or  roads  over  or  under  tracks;  lowering 
or  raising  railway  tracks,  depots,  platforms,  and  other  buildings;  grading 
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approaches  to  subways  and  bridges;  changing  locations  of  streets  or  roads, 
and  expenses  incidental  to  such  work,  such  as  grading,  paving,  changing 
sewers,  drains,  water  and  gas  pipes,  and  the  like;  and  other  necessary 
expenses  for  the  elimination  of  crossings  at  grade. 

NOTK  A. — The  cost  of  all  repairs  to  tracks,  raising  or  lowering  them  as  filling 
or  oxcuvation  progresses;  keeping  them  in  condition  to  handle  traffic,  and 
protecting  traffic  thereon;  ballasting  on  completion  of  work  (if  previously 
ballasted);  repairs  to  interlocking,  block,  and  other  signal  systems  including  the 
elevation  or  depression  thereof  during  the  progress  of  work,  and  other  similsr 
expenses,  should  be  charged  to  the  appropriate  operating  expense  accounts. 

Note  B, — Amounts  collected  from  States,  municipalities,  or  others  as  their 
contributions  to  or  proportion  of  the  cost  of  eliminating  g^^ade  crossing  should  be 
credited  to  this  account. 

A  18.  INTERLOCKING  APPARATUS 

To  -this  account  should  be  charged  the  cost  of  additional  interlocking 
plants  or  apparatus,  and  the  excess  cost  of  enlarged  or  improved  inter- 
locking plants  or  apparatus  over  the  cost  of  replacing  in  kind  inter- 
locking plants  or  apparatus  removed.  It  includes  the  cost  of  labor  and  of 
material,  such  as  levers,  racks,  wires,  pulleys,  semaphores,  semaphore  sig- 
nals, ground  signals,  posts,  box  troughs,  and  other  fixtures;  towers,  power 
plants,  batteries,  wire,  and  other  necessary  material.  If  the  improvement 
or  enlargement  of  interlocking  apparatus  involves  a  partial  destruction  and 
reconstruction  of  the  plant,  the  excess  cost  of  the  improvement  or  enlarge- 
ment over  the  cost  of  replacing  in  kind  the  parts  removed  should  be  charged 
to  this  account. 

Note  A. — ^This  account  does  not  include  the  cost  of  additional  or  enlarged 
interlocking  plants  or  apparatus  made  necessary  by  g^ade  reductions  and  changes 
of  line  or  by  the  building  of  additional  main  tracks,  sidings,  and  spur  tracks,  or 
terminal  yards. 

Note  B. — The  cost  of  changing  connections  or  locations  of  semaphores  and 
other  signals  in-  the  course  of  betterment  work  should  be  charged  to  Operating 
Expenses. 

A  19.  BLOCK  AND  OTHES  SIGNAL  APPARATUS 

s 

To  this  account  should  be  chargc<i  the  cost  of  additional  apparatus  for 
all  classes  of  block  or  other  stationary  signals.  It  includes  the  cost  of  labor 
and  of  material,  such  as  levers,  racks,  wires,  pulleys,  semaphores,  semaphore 
signals,  ground  signals,  posts,  box  trough,  and  other  fixtures;  and  the  cost 
of  towers  and  offices  or  houses  (other  than  station  buildings)  for  block  and 
signal  operators;  bonding  rails;  signal  bells,  including  crossing  alarm  bells; 
power  plants;  batteries  and  wires;  and  other  necessary  appliances. 

To  this  account  should  also  be  charged  the  excess  cost  of  improved 
systems  of  block  and  other  signal  apparatus  over  the  cost  of  replacing  in 
kind  existing  signal  apparatus. 

Note. — The  cost  of  altoring  or  chansrinp:  any  system  of  block  or  other 
to   connect    two   or    more   si|;nal    systems   so   that   they   may   be   operated 
system,  and  the  cost  of  chancrinc:  connections  or  locations  during  betterniei&t 
should  be  charged  to  the  appropriate  operating  expense  accoimft. 
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A  20.  TELEGRAPH  AND  TELEPHONE  LINES 

To  this  account  should  be  charged  the  cost  of  additional  telegraph  and 
telephone  lines,  including  the  cost  of  conduits,  poles,  cables,  wires,  billets, 
insulators,  tie  wires,  instruments,  and  other  material;  also  the  cost  of  labor 
employed  and  tools  used  in  this  work.  To  it  should  also  be  charged  the 
cost  of  additional  telegraph  and  telephone  wires  on  existing  pole  lines. 

When  an  improved  wire  is  substituted  for  an  inferior  wire,  the  excess 
cost  of  the  improvement  over  the  cost  of  replacing  in  kind  the  wire  removed 
should  be  charged  to  this  account. 

A  21.  GTATION  BUILDINGS  AND  FIXTURES 

To  this  account  should  be  charged  the  cost  of  additional  station  build- 
ings or  structures  (except  when  classed  as  dock  and  wharf  property),  and 
the  cost  of  additional  fixtures,  furniture  and  facilities  necessary  to  equip 
such  new  buildings  for  service  or  to  enlarge  the  equipment  of  existing 
station  buildings  and  structures;  also  the  excess  cost  of  new  buildings  or 
parts  of  buildings  or  new  furniture,  fixtures,  and  facilities  over  the  cost 
of  replacing  in  kind  buildings  or  parts  of  buildings,  furniture,  fixtures  and 
facilities  removed.  It  includes  such  items  as  architects'  fees,  cost  of  beau- 
tifying grounds,  drainage  systems,  electric  fixtures  and  wiring,  elevators, 
excavations,  fences,  gas  fixtures,  footbridges  (not  highways),  furniture, 
grading,  heating  apparatus,  hedges,  icing  stations,  paving,  platforms, 
piping,  pumps,  sidewalks,  stationary  scales,  station  signs,  stock  pens,  stoves, 
subways,  turnstiles,  water  fixtures  and  wells. 

Note. — The  cost  of  restoring  the  condition  of  grounds  after  betterment  work 
should  be  charged  to  Operating  Expenses. 

A  22.  ROADWAY  MACHINERY  AND  TOOLS 

To  this  account  should  be  charged  the  cost  of  roadway  machinery  and 
tools  (except  hand  and  other  small  portable  tools  liable  to  be  lost  or  stolen) 
not  taking  the  place  of  machinery  and  tools  of  like  purpose  previously  held. 
It  includes  the  cost  of  machinery  (not  permanently  mounted  on  wheels  and 
considered  as  equipment),  such  as  dredging,  ditching,  grading,  pile-driving 
and  steam-shovel  machinery,  and  the  cost  of  motor  cars  and  other  apparatus 
and  instruments  of  special  value  used  in  the  maintenance  of  roadway  and 
for  which  a  record  is  kept  showing  the  person  or  persons  responsible  for 
their  safe  keeping. 

Note  A. — The  cost  of  hand  and  other  small  portable  roadway  tools,  liable  to 
be  lost  or  stolen,  and  roadway  machinery  and  appliances  of  which  no  record  is 
kept,  should  be  charged,  when  acquired,  to  an  appropriate  Materials  and  Supplies 
account,  from  which  they  should  be  charged,  as  issued,  to  the  appropriate 
operating  expense  or  other  accounts. 

Note  B. — A  record  should  be  kept  of  any  property  charged  to  this  account, 
and  when  it  is  retired  from  service  from  any  cause  the  cost  should  be  credited  to 
this  account,  and  such  cost,  less  salvage  and  the  amount  reserved  for  depreciation, 
if  any,  charged  to  Operating  E:^pcnscs. 
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A  23.  SHOPS,  ENGINEHOUSES,  AND  TURNTABLES 

To  this  account  should  be  charged  the  cost  of  additional  shops,  engine- 
houses,  and  turntables,  and  of  additional  fixtures,  facilities,  and  appur- 
tenances (other  than  shop  machinery  and  tools)  necessary  to  equip  them; 
also  the  excess  cost  of  new  buildings  or  structures  or  parts  of  buildings  or 
structures,  and  new  fixtures,  facilities,  and  appurtenances  over  the  cost  of 
replacing  in  kind  like  property  removed. 

This  account  should  include  the  cost  of  the  following  buildings  or 
structures  when  built  as  parts  of  or  for  use  in  connection  with  shops, 
cnginehouses,  and  turntables:  Car  sheds,  cinder  pits,  drop  pits,  electric 
light  and  i)ower  plants,  outhouses,  sandhouses,  scrap  pins,  storehouses, 
tracks,  and  transfer  tables ;  also  the  cost  of  the  following  items  incidental  to 
the  construction  or  improvement  of  the  buildings  or  structures  mentioned: 
Architects'  fees,  beautifying  grounds,  excavations,  foundations,  electric 
fixtures,  fences,  gas  fixtures,  grading,  heating  plants  and  apparatus,  hedges, 
platforms,  sewerage  systems,  sidewalks;  turntable  levers,  tractors,  and 
stops;  and  water  system  connections. 

Note. — The  cost  of  restoring  the  condition  of  grounds  after  betterment  work 
should  be  charged  to  Operating  Expenses. 

A  24.  SHOP  MACHINERY  AND  TOOLS 

To  this  account  should  be  charged  the  cost  of  machinery  and  tools 
installed  in  shops  or  enginehouses  and  not  replacing  other  tools  and 
machinery,  including  foundations  therefor,  the  cost  of  transportation, 
loading,  unloading,  and  placing  machinery  in  position.  This  account  in- 
cludes the  cost  of  additional  stationary  engines  and  boilers,  automatic 
stokers,  ash  conveyors;  electric  generators  and  motors,  switchboards,  com- 
pressors; shafting,  belting,  cranes;  stationary  and  portable  forges;  trip 
hammers,  lifting  magnets,  and  hydraulic,  pneumatic,  and  electric  machines; 
and  other  machinery  and  tools  installed  in  shops  and  enginehouses,  includ- 
ing the  necessary  small  hand  tools  first  to  equip  them,  but  not  including 
additional  small  hand  tools  furnished  to  shops  or  enginehouses  already  in 
operation. 

To  it  should  also  be  charged  the  excess  cost  of  machinery  and  tools 
(except  hand  and  other  small  portable  tools)  of  an  improved  type  or  char- 
acter installed  in  shops  or  enginehouses  over  the  cost  of  replacing  in  kind 
machinery  or  tools  abandoned.  The  excess  cost  of  foundations  for  new 
Hiaciiinery  over  the  cost  of  replacing  in  kind  the  foundations  for  existing 
machinery  and  the  cost  of  unloading  and  placing  the  machinery  thereon, 
should  be  charged  to  this  account. 

A  25.  WATER  ANT)  FITEL  STATIONS 

To  this  account  should  be  charged  the  cost  of  additional  structures  used 
as,  or  in  connection  with,  stations  for  supplying  locomotives  with  water  or 
fuel;  also  the  excess  cost  of  new  structures  or  parts  of  structures  of  tl^ig 
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class  over  the  cost  of  replacing  in  kind  structures  removed.  The  following 
items  are  chargeable  to  this  account: 

For  water  stations:  Boilers,  cisterns,  dams,  engines,  and  fixtures;  fences, 
foundations,  penstocks  and  connections,  pipe  lines  and  piping,  pumps,  pump 
houses,  purifying  plants,  settling  basins,  stand  pipes,  tanks,  tubs,  track  tanks 
or  troughs,  wells,  windmills,  and  other  machinery  and  appliances  necessary 
to  operate  water  stations. 

For  fuel  stations:  Ash  handling  plants,  buckets,  cranes,  chutes,  dump- 
ing machinery,  elevators,  engines  (stationary),  fences,  platforms,  scales, 
sheds,  tipple  cars,  wood  racks,  fuel  oil  plants,  inclines  at  fuel  stations  and 
tracks  on  same,  and  other  machinery  and  appliances  necessary  to  operate 
fuel  stations. 

Note  A. — This  account  should  not  include  waterworks,  wells,  fuel  stations, 
coal  houses,  etc.,  used  exclusively  for  supplying  water  or  fuel  to  shops,  power 
plants,  stations,  hotels  and  tenement  or  section  houses,  which  should  he  charged  to 
the  appropriate  accounts.  ' 

Note  B. — The  cost  of  restoring  the  condition  of  grounds  after  hetterment 
work,  including  the  filling  of  abandoned  wells  and  cisterns,  should  be  charged  to 
Operating  Expenses. 

A  26.  GRAIN  ELEVATORS  AND  STORAGE  WAREHOUSES 

To  this  account  should  be  charged  the  cost  of  additional  grain  elevators 
and  storage  warehouses,  including  the  cost  of  foundations,  conveyors, 
machinery  and  fixtures  therein;  the  cost  of  additional  conveyors,  machinery, 
and  fixtures  for  such  existing  buildings;  also  the  excess  cost  of  improved 
machinery,  fixtures,  etc.,  over  the  cost  of  replacing  in  kind  existing 
machinery,  fixtures,  etc.  When  such  buildings  are  altered  or  enlarged,  the 
excess  cost  of  the  improvement  over  the  cost  of  replacing  in  kind  the  parts 
abandoned  or  removed  should  be  charged  to  this  account. 

Note  A, — The  cost  of  filling  foundations  and  restoring  the  condition  of 
grounds  after  betterment  work  should  be  charged|to  the  appropriate  account  under 
Operating  Expenses   or    Outside   Operations. 

Note  B. — ^The  buildings  referred  to  in  this  account  are  not  small  storage 
elevators  at  way  stations  or  ordinary  freight  warehouses  where  freight  is  received 
for  shipment,  etc.,  but  large  elevators  in  which  a  regular  grain  business  is 
handled  or  grain  is  stored  for  various  owners,  and  warehouses  in  which  mer- 
chandise is  stored.  Small  storage  elevators  at  way  stations  are  classed  as  station 
buildings. 

A  27.  DOCK  AND  WHARF  PROPERTY 

To  this  account  should  be  charged  the  cost  of  additional  docks,  wharves, 
landings,  slips,  float  bridges,  and  inclines  to  transfer  steamers,  and  the 
cost  of  buildings,  structures,  coal  and  ore  handling  machinery,  and  other 
necessary  facilities  erected  as  additions  to  existing  docks  or  wharves  or  in 
connection  with  the  construction  of  additional  docks  or  wharves.  It  includes 
also  the  cost  of  additional  slips  and  of  piling,  pile  protection,  cribs,  coffer- 
dams, walls,  and  other  necessary  devices  and  apparatus  for  the  operation  or 
protection  of  docks  and  wharves. 
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To  this  account  should  also  bo  r'harged  the  excess  cost  of  improved  docks, 
wharves,  laii(iinfjs,  slips,  lloat  bridges,  and  inclines  to  transfer  steamers,  and 
of  buildings,  structures,  coal  and  ore  handling  machinery,  and  other  neces- 
sary facilities  on  docks  and  wharves  over  the  cost  of  replacing  in  kind  like 
property  abandoned  or  removed. 

Note  A. — The  cost  of  restoring  the  condition  of  docks  or  wharves  and  land 
upon  which  they  are  situated  after  betterment  work  should  be  charged  to  the 
appropriate  account  under  Operating  Expenses  or  Outside  Operations. 

Note  B. — The  cost  of  land  on  which  additional  wharves  are  built  and  of 
riparian  or  water  rights  for  docks  and  wharves  should  be  charged  to  account 
A  1,"  Right  of  Way  and  Station  Grounds." 

A  28.  ELECTRIC  LIGHT  AND  POWER  PLANTS 

To  this  account  should  be  charged  the  cost  of  additional  electric  light 
and  power  plants  (except  those  used  exclusively  for  furnishing  light  or 
power  to  office  buildings,  or  to  station  grounds  and  buildings,  or  to  shop 
grounds  and  buildings),  including  the  cost  of  buildings,  dynamos  and  gen- 
erators, condensers  and  transformers,  boilers  and  engines,  switchboardB, 
storage  batteries,  poles,  insulators,  and  wires  for  electric  lines;  glass  globes, 
electric  lamps,  hangers  for  lights,  and  other  material  necessary  first  to 
equip  them.  It  includes  also  the  cost  of  power  houses  and  car  sheds  at 
power  plants;  flowage  rights;  dams,  reservoirs,  i>enstocks,  water  wheels  or 
turbines,  pumps,  and  other  machinery,  and  the  foundations  therefor;  and 
other  construction  expenses  necessary  for  the  erection  of  new  and  additional 
electric  light  and  power  plants,  and  the  excess  cost  of  improved  plants, 
buildings,  machinery,  and  appurtenances  over  the  cost  of  replacing  in  kind 
like   property   removed. 

When  the  improvement  involves  a  modification  or  alteration  of  existing 
structures,  there  should  be  charged  to  this  account  the  excess  cost  of  the 
improvement  over  the  cost  of  replacing  in  kind  the  parts  abandoned. 

Note. — The  cost  of  restoring  the  condition  of  grrounds  after  betterment  work 
should  he  charged  to  the  appropriate  account  under  Operating  Expenses  or 
Outside  Operations. 

A  29.  ELECTEIC  POWER  TRANSMISSION 

To  this  account  should  be  charged  the  cost  of  additional  systems  for  the 
transmission  of  electricity  for  power  purposes,  including  span,  guard,  feed, 
and  overhead  trolley  wires;  poles,  cross-arms,  brackets,  insulators,  and  con- 
nections; third  rails,  including  braces,  supports,  and  devices  for  insulating, 
covering,  or  protecting;  bonding  rails,  including  connecting  plugs,  insulat- 
ing mats,  plugs,  or  other  devices;  switchboards,  switches,  cut-outs,  trans- 
formers, etc.  (not  at  power  stations  or  substations),  and  other  expenditures 
necessary  for  the  building  of  additional  lines  for  the  transmission  of  electric 
power. 

To  this  account  should  also  be  charged  the  excess  cost  of  improved 
transmission  lines  or  parts  of  lines  over  the  cost  of  replacing  in  kind  prop- 
erty of  like  purpose  abandoned. 
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A  30.  GAS-PEODUCING  PLANTS 

To  this  account  should  be  charged  the  cost  of  additional  gas-producing 
and  gas-compressing  plants;  the  cost  of  additional  machinery  and  appliances 
for  such  plants;  and  the  excess  cost  of  improved  plants,  machinery,  or 
appliances,  over  the  cost*  of  replacing  in  kind  like  property  abandoned. 
If  an  improvement  requires  the  alteration  or  modification  of  existing  struc- 
tures, there  should  be  charged  to  this  account  the  excess  cost  of  the  improve- 
ment over  the  cost  of  replacing  in  kind  the  parts  removed. 

Note. — The  cost  of  restoring  the  condition  of  grounds  after  betterment  work 
should  be  charged  to  the  appropriate  account  under  Operating  Expenses  or 
Outside  Operations. 

A  31.  SNOW  AND  SAND  FENCES  AND  SNOWSHEDS 

To  this  account  should  be  charged  the  cost  of  additional  snowsbeds, 
including  rock  filling  when  necessary,  and  permanent  or  portable  fences 
for  the  protection  of  tracks  from  snow  and  sand. 

Note. — When  permanent  snow  or  sand  fences  take  the  place  of  existing 
right-of-way  fences,  the  entire  cost  of  the  new  fences  should  be  charged  to  this 
account,  the  original  cost  (estimated,  if  not  known)  of  the  right-of-way  fences 
removed  being  credited  to  account  A  15,  "  Fencing  Right  of  Way,"  and  charged, 
together  with  the  cost  of  removal,  less  salvage,  to  the  appropriate  operating 
expense  account. 

A  32.  RECONSTRUCTION  OF  ROAD  PURCHASED 

When  a  railroad  is  purchased  and  the  property  (other  than  equipment) 
acquired  is  in  such  a  physical  condition  that-  it  is  necessary  substantially  to 
rebuild  the  road  within  one  year  after  its  acquisition,  in  order  to  bring  it 
up  to  the  standard  required  by  the  purchasing  company,  such  part  of  the 
cost  of  rebuilding  as  will,  when  added  to  the  amount  paid  for  such  prop- 
erty, equal  the  cost  of  replacing  the  property  as  rebuilt,  should  be  charged 
to  this  account,  and  any  excess  of  the  cost  of  such  property  plus  the  cost 
of  rebuilding  over  the  cost  of  replacing  it  as  rebuilt,  should  be  charged  to 
Profit  and  Loss;  if  the  work  of  rebuilding  is  not  done  within  one  year 
after  the  date  of  acquisition,  the  cost  of  any  improvements  should  be 
charged  to  the  other  accounts  in  this  classification,  subject  to  the  conditions 
prescribed  for  improvements  of  other  property. 

If,  however,  the  work  of  reconstruction  referred  to  above  is  necessarily 
delayed  to  a  time  more  than  one  year  after  the  acquisition  of  the  property, 
and  the  purchasing  company  desires  to  make  the  improvements  under  the 
conditions  named  and  to  include  the  cost  in  this  account,  it  may  file  with 
the  Interstate  Commerce  Commission  a  desmption  of  the  property  acquired 
and  a  comprehensive  statement  showing  the  amount  paid  for  the  road  pur- 
chased, the  appraised  value  of  the  physical  property  acquired,  the  amount 
which  it  is  proposed  to  expend  upon  improvements,  and  the  nature  of  the 
improvements  necessary  to  be  made  and  other  pertinent   facts,  and  upon 
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approval  of  the  Commission  the  cost  of  the  improvement  may  be  disposed 
of  as  indicated. 

Equipment  acquired  as  part  of  the  [)r()pert.y  of  a  road  purchased  should 
not  be  included  in  this  account,  but  the  appraised  value  at  the  time  of 
acquisition  should  be  charged  to  account  A  33,  '^  Equipment.'* 

A  33.  EQUIPMENT 

To  this  account  should  be  charged  the  cost  of  all  newly  acquired 
equipment,  such  as  steam  locomotives,  electric  locomotives,  passenger-train 
cars,  freight-train  cars,  work  equipment  (for  general  use),  floating  equip- 
ment, and  the  necessary  appurtenancer,  fixtures,  and  furniture  first  to  fit 
out  for  service,  including  the  cost  of  inspection,  setting  up,  and  trying 
out,  and  transportation  over  foreign  lines;  also,  the  cost  of  additional  devices 
and  apparatus  applied  to  equipment,  such  as  electric  headlights,  power 
brakes,  vestibules,  machinery  for  self-propulsion,  heating  and  lighting 
apparatus,  and  the  like;  and  the  excess  cost  of  improved  appliances  and 
parts  or  appurtenances  over  the  cost  of  replacing  in  kind  the  appliances 
and  parts  or  appurtenances  removed. 

To  this  account  should  be  credited  the  original  cost  (estimated  if  not 
known)  of  any  equipment  destroyed,  sold  or  otherwise  permanently  retired 
from  service;  but  if  the  value  (the  original  cost)  of  any  equipment  as 
carried  in  the  accounts  representing  the  cost  of  equipment  has  been  written 
down  in  consideration  of  depreciation  accrued  previously  to  July  1,  1907, 
the  depreciated  value  at  that  date  instead  of  the  original  cost  should  be 
credited  to  this  account;  proper  account  should  be  taken  of  any  salvage;  and 
the  "  Reserve  for  Accrued  Depreciation  "  account  should  be  debited  with 
an  amount  equal  to  the  amount  previously  credited  thereto  with  respect  to 
the  equipment  retired.  The  difference  between  the  actual  depreciation 
(original  cost  or  depreciated  value  on  July  1,  1907,  less  salvage)  and  the 
reserve  for  accrued  depreciation  should  be  charged  to  the  appropriate 
account  in  Operating  Expenses,  if  the  difference  is  due  to  depreciation  in 
service  since  July  1,  1907;  to  Profit  and  Loss  if  due  to  depreciation  in 
service  before  that  date;  and,  if  not  readily  assignable,  the  amount  should 
be  prorated  between  Operating  Expenses  and  Profit  and  Loss  on  the  basis 
of  the  time  in  service  after  and  before  that  date. 

When  any  equipment  is  in  such  physical  condition  that  it  must  be  prac- 
tically rebuilt  in  order  to  fit  it  for  service,  or  when  any  equipment  requires 
repairs  which,  if  made,  would  constitute  the  major  portion  of  its  value, 
it  should,  when  taken  out  of  service,  be  considered  as  retired  and  be  written 
out  of  the  accounts  as  pro\nded  in  the  preceding  paragraph;  upon  being 
rebuilt,  the  cost  of  replacing  in  kind  the  equipment  as  rebuilt  (consider- 
ation being  given  to  second-hand  parts  remaining  therein)  should  be  charg^ed 
to  this  account. 

Note   A. — When   important   additions   and  betterments  projects  or   the   con- 
struction of  new  lines  necessitate  the  purchase  of  work  equipment  to  be  used 
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exclusively  thereon,  the  cost  of  such  equipment  should  be  included  in  the  accounts 
representing  the  cost  of  the  work,  and  no  charge  should  be  made  to  Operating 
Expenses  for  depreciation  on  such  equipment  while  the  cost  remains  so  charged. 
The  amount  realized  from  any  subsequent  sale,  or  the  appraised  value  of  the 
equipment  retained  after  the  completion  of  the  special  work  for  which  it  was 
purchased,  should  be  credited  to  the  accounts  charged  with  its  cost.  The 
appraised  value  of  such  equipment  retained  should  be  debited  to  this  account, 
and  thereafter,  for  the  purposes  of  this  account,  such  appraised  value  should 
be  considered  as  the  cost  of  the  equipment. 

Note  B. — When  any  equipment  is  changed  into  equipment  of  another  class, 
as  a  freight-train  car  into  a  work  car,  and  the  change  involves  a  partial  destruc- 
tion and  partial  reconstruction  of  the  equipment  altered,  the  excess  cost  of  the 
new  parts  or  appurtenances  over  the  cost  of  replacing  in  kind  those  removed 
should  be  charged  to  this  account.  If  no  betterment  is  involved  in  the  change, 
the  difference  between  the  cost  or  record  value  and  the  depreciated  value  at  the 
date  of  change  should  be  credited  to  this  account.  In  either  case,  the  Reserve 
for  Accrued  Depreciation  account  should  be  debited  with  an  amount  equal  to  the 
accrued  depreciation  previously  credited  thereto  with  respect  to  the  equipment 
changed,  and  thereafter  depreciation  should  be  based  upon  the  appraised  value 
after  the  change  in  the  class  to  which  converted.  The  cost  of  dismantling  the  old 
equipment  and  such  part  of  the  cost  of  making  the  change  as  does  not  distinctly 
better  it  should  be  charged  to  Operating  Expenses. 

A  34.  INTEREST  AND  COMMISSIONS 

When  any  bonds,  notes,  or  other  evidences  of  indebtedness  are  sold,  or 
any  interest-bearing  debt  is  incurred  for  additions  and  betterments  pur- 
poses, the  interest  that  accrues  on  such  part  of  the  debt  as  represents  the 
cost  of  property  chargeable  to  additions  and  betterments  (less  interest, 
if  any,  allowed  by  depositories  on  imexpended  balances)  after  such  funds 
become  available  for  use  and  before  the  receipt  or  the  completion  or  coming 
into  service  of  the  property  so  acquired  should  be  charged  to  this  account. 

If  any  bona  fide  allowance  is  made  or  brokerage  paid  to  agents  or 
factors  for  services  rendered  in  the  sale  of  bonds,  notes,  or  other  evidences 
of  indebtedness  issued  for  additions  and  betterments  purposes,  there  should 
be  charged  to  this  account  such  proportion  of  the  brokerage  or  commission 
so  paid  as  the  amount  expended  for  and  chargeable  to  Additions  and  Bet- 
terments bears  to  the  whole  amount  realized  from  the  sale  of  the  securities. 

Note  A. — Interest  on  bonds,  notes,  or  other  evidences  of  indebtedness,  accru- 
ing before  the  proceeds  from  the  sale  of  the  securities  become  available  for  use, 
should  not  be  included  in  this  account  nor  should  there  be  included  any  interest 
accuring  after  the  property  with  respect  to  which  the. proceeds  are  expended  is 
received  or  becomes  available  for  use. 

Note  B. — If  any  securities  which  have  been  issued  or  assumed  by  the  carrier 
(except  securities  which  have  been  sold  and  reacquired)  are  sold  or  exchanged 
by  or  for  the  carrier  for  a  consideration  the  actual  money  value  of  which,  at  the 
time  of  such  sale  or  exchange,  is  less  than  the  value  of  the  securities  at  par  and 
the  accrued  interest  thereon,  if  any,  the  difference  between  the  money  value  of 
the  consideration  received  and  the  par  value  of  the  securities  plus  the  accrued 
interest  shall  be  deemed  a  discount  and  in  no  case  should  discounts  be  included 
as  part  of  the  cost  of  anything  charged  to  any  account  prescribed  in  this  classifi- 
cation. 

A  35.  OTHER  ADDITIONS  AND  BETTERMENTS 

To  this  account  should  be  charged  the  cost  of  additional  structures  or 
facilities,  not  taking  the  place  of  property  of  like  purpose  previously  held, 
and  the  excess  cost  of  enlarged  or  improved  structures  and  facilities  over  the 
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cost  of  replacing  in  kind  like  property  retired  from  service  by  reason  of 
the  improvements,  when  such  cost  is  proper,  under  the  general  rules  govern- 
ing this  classification,  to  be  included  in  Additions  and  Betterments  and  is  not 
classifiable  under  any  of  the  foregoing  accounts  in  this  classification.  This 
account  should  not  be  charged  with  any  amount  with  respect  to  unapplied 
materials  and  supplies,  or  property  which  may  not  be  readily  identified 
and  inventoried,  such  as  wood  ties  of  a  better  grade  replacing  those  of  an 
inferior  grade;  or  assessments  by  towns,  cities,  or  other  governmental 
authorities  against  a  carrier  as  a  property  holder  for  public  improvements 
which  do  not  directly  benefit  the  carrier  in  the  operation  or  maintenance 
of  its  property. 

NOTB. — All  entries  in  this  account  are  reqwirod  to  be  shown  in  such  detail 
in  Annual  Reports  to  the  Interstate  Commerce  Commission  as  will  denote  the 
character  of  the  improvement  made  or  the  property  acquired  by  the  expenditures 
charged  to  this  account. 


CLASSIFICATION  OF  EXPENDITURES  FOR  ROAD 

AND  EQUIPMENT 

First  Revised  Issue 
as  amended  by  supplement,  effective  july  1,  1908 

INTRODUCTORY  LETTER 

Intebstatb  Commbbob  Commission, 

Division  of  Statistics  and  Accounts, 

Washington,  June  8,  1907. 

To  Carriers: 

This  Classification  of  Expenditures  for  Bead  and  Equipment,  with  the 
text   pertaining   thereto,   is   issued   in   accordance   with   an   order   of   the 
Interstate  Commerce  Commission,  a  copy  of  which  will  be  found  imme-   ' 
diately  preceding  this  letter.     The  rules  which  the  Classification  contains 
should  be  observed  by  carriers  in  all  matters  which  it  covers. 

In  1897  the  Interstate  Commerce  Commission  issued  a  Classification  of 
Construction  Expenses  for  steam  railways,  and  in  1905  this  Classification 
was  extended  by  adding  to  it  a  Classdfication  of  Equipment  Expenditures. 
At  the  same  time  the  word  **  expenditures  '^  was  substituted  for  the  word 
**  expenses  "  in  connection  with  construction  accounts.  It  will  be  noted 
that  the  title  of  this  First  Bevised  Issue  has  been  changed  to  *'  Classifica- 
tion of  Expenditures  for  Boad  and  Equipment. ' ' 

This  classification,  like  the  classification  of  Operating  Bevenues  an'd  of 
Operating  Expenses,  was  revised  with  the  cooperation  of  the  accredited 
representatives  of  the  Association  of  American  Bailway  Accounting  Offi- 
cers, and,  with  the  exception  of  the  text  of  account  No.  47,  **  Interest  and 
Commissions,  and  of  the  introduction  of  account  No.  19, "  *  *  General  Office 
Buildings  and  Fixtures,"  is,  in  all  essential  particulars,  promulgated  in 
the  form  in  which  it  was  recommended  by  the  Association  of  American 
Kailway  Accounting  Officers.  The  essential  modification  of  the  title  and  text 
of  account  No.  47,  **  Interest  and  Commissions,"  is  made  necessary  by 
the  adoption  of  the  rule  that  all  entries  of  values  in  the  accounts  covered 
by  this  classification  shall  be  in  terms  of  cash. 

The  primary  accounts  have  been  grouped  under  three  General  Accounts, 
namely,  **  Boad,"  *'  Equipment,"  and  **  General  Expenditures." 
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TEXT  OF  CLASSIFICATION  OF  EXPENDITURES  FOR 

ROAD  AND  EQUIPMENT 

Special  note  covering  all  entries  in  the  accounts  included  in  this  olasaification. — Where 
the  consideration  in  the  transaction  shown  in  any  entry  is  anything  other  than 
money,  the  actual  consideration  must  be  shown  in  the  entry,  and  the  actual  cash 
value  thereof  shown  in  the  values  columns. 

I.  ROAD 

1.  ENGINEEEING 

To  this  account  should  be  charged  salaries  and  expenses  of  all  engineers, 
assistants,  and  axmen;  cost  of  teams  for  transportation  of  engineers  and 
men  to  and  from  work,  or  upon  trips  of  inspection  of  line  of  work,  or  inci- 
dental thereto ;  engineers '  instruments,  rods,  chains,  axes,  hatchets,  tapelines, 
keel  or  marking  chalk,  stakes,  profile  and  drawing  paper,  tracing  linen  or 
paper,  cross -section  paper,  transit  and  level  books,  cross-section  or  topograph- 
ical books,  india  ink  and  colors,  drawing  boards,  stools,  map  cases,  fuel, 
lights,  camp  equipage,  and  other  analogous  items. 

Note. — When  employees  enumerated  above  are  engaged  in  work  not  charge- 
able to  construction  their  pay  and  expenses  should  be  charged  to  the  specific 
work  on  which  engaged. 

2.  EIGHT  OF  WAY  AND  STATION  GROUNDS 

To  this  account  should  be  charged  the  cost  of  land  acquired  for  roadbed 
(of  necessary  width  conformable  to  depth  and  slopes  of  excavations  and 
embankments,  including  borrow  pits  and  waste  banks  adjoining  right  of 
way)  and  station  and  terminal  grounds;  also  the  cost  of  land  purchased 
for  ingress  to  or  egress  from  station  grounds*;  salaries  and  expenses  of 
'counsel,  right-of-way  agent,  and  engineers  and  assistants  when  specially 
engaged  for  such  matters;  cost  of  stakes  used  to  denote  right-of-way 
limits;  expenses  of  appraisals,  or  of  juries,  commissioners,  or  arbitrators  in 
condemnation  cases;  cost  of  removal  of  buildings  (if  upon  right  of  way 
or  station  or  terminal  grounds,  and  not  included  in  property  purchased)  ; 
conmiissions  paid  outside  parties  for  purchase  of  properties  for  these  pur- 
l)oses;  cost  of  plats,  abstracts,  notarial  fees,  recording  deeds,  etc.;  and 
payments  for  abutting  damages. 

Note. — The  estimated  saleable  value  of  property  not  required  in  connection 
with  the  operation  of  the  road  after  completion  thereof,  but  acquired  and  charged 
to  this  account  in  connection  with  land  needed  for  right-of-way  and  station 
grounds  should,  upon  completion  of  the  road,  be  credited  to  this  account  and 
charged  to  an  appropriate  property  account.  Where  such  property  is  sold  upon 
or  prior  to  the  completion  of  the  road,  the  pipoceeds  at  sal^  thereof  should  be 
credited  to  this  account. 
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3.  REAL  ESTATE 

To  rhis  aooount  shc-uli  be  charge-i  the  cost  of  land  acquired  for  nae 
'i:reo*l7  in  connect  ion  with  the  op-eration  of  the  road,  bat  in  excess  of  mnd 
in  a'i'iition  to  that  actuallv  required  for  roadbed  or  station  or  terminml 
^o'ln-is.  including  all  ext.enses  incurred  in  connection  with  such  mcquisition 
3s  enumerated  in  account  Xo.  2,  •  *  Right  of  War  and  Station  Groundfli. ' ' 


4.  GRADIXG 

To  this  account  should  be  charged  the  cost  of  grading  roadbed,  whether 
excavations  or  embankments:  clearing  and  grubbing:  dressing  slopes  of  euts 
and  fills:  reconstructing  pikes  or  roads:  ditching  roadbed:  berm  ditches; 
co«t  of  material  taken  from  borrow  pits,  haul  if  allowed:  amonnts  paid  for 
privilege  of  making  waste  banks  outsi^le  of  company's  right  of  way  or 
station  grounds;  ditches  for  waterways  not  specially  required  by  right-of- 
way  agreement  ^ where  so  required  cost  would  be  properly  chi^geable  to 
account  No.  2,  **  Right  of  Way  and  Station  Grounds.*')  This  account 
should  inclu']e  the  ^ost  of  retaining  walls  anil  other  masonry  or  riprap  for  the 
protection  of  embankments,  cuts,  and  slopes:  cribbing  or  bulkheading  buOt 
to  protect  the  tracks  or  embankments  along  the  seashore  or  banks  of  lakes 
and  streams,  including  the  cost  of  any  cribs,  breakwaters,  wing  dams,  or 
other  devices  constructed  to  change  the  direction  of  the  current  of  a  stream 
to  prevent  the  washing  of  the  bank:  also  freight  on  material,  and  trans- 
portation and  subsistence  of  grading  gangs. 

If  special  grading  outfits  be  bought  by  the  railway  company  to  be  used 
in  grading,  the  cost  of  such  outfits  when  bought  should  be  charged  to  this 
ac^-ount.  The  proceeds  from  sale  of  these  outfits,  if  sold  after  completion 
of  grading,  should  be  credited  to  this  account.  If,  however,  the  outfit*  be 
retained  and  used,  this  account  should  be  credited  with  the  inventory  value 
thereof  on  the  completion  of  grading,  and  account  No.  41,  "  Work  Equip-* 
ment.  * '  charged  therewith. 


5.  TrXXELS 

To  this  account  should  be  charged  the  cost  of  tunneling,  ineludiiig  such 
timber  as  may  be  used  for  centering,  packing,  etc.:  cost  of  steel,  stone, 
brick,  cement,  sand,  lime,  salt,  piles,  timber,  spikes,  nails,  braces,  concrete, 
etc.,  used  in  the  construction  or  lining  of  tunnels;  cost  of  labor  preparing  or 
securing  them,  transportation,  scaffolding,  cofferdams,  and  pneumatic  eaia- 
sons;  cost  of  s^jundings,  and  machinery,  pumps,  engines,  etc.,  used  for  soeh 
work. 

Note. — This  arr-ount  di^s  not  include  cost  of  the  track  through  the  tuaml 
or  of  surfacing^  such  track. 


EXPENDITURES  FOR  ROAD  AND  EQUIPMENT        365 

6.  BRIDGES,  TRESTLES,  AND  CULVERTS 

To  this  account  should  be  charged  the  cost  of  bridges  and  trestles 
erected  to  carry  tracks  over  streams,  ravines,  streets,  or  other  railways  and 
culverts,  both  substructure  and  superstructure,  including  transportation. 
This  account  should  include  cost  of  abutments,  piers,  supports,  draw  and 
pier  protection;  machinery  to  operate  drawbridges;  guard  rails;  masonry 
ends  and  wing  walls  for  culverts;  cost  of  inspection  of  bridge  materis^ 
either  at  shop  or  site  of  structure;  cost  of  tests;  cost  of  wing  dams,  cribs,  or 
ice  breakers  for  regulating  the  current  of  a  stream  or  breaking  up  ice  jams; 
also  labor  and  material  used  in  painting  structures. 

In  case  '  *  false  work  ' '  is  furnished  by  the  railway  company  for  erection 
of  bridge  superstructure,  the  cost  should  be  charged  to  this  account,  and 
when  removed  the  value  of  the  material  removed  should  be  credited  to  this 
account  and  charged  to  the  account  benefited. 

7.  TIES 

To  this  account  jhould  be  charged  the  cost  of  cross,  switch,  bridge,  and 
other  ties  and  railway  crossing  timbers  laid  in  the  main  track  or  tracks, 
sidings,  spurs,  and  repair  tracks,  in  tunnels,  stations,  shop  and  other  yards; 
on  wharves,  piers,  track  scales,  inclines,  bridges,  trestles  and  culverts;  to 
and  from  coal  chutes,  coal  pockets,  fuel  and  water  stations,  etc.,  excluding 
inclines  of  fuel  stations,  tracks  in  ballast  pits,  enginehouses,  shops,  and 
storehouses,  and  on  transfer  tables  and  turntables.  To  this  account  should 
be  charged  also  the  cost  of  transportation,  inspection,  handling  (except 
final  distribution),  and  any  process  of  preservation. 

Note. — See  account  No.  20,   "  Shops,  Enginehouses,  and  Tomtables,"  and 
account  No.  23,   "Fuel  Stations." 

8.  RAILS 

To  this  account  should  be  charged  the  cost  of  rails  laid  in  the  main 
track  or  tracks,  sidings,  spurs,  and  repair  tracks;  in  tunnels,  stations,  shop 
and  other  yards;  on  wharves,  piers,  track  scales,  inclines,  bridges,  trestles, 
and  culverts;  to  and  from  coal  chutes,  coal  pockets,  fuel  and  water  stations, 
etc.,  excluding  inclines  of  fuel  stations,  tracks  in  ballast  pits,  enginehouses, 
shops  and  storehouses,  and  on  tranfer  tables  and  turntables.  To  this  account 
should  be  charged  also  the  cost  of  transportation,  inspection,  and  handling 
(except  final  distribution). 

Note. — See   account   No.  20,    "  Shops,   Enginehouses,   and  Turntableg,"   and 

account    No.   23,   "  Fuel  Stations." 

9.  FROGS  AND  SWITCHES 

To  this  account  should  be  charged  the  cost  of  frogs,  switches,  derails, 
switch  lamps,  switch  locks,  and  other  switch  material,  including  switch 
stands  (throw  or  lever),  frog  and  switch  guard  rails,  crossing  frogs,  bolts, 
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etc.,  used  in  foundations  or  bases,  and  cost  of  transportation,  inspection, 
and  handling  (except  final  distribution). 

Note. — See   uccount   No.   20,   "  Shops,  •  Enginehouses,   and  Turntablea,"   and 
account  No.  23,   "  Fuel  Stations." 

10.  TBACK  FASTENINGS  AND  OTHEB  MATERIAL 

To  this  account  should  be  charged  the  cost  of  spikes  used  for  laying 
rails  and  of  fish  and  tie  i)lates,  splice  or  angle  bars,  continuous  rail  joints, 
chairs,  rail  braces,  bolts,  nuts,  nut  locks  or  washers  used  in  connection 
therewith;  cost  of  guard  rails  on  curves  and  in  tunnels;  cost  of  bumping 
posts;  also  the  cost  of  transportation,  inspection,  and  handling  (except 
final  distribution). 

Note. — See   account   No.   20,    •'  Shops,   Enginehouses,   and  Turntables,"   and 
account  No.  23,  "Fuel  Stations." 

11.  BALLAST 

To  this  account  should  be  charged  the  cost  of  ballast,  whether  of  broken 
stone,  slag,  gravel,  or  other  material  specially  provided  for  this  purpose; 
also  the  cost  of  loading,  hauling,  unloading  alongside  of  track,  and  of 
transportation. 

If  the  stone  or  other  ballast  is  produced  by  the  builders  of  a  railway 
there  should  be  included  in  the  cost  thereof  quarry  and  gravel  rights,  rails, 
ties,  and  other  track  material  laid  to  and  in  quarries  and  gravel  pits, 
together  with  the  cost  of  labor  employed  in  getting  out  and  preparing  the 
ballast.  The  saleable  value  of  such  quarries  and  gravel  pits  or  of  the  rights 
therein  upon  the  completion  of  construction  should  be  credited  to  this 
account. 

12.  TRACK  LAYING  AND  SURFACING 

To  this  account  should  be  charge<l  the  cost  of  distributing,  laying, 
spacing,  and  lining  ties;  cost  of  laying,  spiking,  and  jointing  rails,  surfac- 
ing and  lining  track,  including  the  adjustment  of  rails  to  proper  elevation, 
and  labor  of  placing  frogs,  switches,  and  bumping  posts;  feost  of  track 
tools,  including  shovels,  picks,  track  jacks,  crowbars,  levers,  spiking  mauls, 
gages  and  wrenches;  cost  of  sprea<ling  ballast  and  putting  it  under  track; 
oxpouses  of  locomotives,  cars,  and  crews  distributing  track  material,  and 
cost  of  transportation  of  men,  tools,  a})pliances,  and  outfits  used  on  this 
work. 

Note. — See   account   No.   20,    "  Shops,   Enginehouses,   and  Turntables,"   and 
account  No.  23,   *'  Fuel  Stations." 

13.  ROADWAY  TOOLS 

To  this  account  should  be  charged  the  cost  of  the  first  outfit  of  tools, 
including  hand  and  push  cars,  velocipedes,  speeders,  etc.,  furnished  section, 
bridge,  carpenter,  and  other  gangs  properly  to  equip  them  to  protect,  main- 
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tain,  and  repair  the  property  when  it  is  opened  for  the  handling  of  com- 
mercial traffic. 

14.  FENCING  RIGHT  OF  WAY 

To  this  account  should  be  charged  the  cost  of  material  and  labor  used 
in  constructing  board,  wire,  rail,  hedge,  stone,  or  other  fences  along  the 
right  of  way  or  limits  of  roadbed,  including  cattle  guards  and  wing  fences 
thereto,  and  transportation;  but  no  charge  should  be  made  to  this  account 
for  fences  constructed  around  stock  yards,  fuel  stations,  station  grounds, 
shops,  and  on  other  properties  outside  of  right  of  way,  which  should  be 
charged  to  their  appropriate  accounts.  (The  cost  of  permanent  or  portable 
fences  for  protection  of  tracks  from  snow  or  sand  should  not  be  charged 
to  this  account,  but  to  account  No.  31,  '*  Miscellaneous  Structures.") 

15.  CROSSINGS  AND  SIGNS 

To  this  account  should  be  charged  the  cost  of  labor  and  material  used 
in  constructing  farm,  country-road,  or  street  crossings  at  grade,  overhead 
bridges,  undergrade  crossings;  all  track  signs,  crossing  gates,  highway 
crossing  alarms,  and  watchhouses  at  crossings;  and  cost  of  transportation. 

Note. — The  cost  of  bridges  or  trestles  carrying  tracks  over  streets  should 
not  be  charged  to  this  account,  but  to  account  No.  6,  "  Bridges,  Trestles,  and 
Culverts." 

16.  INTERLOCKING  AND  OTHER  SIGNAL  APPARATUS 

To  this  account  should  be  charged  the  cost  of  interlocking  and  other 
signal  apparatus  complete,  including  apparatus  for  block  signals  of  all 
classes,  when  built  by  contract.  If  built  by  the  railway  company  there 
should  be  charged  to  this  account  the  cost  of  labor  and  material,  including 
all  levers,  racks,  wires,  pulleys,  semaphores,  semaphore  signals,  ground 
signals,  posts,  materials  in  box  troughs,  and  other  fixtures;  towers  and 
foundations  for  same;  signal  bells,  posts,  power  plants,  batteries  and  wires, 
bonding  rails  and  other  appliances  incident  thereto  and  all  other  work  neces- 
sary to  complete  them;  and  cost  of  transportation. 

17.  TELEGRAPH  AND  TELEPHONE  LINES 

To  this  account  should  be  charged  the  cost  of  constructing  telegraph 
and  telephone  lines,  including  conduits,  poles,  cables,  wires,  billets,  insu- 
lators, instruments,  and  all  other  materials  used;  also  labor  employed  in 
the  construction  work,  cost  of  all  tools  used;  and  cost  of  transportation. 

18.  STATION  BUILDINGS  AND  FIXTURES 

To  this  account  should  be  charged  the  cost  of  material  and  labor 
expended  on  station  buildings,  including  cost  of  transportation,  station 
signs,  platforms,  sidewalks,  excavations,  foundations,  drainage,  water,  gas, 
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and  sewer  pipes  and  connections^  steam  heating  apparatus,  stoves,  electric 
light  and  power  fixtures,  including  wiring  for  same,  grading  and  putting 
grounds  in  order  after  buildings  have  been  finished ;  electric  bells,  elevators, 
and  all  other  material,  furniture,  or  fixtures  used  to  complete  the  buildings; 
wells  for  water  supply  at  stations;  salaries  and  expenses  of  architects,  also 
cost  of  fences,  hedges,  turnstiles,  etc.,  around  station  grounds. 

Note. — ^This  account  should  not  include  the  cost  of  similar  buildincB  on 
docks,  wharves,  and  piers,  which  should  be  charged  to  account  No.  26,  '^Doek 
and  Wharf  Property." 

19.  GENERAL  OFFICE  BUILDINGS  AND  FIXTUEES 

To  tLIs  account  should  be  charged  the  cost  of  buildings  devoted  to  gen- 
eral oflice  purposes,  the  cost  of  all  fixtures  thereto  attached,  and  the  cost 
of  furniture  for  the  equipment  of  such  buildings. 

Note. — If  the  land  occupied  by  general  office  buildings  is  not  a  part  of  right* 
of-way  and  station  grounds,  its  cost  should  be  charged  to  account  No.  8,  **  Real 

Estate." 

20.  SHOPS,  ENGINEHOUSES,  AND  TUENTABLES 

To  this  account  should  be  charged  the  cost  of  all  buildings  to  be  used 
as  shops  (including  transfer  tables),  car  sheds,  or  enginehouses  (including 
cinder  and  drop  pits)  ;  turntables;  plants  for  furnishing  power  or  for 
heating  and  lighting  the  buildings;  platforms,  sidewalks,  and  outhouses 
in  connection  therewith;  and  oil  houses,  sand  houses,  storehouses  for  com- 
pany's material,  scrap  bins,  appurtenances,  etc.  This  account  should  include 
amounts  paid  for  shops,  enginehouses,  and  turntables  when  erected  under 
contract.  If  built  by  the  company,  there  should  be  charged  to  this  account 
cost  of  labor  and  material;  preparing  grounds  before  and  clearing  up 
same  after  construction;  foundations;  painting;  excavation  for  and  lining 
of  turntable  pits,  and  of  cinder  or  drop  pits  inside  or  outside  of  engine- 
houses;  foundations  for  turntables;  loading,  unloading,  and  placing  turn- 
tables in  position;  levers,  tractors,  and  stops  for  handling  turntables;  sew- 
erage systems;  connections  with  water-supply  systems;  shop  wells;  archi- 
tocts'  fees  for  drawing  plans  and  supervision  of  construction;  fences  and 
hedges  on  and  around  shop  grounds;  and  transportation  and  incidental 
expenditures.  To  this  account  should  be  charged  the  cost  of  tracks  laid  on 
transfer  tables  and  turntables  and  those  leading  therefrom  into  shops  and 
enginehouses;  also  the  cost  of  all  tracks  laid  in  any  of  the  buildings 
above  described. 

21.  SHOP  MACHINEKY  AND  TOOLS 

To  this  account  should  be  charged  the  cost  of  machinery  and  tools 
placed  in  shops  or  enginehouses,  including  foundations  therefor;  cost  of 
transportation,    loading,    unloading,    and    placing    machinery    in    position. 
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This  account  includes  the  cost  of  stationary  engines  and  boilers,  motors, 
compressors,  ash  conveyors,  shafting,  belting,  cranes,  stationary  and  porta- 
ble forges,  lifting  magnets,  hydraulic,  pneimiatic,  and  electric  tools  and 
machines,  and  all  other  machinery  and  tools  in  shops  and  enginehouses, 
including  the  small  hand  tools  necessary  first  to  equip  a  shop. 

22. -WATER  STATIONS 

To  this  account  should  be  charged  the  cost  of  material  and  labor  ex- 
pended in  the  construction  of  water  stations  for  the  purpose  of  supplying 
locomotives  with  water,  including  tost  of  windmills,  pumps,  boilers,  pump- 
houses,  tanks,  tubs,  tank  foundations,  track  tanks  or  troughs,  stationary 
engines  and  all  fixtures  and  pipes,  standpipes,  or  penstocks  and  connec- 
tions; pipe  lines,  wells,  dams,  reservoirs,  settling  basins,  water-purifying 
plants,  and  cisterns;  cost  of  transportation;  also  tools  used  in  the  work. 
This  account  should  not  include  waterworks,  wells,  etc.,  exclusively  for  sup- 
ply of  shops,  power  plants,  stations,  hotels,  tenements,  or  section  houses, 
which  would  be  charged  to  appropriate  accounts. 

23.  FUEL  STATIONS 

To  this  account  should  be  charged  the  cost  of  material  and  labor 
expended  in  the  construction  of  coal  platforms,  coal  sheds,  coal-pocket 
chutes,  woodsheds  and  racks,  fuel-oil,  plants,  and  all  machinery  or  appliances 
necessary  to  equip  them  for  service.  This  account  includes  inclines  of  fuel 
stations  and  the  cost  of  tracks  laid  thereon,  tipple  cars,  buckets  and  cranes 
for  handling,  elevating  machinery  (including  gasoline  or  other  engines  for 
operating),  dumping  machinery,  all  appliances  for  weighing  coal  in 
pockets  and  opening  coal  pockets,  also  cost  of  plants  for  handling  ashes 
when  to  be  operated  in  connection  with  fuel  stations,  cost  of  transporta- 
tion, architects'  fees,  etc. 

24.  GRAIN  ELEVATORS 

To  this  account  should  be  charged  the  cost  of  grain  elevators,  including 
cost  of  foundations,  conveyors,  fixtures,  and  machinery;  cost  of  transporta- 
tion and  other  charges  incident  to  construction.  This  account  does  not 
include  the  cost  of  small  storage  elevators  at  way  stations,  which  are  con- 
sidered to  be  station  buildings. 

25.  STORAGE  WAREHOUSES 

To  this  account  should  be  charged  the  cost  of  storage  warehouses,  in- 
cluding machinery  and  fixtures  therein;  cost  of  transportation  and  all  other 
expenditures  incident  to  construction. 

Note. — ^The  buildings  herein  referred  to  are  not  the  ordinary  freight  ware- 
houses or  stations  where  freight  is  received  for  shipment,  etc.,  but  warehouses 
in  which  merchandise  is  stored,  and  which  the  railway  comiwny  or  others  operats 
as  storage  warehouses. 
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20.  DOCK  AND  WHARF  PROPERTY 

To  this  aceoimt  should  bo  charged  the  cost  of  docks,  wharves,  ferry  or 
other  landings,  and  inclines  to  transfer  steamers,  including  buildings^ 
structures,  coal  and  ore  hantTling  machinery  thereon  and  other  appurte- 
nances, dredging  of  slips,  piling,  filling  cribs,  pile  protection,  building 
coffer  dams,  pumping  or  bailing  water,  masonry  walls  or  filling,  etc.,  cost 
of  transportation  and  all  other  expenditures  incident  to  construction, 
except  the  cost  of  tracks. 

(The  cost  of  ground  on  which  docks  or  wharves  are. built  and  of  riparian 
or  water-front  rights  in  connection  therewith  should  be  charged  to  account 
No.  2,  '*  Right  of  Way  and  Station  Grounds. '^ 

27.  ELECTRIC  LIGHT  PLANTS 

To  this  account  shouhl  be  charged  the  cost  of  labor  and  material, 
including  cost  of  transportation,  used  to  put  in  operation  either  arc  or 
incandescent  lighting  plants  (when  not  in  connection  with  station  build- 
ings or  shop  plants,  and  so  covered  by  account  No.  18,  **  Station  Buildings 
and  Fixtures,"  or  No.  20,  **  Shops,  Fnginehouses,  and  Turntables,") 
such  as  dynamos,  engines  for  running  dynamos,  wire  constituting  lines,  glass 
globes,  carbon  or  arc  lights,  carbon i7ed  filament  for  incandescent  lights, 
poles,  hangers  for  lights,  insulators,  and  every  expense  incidental  to  the 
erection  of  the  plant.  WTien  it  is  necessary  to  erect  a  building  for  an 
electric  light  plant  the  entire  cost  thereof  should  be  charged  to  this  account. 

28.  ELECTRIC-POWER  PLANTS 

To  this  account  should  be  charged  the  cost  of  stations  where  electric 
power  is  generated  for  operation  of  trains  and  cars,  whether  operated  by 
steam  or  water  power,  including  the  cost  of  erection  of  power  house  and 
car  sheds  at  power  plant;  fiowage  rights;  all  expenditures  for  labor  and 
material,  reservoirs,  dams,  penstocks,  water  wheels,  or  turbines;  engines, 
boilers  and  machinery,  j)unjps,  condensers,  foundations  and  settings  for 
steam  plants;  generators,  foundations,  settings,  switchboards,  and  light- 
ing apparatus  for  electric  power  plants.  (Cost  of  plants  for  furnishing 
power  at  shops  should  be  charged  to  account  No.  20,  **  Shops,  Engine- 
houses,  and  Turntables.") 

29.  ELECTRIC-POWER  TRANSMISSION 

To  this  account  should  be  charged  all  expenditures  for  labor  and 
material  for  transmission  of  electricity  for  power  purposes,  including  span, 
guard,  feed,  and  overhead  trolley  wires,  poles,  cross-arms,  brackets,  insu- 
lators, and  connections-;  third  rails,  including  braces,  supports  and  devices 
for  insulating,  covering,  or  protecting;  bonding  rails,  including  connecting 
plugs,    insulating   mats,    plugs,    or    other    devices;    switchboards,    switches, 
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cut-outs,  transformers,  etc.,  (not  at  power  stations  or  substations) ;  and  any 
other  expenditures  incurred  in  connection  with  the  building  of  lines  for 
the  transmission  of  electric  power. 

30.  GAS-PRODUCING  PLANTS 

To  this  account  should  be  charged  the  cost  of  labor  and  material, 
including  cost  of  transportation,  used  to  put  into  operation  a  gas  producing 
or  compressing  plant  complete.  When  it  is  necessary  to  erect  a  building  for 
a  gas-producing  plant,  the  entire  cost  thereof  should  be  charged  to  this 
account. 

31.  MISCELLANEOUS  STRUCTURES 

To  this  account  should  be  charged  the  cost  of  structures  of  every  charac- 
ter, including  cost  of  material,  labor,  transportation,  and  all  incidental 
expenses  connected  therewith,  which  are  permanent  and  enter  into  the  cost 
of  road,  and  which  are  not  otherwise  herein  particularly  referred  to,  and 
for  which  no  account  has  been  provided;  the  object  being  to  designate  one 
general  classification,  to  which  may  be  charged  the  cost  of  all  minor  struc- 
tures, and  in  this  way  avoid  increasing  the  number  of  primary  accounts. 

32.  TRANSPORTATION  OF  MEN  AND  MATERIAL 

To  this  account  should  be  charged  the  fares  of  laborers  and  freight 
charges  on  material,  outfits,  and  supplies  employed  in  construction  work 
paid  by  the  railway  company  and  properly  chargeable  in  expenditures  for 
road,  but  which  can  not  be  correctly  charged  under  any  other  construction 
acxiount.  This  account  may  include  such  items  as  fares  of  contractors, 
their  walking  bosses,  paymasters,  clerks,  and  storekeepers;  of  labor  agents; 
of  men  hired  by  labor  agencies  and  shipped  out  on  the  line  who  may  be 
employed  on  any  character  of  work;  freight  on  powder,  dynamite,  and 
other  explosives,  hay,  grain,  groceries,  and  other  supplies  for  contractors, 
stores  to  be  sold  to  subcontractors,  station  men,  laborers,  and  others;  and 
other  analogous  items. 

33.  RENT  OF  EQUIPMENT 

To  this  account  should  be  charged  rent,  either  on  the  basis  of  per  diem, 
mileage,  or  at  fixed  rates  per  month,  of  all  equipment  (the  cost  of  which 
is  not  charged  to  the  line  under  construction)  used  in  construction  of  new 
lines. 

34.  REPAIRS   OF   EQUIPMENT 

To  this  account  should  be  charged  repairs  and  renewals  of  all  equip- 
ment used  in  construction  of  new  lines,  not  otherwise  provided  for. 
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35.  EAENINGS     AND     OPERATING     EXPENSES     DURING      CON- 
STRUCTION 

To  this  account  should  be  charged  the  cost  of  operating  a  piece  of  road 
while  in  charge  of  the  construction  department  and  before  it  is  opened  for 
commercial  operation.  It  includes  the  cost  of  running  construction,  material, 
or  other  trains  when  the  cost  of  operating  such  trains  can  not  properly 
be  charged  to  any  specific  account.  To  this  account  should  be  credited 
amounts  collected  for  rents  of  buildings  and  other  properties  and  for  the 
transportation  of  commercial  freight  or  passengers  on  construction,  material, 
or  other  trains. 


35a.  INJURIES  TO  PERSONS 

This  account  includes  all  exi)enses  incident  to  injuries  to  persons  when 
caused  directly  in  connection  with  construction  of  a  new  road;  proportion 
of  salaries  and  expenses  of  physicians  and  surgeons,  expenses  of  under- 
takers, nursing  and  hospital  attendance,  medical  and  surgical  supplies,  arti- 
ficial limbs,  funeral  expenses,  railway  and  carriage  fares  for  conveying  in- 
jured persons  and  attendants;  proportion  of  pay  and  expenses  of  claim 
adjusters  and  their  clerks,  and  pay  and  expense  of  employees  and  others 
called  in  consultation  in  relation  to  the  adjustment  of  claims  coming  under 
this  head;  also  witness  fees  and  amount  of  final  judgments. 

Note. — This  account  does  not  include  such  expenses  incident  to  injuries  to 
persons  as  are  properly  includible  in  Account  No.  35,  "  Earnings  and  Operating 
Kxpenses  during  Construction." 

36.  COST  OF  ROAD  PURCHASED 

To  this  account  should  be  charged  amounts  paid  for  road  purchased. 
In  this  connection  attention  is  specially  directed  to  the  note  at  the  begin- 
ning of  this  classification.  Where  i>ayment  is  made  by  an  issue  of  the 
company's  securities  or  other  commercial  paper,  the  cash  value  thereof  at 
the  time  of  such  payment  should  be  charged. 

When  the  purchase  price  paid  includes  equipment,  in  addition  to  the 
road,  the  equipment  received  should  be  appraised  and  the  appraised  value 
thereof  should  be  charged  to  the  api)ropriate  equipment  accounts,  the  dif- 
ference between  same  and  the  total  amount  paid  in  cash,  or  the  cash  value 
of  securities  issued  in  payment  being  charged  to  this  account. 

When  contracts  are  entered  into  for  the  construction  of  a  completed 
road  for  a  fixed  amount,  whether  payable  in  cash  or  in  the  company's 
securities,  the  amount  paid  in  cash  or  the  cash  value  of  the  securities  issued 
in  payment  should  be  charged  to  this  account.  In  case  the  contract  amount 
includes  equipment  in  addition  to  the  road,  the  value  of  the  equipment 
should  be  ascertained  by  appraisement  and  treated  as  above  provided. 
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n.  EQUIPMENT 

37.  STEAM  LOCOMOTIVES 

To  this  account  should  be  charged  the  cost  of  steam  locomotives  and 
tenders,  including  all  appurtenances,  furniture,  and  fixtures  necessary  to 
equip  them  for  service,  purchased  or  built  at  the  company's  shops,  including 
cost  of  transportation  and  setting  up  after  receipt  from  builders. 

38.  ELECTRIC  LOCOMOTIVES 

To  this  account  should  be  charged  the  cost  of  electric  locomotives, 
including  all  appurtenances,  furniture,  and  fixtures  necessary  to  equip  them 
for  service,  purchased  or  built  at  the  company's  shops,  including  cost  of 
transportation  and  setting  up  after  receipt  from  builders. 

39.  PASSENGER-TRAIN  CARS 

To  this  account  should  be  charged  the  cost  of  passenger-train  cars  of 
all  classes,  including  all  appurtenances,  furniture,  and  fixtures  necessary 
to  equip  them  for  service,  purchased  or  built  at  the  company's  shops, 
including  cost   of   transportation. 

Note. — The  following  cars  are  classified  as  passenger-train  cars: 


Air-brake 

instri 

iction, 

Combination 

passenger 

Parlor — baggage. 

Baggage, 

and   baggage, 

Passenger, 

Baggage- 

-expre! 

58, 

Dining, 

Passenger — ^baggage — 

Baggage— 

-mail, 

Emigrant, 

mail. 

Baggage- 

-mail— 

-ex- 

Express, 

Pay, 

press, 

Library, 

Postal, 

Buffet, 

Mail, 

Refrigerator — express, 

Business, 

Milk, 

Smoking, 

Cafe, 

Observation, 

Street, 

Chair, 

Oflficers', 

Tourist. 

Colonist, 

Parlor, 

40.  FEEIGHT-TRAIN  CARS 

To  this  account  should  be  charged  the  cost  of  freight-train  cars  of  all 
classes,  including  all  appurtenances,  furniture,  and  fixtures  necessary  to 
equi})  them  for  service,  purchased  or  built  at  the  company's  shops,  including 
cost   of  transportation. 

Note. — The  following  cars  are  classified  as  freight-train  cars: 

Beer,  Fruit,  Ore, 

Box,  Furniture,  Platform, 

Cabin,  Gondola,  Poling, 

Caboose,  Gondola — hopper,  Poultry, 

Charcoal,  Gondola — ^long,  Produce, 

Coal,  Gun   trucks,  Rack, 

Coke,  Hay,  Refrigerator, 

Dump    (commercial,  Lime,  Stock, 

coal,  or  stone),  Logging,  Tank  and  Water  (when 

Flat,  Oil  tank,  used    as    commercial 

cars). 


:m 
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41.  WORK   EQUIPMENT. 

To  this  account  should  be  charged  the  cost  of  all  work  equipment,'  in- 
cluding all  appurtenances,  furniture,  and  fixtures  necessary  to  equip  them  for 
service,  purchased  or  built  at  the  company  ^s  shops,  including  cost  of  trans- 
portation. 

If  special  grading  outfits  be  bought  by  the  railway  company  to  be  used 
in  grading,  the  cost  of  such  outfits  when  bought  should  be  charged  to 
account  No.  4,  '*  Grading.'*  The  proceeds  from  sale  of  these  outfits,  if 
sold  after  completion  of  grading,  should  be  credited  to  that  account.  If, 
however,  the  outfits  be  retained  and  used,  account  No.  4,  *  *  Grading  * ' 
should  be  credited  with  the  inventory  value  thereof  on  the  completion  of 
grading,  and  this  account  should  be  charged  therewith. 

Note. — The  following  equipment  is  classified  as  work  equipment: 


Ballast, 

Indicator, 

SnowplowB  (not  attach- 

Ballast, unloader  cars. 

Locomotive  tanks. 

used 

ed  to  locomotives,  but 

Boarding, 

permanently 

as 

watt^r 

moved  by   them). 

Bridge, 

cars. 

Sprinkling, 

Camp, 

Outfit, 

Steam   shovels. 

Cinder, 

Painters, 

Steam    wrecking    der- 

Concrete  mixer. 

Pile   drivers. 

ricks, 

Derrick, 

Hail    saw, 

Supply, 

Dirt  spreader, 

Salt, 

Sweeper, 

Ditching, 

Sanding, 

Tool, 

Dump, 

Scale  test, 

Tool    and   block, 

Dynamometer, 

Snow   dozer. 

Water, 

Grading, 

Snow  drags, 

Weed  burner. 

Gravel, 

Wrecking. 

42.  FLOATING  EQUIPMENT 

To  this  account  should  be  charged  the  cost  of  marine  or  floating  equip- 
ment of  all  kinds,  including  all  appurtenances,  furniture,  and  fixtures  nec- 
essary to  equip  them  for  service,  purchased  or  built  at  the  company's 
shops  or  yards,  including  cost  of  transportation. 

Note. — The  following  equipment  is  classified  as  floating  equipment: 


Barges, 

Canal  boats, 

Car  and  other  floats, 

Dredges, 


Ferryboats, 
Lighters, 
Power  launches. 
Power  lighters, 
Scows, 


Steamboats, 
Steamships, 
Transfer  boats, 
Tugboats. 


m.   GENERAL  EXPENDITURES 

43.  LAW  EXPENSES 

To  this  account  should  be  charged  expenditures  of  the  following  nature, 
incurred  during  the  progress  of  the  construction  of  a  road,  namely,  the 
pay  and  expenses  of  all  counsel,  solicitors,  and  attorneys,  their  clerks  and 
attendants  and  expenses  of  their  offices;  law  books,  printing  briefs,  legal 
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forms,  testimony,  reports,  etc. ;  fees  and  retainers  for  services  of  attorneys 
not  regular  employees  of  the  company;  payments  to  arbitrators  for  the 
settlement  of  disputed  questions;  costs  of  suits  and  payments  of  special 
fees,  notarial  fees,  and  witness  fees;  and  expenses  connected  with  taking 
depositions ;  also  all  legal  and  court  expenses. 

When  any  of  the  expenses  above  enumerated  can  be  charged  directly 
to  the  account  for  which  incurred,  they  should  be  so  charged  and  not  to 
this  account. 

(Expenses  in  connection  with  condemnation  of  right  of  way  or  station 
and  other  grounds  should  be  charged  to  account  No.  2  * '  Right  of  Way  and 
Station  Grounds,'^  or  account  No.  3  **  Real  Estate. ^0 

44.  STATIONERY   AND   PRINTING 

To  this  account  should  be  charged  cost  of  stationery,  stationery  supplies, 
postage  and  printing  blank  books  and  forms  used  by  all  classes  of  employees 
in  the  prosecution  of  construction  work  not  otherwise  provided  for. 

45.  INSURANCE 

To  this  account  should  be  charged  insurance  premiums  paid  on  property 
of  the  line  under  construction  and  before  the  road  is  opened  for  operation. 

Note. — Where  insured  property  is  damaged  or  destroyed  the  account  to 
which  such  property  was  charged  should  be  credited  with  the  amount  of  insur- 
ance recovered  in  respect  thereof. 

46.  TAXES 

To  this  account  should  be  charged  State,  county,  township,  city,  school, 
road  *nd  all  other  taxes  and  assessments  levied  and  paid  on  property 
belonging  to  the  company,  while  under  construction  and  before  the  road 
is  opened  for  commercial  operation,  except  special  taxes  assessed  for  street 
and  other  improvements,  such  as  grading,  sewering,  curbing,  guttering, 
paving,  sidewalks,  etc.,  which  should  be  charged  to  the  account  fo  which 
the  property  affected  was  charged. 

47.  INTEREST  AND  COMMISSIONS 

To  this  account  should  be  charged  cash  commissions  and  the  actual  cash 
value  of  other  commissions  on  securities  sold;  interest,  cash  commissions, 
and  the  actual  cash  value  of  other  commissions  on  loans  effected  and  on 
notes  issued  for  money  borrowed  for  construction  purposes  or  for  purchase 
of  equipment;  interest  on  overdue  payments  to  contractors  or  other  cred- 
itors; and  interest,  cash  commissions,  and  the  actual  cash  value  of  other 
commissions  and  exchange  on  other  commercial  paper  issued  for  similar 
purposes.  Interest  on  bonds  and  other  securities,  including  equipment 
bonds  or  car  trust  notes,  paid  or  accrued  during  construction  and  before 
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line  is  opened  for  operation,  is  chargeable  to  this  account.  To  this  account 
should  be  credited  all  interest  received  on  moneys  acquired  for  purposes  of 
purchase  or  construction  of  road  or  equipment. 

48.  OTHEB  EXPENDITURES 

To  this  account  should  be  charged  organization  expenses,  including  the 
payment  of  all  necessary  fees;  the  cost  of  printing  certificates  of  stock 
and  bonds,  with  ])ayments  to  trustees  an<l  expenses  incurred  in  the  disposal 
of  securities;  salaries  and  expenses  of  executive  and  general  officers  of  a 
road  under  construction;  clerks  in  general  offices  engaged  on  construction 
accounts  or  work;  rent  and  repair  of  general  offices  when  rented,  with  the 
furniture  and  office  expenses;  also  all  items  of  a  special  and  incidental 
nature  which  can  not  properly  be  charged  to  any  other  account  in  this 
classification. 
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STATEMENT 

FIRST   REVISED    ISSUE   EFFECTIVE    JUNE    IS,    1910 

INTRODUCTORY  LETTER. 

Interstate  Commerce  Commission, 

Bureau  of  Statistics  and  Accounts, 

Washington,  May  31,  1910. 

To  Carriers  Concerned: 

The  Form  of  General  Balance  Sheet  Statement,  First  Issue,  was  promul- 
gated under  date  of  June  21,  1909,  and  carriers  were  advised  that  it 
would  be  incorporated  in  the  forms  for  annual  reports  to  the  Interstate 
Commerce  Commission  for  the  year  ending  June  30,  1910,  unless  modified 
by  an  order  of  the  Commission  before  that  date. 

On  December  15,  1909,  there  was  issued  Special  Beport  Series  Circular 
No.  9,  in  which  was  required  a  statement  of  assets  and  liabilities  as  of 
June  30,  1909,  in  accordance  with  the  form  mentioned  above.  In  connec- 
tion with  the  report  in  this  circular,  criticisms  and  suggestions  were 
requested  pertinent  to  the  making'  of  such  corrections  or  emendations  as 
would  not  involve  the  fundamental  principles  established.  The  considera- 
tion of  the  returns  thus  obtained  has  led  to  some  modifications  embraced  in 
the  present  revision. 

The  revised  form  as  now  issued  will  be  incorporated  in  the  forms  for  the 
annual  reports  of  carriers  concerned  for  the  year  ending  June  30,  1910. 
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EXPLANATORY  NOTE. 

The  accounts  prescribed  in  the  Form  of  General  Balance  Sheet  State- 
ment are,  in  some  instances,  net  balances  or  the  sums  of  balances  from 
other  accounts.  Tt  is  not  required  that  all  the  accounts  prescribed  in  this 
classification  shall  be  kept  under  the  exact  titles  given  to  the  accounts  herein 
prescribed,  but  it  is  required  that  the  accounts  necessary  to  record  the 
transactions  reflected  herein  shall  be  kept,  it  being  permissible  to  keep 
such  additional  accounts  as  may  be  necessary  to  make  any  further  analysis 
of  the  balance-sheet  entries  desired  by  the  respondent  company. 

The  term  '*  cost  or  book  value,''  as  applied  to  various  accounts  rep- 
resenting securities  owned,  is  intended  to  recognize  the  option  of  the  re- 
spondent company  of  carrying  its  investments  in  securities  either  at  cost 
or  at  a  reasonable  valuation  other  than  cost.  Whenever  securities  are 
acquired,  they  are  to  be  entered  on  the  books  at  cost.  If,  subsequently, 
the  company  desires  to  adjust  their  value  on  account  of  substantial  appre- 
ciation or  depreciation,  the  entries  in  its  books  with  respect  to  such  securi- 
ties, as  well  as  its  annual  reports  to  the  Commission,  should  clearly  show 
the  reasons  for  making  the  adjustments. 

Contingent  assets  and  liabilities  should  not  be  included  in  the  body 
of  the  balance-sheet  statement,  but  should  be  shown  in  detail  in  a  supple- 
mentary statement  accompanying  the  balance  sheet.  Contingent  assets 
represent  j)()ssible  sources  of  value  contingent  upon  the  fulfillment  of  con- 
ditions regarded  as  uncertain.  Contingent  liabilities  include  obli^tions 
which  may,  under  certain  conditions,  become  obligations  of  the  respondent 
company,  but  are  neither  direct  nor  assumed  obligations  on  the  date  of  the 
balance  sheet. 

TEXT  EXPLANATORY  OF  ACCOUNTS  APPEARING  IN 
THE  GENERAL  BALANCE  SHEET  STATEMENT. 

ASSETS. 

rKOPKKTY   INVESTMENT. 

I.  Road  and  Equipment. 

B  1-A.  Investment  to  June  30,  1907. 
This  account  should  include  the  balances  carried  in  the  Creneral  Ledger 
showing  the  book  value  of  Road  and  Equipment  as  it  stood  on  June  30, 
1907,  su])divided  between  (^f)H()ad  and  (Z;)p]quipment,  when  the  subdiviBion 
can  be  accurately  made. 

B  1-B.   Investment  since  June  30,  1907. 
This  account  should  includo  the  cost  of  all  property,  classifiable  as  Bead 
and  Equipment  or  Additions  and  Betterments,  acquired  since  June  30,  1907, 
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less  deductions  for  property  abandoned.    The  amount  included  herein  should 
be  subdivided:     (a)   Eoad,    (6)   Equipment,   (c)   General  Expenditures. 

Note. — When  any  equipment  is  acquired  under  a  so-called  trust  agreement  or 
any  agreement  which  provides  that  the  cost  shall  be  paid  in  installments,  the  cost 
(its  cash  value  at  time  of  purchase)  should  be  charged  to  Additions  and  Better- 
ments at  the  time  of  its  acquisition  and  included  in  the  foregoing  accounts  in  the 
same  manner  as  is  the  cost  of  equipment  purchased  outright.  When  the  par 
value  of  notes  or  other  securities  issued  in  payment,  or  in  part  payment,  for 
such  equipment  is  more  (or  less)  than  the  actual  cash  value  of  the  equipment 
at  the  time  of  the  purchase,  or  of  the  proportion  to  which  the  securities  are 
applicable,  the  difference  between  the  par  value  of  the  securities  and  the  actual 
cash  value  of  the  equipment,  or  of  the  proportion  paid  for  by  the  securities, 
should  be  credited  (or  charged)  to  the  proper  Discounts  and  Premium  accounts. 
(See  account  B  20.) 

B  1-c.  Reserve  for  Accrued  Depreciation — Cr. 
This  account   should  include  amounts  charged,  with   respect  to   equip- 
ment or  other  property  in  service  at  the  date  of  the  balance  sheet,  to  Oper- 
ating Expenses  (or  to  other  accounts)  to  cover  depreciation  on  such  property. 

***  The  total  of  accounts  B  1-A  and  B  1-b  should  be  drawn  down  on  the  balance- 
sheet  statement  and  the  amount  of  account  B  1-c  deducted  therefrom,  the  difference 
being  shown  as  the  total  of  Road  and  Equipment. 

II.  Securities. 

B  2.  Securities   of  Proprietary,   Affiliated,   and   Controlled  Companies 
— Pledged. 

This  account  should  include  the  cost  or  book  value  of  securities  of  pro- 
prietary, affiliated,  and  controlled  companies  whose  property  is  used  by  or 
forms  a  part  of  the  railway  system  of  the  respondent  company,  which 
securities  are  pledged  as  collateral  security  for  any  of  the  respondent  com- 
pany's funded  debt  or  other  outstanding  obligations.  It  should  also  include 
the  cost  of  book  value  of  securities  of  union  depot,  terminal,  bridge,  ferry, 
and  similar  companies  whose  property  is  used  by  the  respondent  company 
in  the  transaction  of  its  own  transportation  business,  when  said  securities 
are  pledged  as  security  for  outstanding  obligations. 

Am  Glints  reported  in  this  account  should  be  classified  under  the  sub- 
headings:   (a)  Stocks,  (&)  Funded  Debt,  (c)  Miscellaneous. 
B  3.  Securities  Issued  or  Assumed — Pledged.    • 

This  account  should  include  the  par  value  of  securities  issued  by  the 
respondent  company  and  of  securities  issued  by  other  companies,  the  pay- 
ment of  which  has  been  assumed  by  the  respondent  company,  that  have 
been  pledged  as  collateral  for  other  securities  issued. 

The  par  value  of  securities  reported  in  this  account  should  also  be 
included  in  liabilities  under  the  general  account  '*  Stock  "  or  **  Mortgage, 
Bonded,  and  Secured  Debt.'' 

Amounts  reported  in  this  account  should  be  classified  under  the  sub- 
headings:   (a) Stocks,   (&) Funded  Debt,   (c) Miscellaneous. 

Note. — ^This    account    is    not    intended    to    cover    securities    that    are    merely 
guaranteed. 
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B  4.  Securities  of  Proprietary,  Affiliated,  and  Controlled  Companies 
— Unpledged. 

This  account  should  include  the  cost  or  book  value  of  unpledged  securi- 
ties of  proprietary,  affiliated,  and  controlled  companies  whose  property  is 
used  by  or  forms  a  part  of  the  railway  system  of  the  respondent  company, 
the  securities  being  held  for  the  purpose  of  preserving  the  integrity  of  the 
system.  There  should  also  be  included  in  this  account  the  cost  or  book 
value  of  securities  of  union  depot,  terminal,  bridge,  ferry,  and  similar  com- 
panies whose  property  is  used  by  the  respondent  company  in  the  transaction 
of  its  own  transportation  business,  when  said  securities  are  unpledged. 

Amounts  reported  in  this  account  should  be  classified  under  the  sub- 
headings:   (a) Stocks,   (&)  Funded  Debt,   (c)   Miscellaneous. 

Note. — This  account  is  not  intended  to  cover  securities  that  are  considered 
as  •'  Marketable  Securities." 

Til.  Other  Investments. 

B  5.  Advances  to  Proprietary,  Affiliated,  and  Controlled  Companies  for 
Construction,  Equipment,  and  Betterments. 

This  account  should  inclucie  the  balances  in  open  accounts,  representing 
cash  advanced  to  proprietary,  affiliated,  anci  controlled  companies  to  enable 
such  com[)anies  to  pay  for  construction,  equipment,  and  additions  and  bet- 
terments when  such  acivances  are  of  a  permanent  nature  or  when  it  is  under- 
stood and  intended  that  the  respondent  company  shall  be  reimbursed  by 
issuing  to  it  the  debtor  company's  securities,  and  that  such  securities 
when  received  shall  be  charged  to  account  B  2  or  account  B  4. 

Note. — Advances  to  cover  any  expenditures  that  may  not  properly  be  charged 
to  the  accounts  prescribed  in  the  Classification  of  Expenditures  for  Road  and 
Equipment  and  for  Additions  and  Ht'tterments,  should  not  be  charged  to  this 
account  hut  to  account  B  17  (a).  Advances  for  the  purposes  stated  in  the  text 
of  this  account,  the  amount  of  which  it  is  proposed  to  recover  in  cash  or  in 
securities  not  necessary  for  corporate  control,  which  may  be  sold  or  held  as  free 
assets,  should  also  be  included  in  account  B  17  (a). 

B  6.  Miscellaneous  Investments. 

(d)  Phjisical  Propcrt}/. — This  account  should  include  investments  of  a 
])ornianont  nature  in  physical  property  other  than  that  held  for  the  opera* 
tion  of  tho  company's  property  as  a  transportation  agency.  It  should 
include  such  items  as  investments  in  coal  and  other  mines,  mineral  and  tim- 
ber lauds,  saw-mills  and  other  manufacturing  plants,  lands  and  other  prop- 
erty acquired  and  held  in  anticipation  of  future  use,  second-hand  and 
other  rails  and  track  material  leased  to  industries  or  to  tram  or  other  roads 
not  owned  or  controlled  by  the  respondent  company,  buildings  (not  used 
in  transportation  operations)  held  for  rent,  and  other  property,  not  a  part 
of  the  company's  plant  for  the  maintenance  and  operation  of  the  property 
devoted  to  furnishing  transportation  and  facilities  incidental  thereto. 

(6)  Securities — Pledged. — This  account  should  include  investments^  not 
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provided  for  in  accounts  B  2,  B  3,  and  B  4,  in  securities  pledged  as  col- 
lateral for  other  securities  issued  or  assumed.  It  should  include  the  cost  or 
book  value  of  securities  held  as  permanent  investments,  such  as  securities 
of  steamship  lines,  express  companies,  railway  companies  (not  in  the  trans- 
portation system  of  the  respondent  company),  and  other  enterprises,  and 
memberships  of  permanent  value  in  boards  of  trade  and  other  commercial 
organizations. 

(c)  Securities — Unpledged. — This  account  should  include  investments, 
not  provided  for  in  accounts  B  2,  B  3,  and  B  4,  in  securities  held  unpledged 
and  not  held  as  marketable  securities  (account  B  9).  It  should  include  the 
cost  or  book  value  of  securities  held  as  permanent  investments,  such  as 
securities  of  steamship  lines,  express  companies,  railway  companies  (not  in 
the  transportation  system  of  the  respondent  company),  and  other  enter- 
prises, and  memberships  of  permanent  value  in  boards  of  trade  and  other 
commercial  organizations. 

WORKING  ASSETS. 

B  7.  Cash. 

This  account  should  include  current  funds  in  the  hands  of  financial 
officers  and  agents,  deposits  in  banks  or  with  trust  companies  available 
for  use  on  demand,  including  deposits  to  pay  declared  dividends  or  matured 
coupons,  and  cash  in  transit  for  which  agents  and  conductors  receive  current 
credit. 

B  8.  Securities  Issued  or  Assumed — Held  in  Treasury. 

This  account  should  include  the  par  value  of  securities  issued  by  the 
respondent  company -and  the  par  value  of  securities  issued  by  other  com- 
panies, the  payment  of  which  has  been  assumed  by  the  respondent  com- 
pany, that  are  held  unpledged  in  the  company  ^s  treasury  or  by  its  agents 
or  trustees,  except  trustees  of  sinking  funds  or  other  similar  funds. 

The  par  value  of  securities  reported  in  this  account  should  also  be 
included  in  liabilities  under  the  general  account  "  Stock  "  or  "  Mortgage, 
Bonded,  and  Secured  Debt.'' 

This  account  should  be  subdivided  to  show:  (a) Stocks,  (6)  Funded  Debt, 
( c )  Miscellaneous. 

Note  A. — The  term  "  Securities,"  as  used  in  this  account,  includes  all  author- 
ized certificates  of  stock  and  evidences  of  indebtedness  which  have  been  signed, 
sealed,  and  when  required,  certified  by  the  trustees  under  the  mortgage  or  con- 
truet ;  and  stocks,  bonds,  and  other  evidences  of  indebtedness,  issued  and  assumed, 
which  have  been  actually  sold  and  reacquired.  When  any  securities  have  been 
actually  issued  to  bona  fide  holders  for  value,  or  after  issue  by  another  company 
have  been  assumed  by  the  respondent  company,  and  after  such  issue  or  assump- 
tion are  reacquired  under  circumstances  which  require  that  they  shall  not  be 
treated  as  paid  or  retired,  they  should  be  included  in  this  account  at  par  value; 
the  difference  between  the  par  value  and  the  amount  paid  in  reacquiring  such 
securities  should  be  debited  (or  credited,  as  the  case  may  be),  to  Profit  and 
Loss,  and  any  loss  sustained  or  gain  realized  from  the  subsequent  sale  of  such 
securities  should  be  debited  or  credited  to  Profit  and  Loss,  except  that  when 
securities  issued  or   assumed  by  the  company  have  been  purchased  for  invest- 
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ment  of  sinking  funds  or  similar  funds  they  should  be  charged  to  the 
of  the  funds  at  cost. 

Note   B. — This   account   is  not   intended  to  cover  securities  that   are   merely 
guaranteed. 

B  9.  Marketable  Securities. 

This  account  should  include  the  cost  or  book  value  of  all  securities^ 
except  securities  issued  or  assumed  by  the  respondent  company,  held  in  '^he 
company's  treasury  unpledged  and  free  for  sale  and  not  necessary  or 
desirable  for  the  respondent  company  to  hold  for  the  purpose  of  maintain- 
ing the  integrity  of  its  transportation  system.  These  securities  should  be 
classified  as  (a)  Stocks,  (h)  Funded  Debt,  and  (c)  Miscellaneous. 
B  10.  Loans  and  Bills  Receivable. 

This  account  should  include  the  book  value  of  all  collectible  obligations 
in  the  form  of  loans  and  bills  receivable  or  other  similar  evidences  of  money 
receivable  on  demand  or  within  a  time  not  exceeding  one  year. 

Note. — ^This  does  not  include  time  loans  which  mature  more  than  one  year 
after  date  of  issue,  considered  as  investments,  or  loans  to  proprietary,  affiliated, 
or  controlled  companies,  such  as  are  described  under  accounts  B  5  ana  B  17   («). 

B  11.  Traffic  and  Car-Service  Balances  Due  from  Other  Companies. 

This  account  should  include  the  net  amount  due  from  other  companies 
against  each  of  which  there  is  a  net  debit  balance  in  the  total  of  the  accounts 
representing  interline  freight,  passenger,  and  baggage  revenues,  and  charges 
for  equipment  interchanged  on  a  per  diem  or  a  mileage  basis. 
B  12.  Net  Balance  Due  from  Agents  and  Conductors. 

This  account  should  include  the  net  balance  due. in  current  accounts 
from  agents  and  train,  sleeping-car,  and  dining-car  conductors,  train 
auditors,  porters,  and  other  employees  and  representatives  charged  with  the 
collection  or  custody  of  current  revenues. 

Note. — Amounts  advanced  to  general  and  special  agents  as  working  fonda 
should  not  be  included  in  this  account  but  in  account  B  17   (6). 

B  13.  Miscellaneous  Accounts  Receivable. 
This  account  should  include  amounts  due  for  audited  accounts  considered 
good,  such  as  those  due  from  the  United  States  or  other  governments  for 
the  transportation  of  mails  and  government  property,  and  from  expreBB 
companies  for  express  facilities  furnished  under  contract;  amounts  due  from 
other  carriers  on  account  of  freight  claims  paid;  miscellaneous  bills  against 
other  railway  companies,  corporations,  firms,  and  individuals;  rents  coUect- 
ible;  interest  collectible  on  bills  and  accounts  receivable,  and  on  mortgages, 
deposits,  and  securities;  dividends  declared  and  collectible  but  not  paid; 
and  other  similar  items. 

Note. — The  amount  to  bo  reported  under  this  account  is  not  the  net  balasM 
between  accounts  B  13  and  B  37. 
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B  14.  Materials  and  Supplies. 

This   account   should   include   the   balances  representing  the   cost,   less 
depreciation,   if   any,   of  all   unapplied   material,   such   as   road   and   shop 
material,   articles  in  process  of  manufacture  by  the  company,  stationery, 
dining-car  and  other  commissary  supplies,  etc. 
B  15.  Other  Working  Assets. 

This  account  should  include  items  of  working  assets  not  covered  by 
accounts  B  7  to  B  14,  inclusive.  It  is  intended  to  include  asset  items  that 
have  not  reached  the  stage  of  audited  accounts  properly  classed  under 
account  B  13,  and  yet  have  been  advanced  beyond  the  stage  of  accounts 
properly  classed  under  account  B  26.  This  account  includes  such  items  as 
claims  in  process  of  collection  from  parties  at  fault  on  account  of  fines  im- 
posed by  postal  authorities;  amounts  due  from  other  roads  for  mileage  or 
tickets  honored  for  which  reports  or  accounts  have  not  been  received  from  or 
rendered  to  other  roads;  advanced  charges  billed  out  on  waybills  not  re- 
ported received  at  the  end  of  the  month ;  and  other  similar  items. 

ACCRUED  INCOME  NOT  DUE. 

B  16.  Unmatured  Interest,  Dividends,  and  Rents  Receivable. 
This  account  should  include  the  amount  of  dividends  declared  on  stocks 
owned,  dividends  accrued  on  such  stocks  when  contracts  require  that  the 
dividends  be  paid  at  stated  times,  and  interest  on  loans  made  and  rents 
under  leases,  accrued  to  the  date  of  the  balance  sheet,  but  not  due  or  collect- 
ible until  after  that  date. 

DEFERRED  DEBIT  ITEMS. 

B  17.  Advances. 

(a)  Temporary  Advances  to  Proprietary,  Affiliated,  and  Controlled 
Companies. — This  account  should  include  balances  in  open  accounts  repre- 
senting cash  advanced  to  proprietary  and  subsidiary  companies,  to  enable 
such  companies  to  pay  interest  on  their  funded  debt,  for  deficits  resulting 
from  the  operation  of  such  companies,  and  for  other  purposes  of  a  similar 
nature;  also  advances  to  proprietary,  affiliated,  and  controlled  companies 
to  enable  them  to  pay  for  construction,  equipment,  and  additions  and  bet- 
terments, when  it  is  understood  and  intended  that  the  advances  shall  be 
repaid  in  cash  or  by  issuing  to  the  respondent  company  the  debtor  com- 
pany's securities,  and  that  such  securities,  when  received,  shall  be  sold  or 
held  in  the  treasury  as  free  assets. 

Note. — When  the  securities  referred  to  in  this  account  are  to  be  held  in 
order  to  maintain  the  integrity  of  the  railway  system,  the  amounts  advanced 
should  be  included  in  account  B  5,  and  transferred,  when  the  securities  are 
received,  to  account  B  2,  if  pledged,  or  to  account  B  4,  if  not  pledged. 

{h)  Working  Funds. — This  account  should  include  amounts  advanced  to 
general  and  special  agents,  officers  and  employees  of  the  engineering  depart- 
ment, and  other  officers  and  employees  as  working  funds  from  which  certain 
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expenditure?  are  to  be  made  and  aooounted  for.  It  also  includes  ad^aimi 
to  fast  freigrbt  lines  and  union  depot  anil  other  terminal  companies  ti 
working  funils  to  be  use«1  in  paying  the  current  expenses  of  sucli  eompania 
in  advance  of  regular  monthly  settlements. 

(c)    Oiher  Advances. — This  account   should  include  other   advances  not 
properly  classifiable  under  ^a)  and  \,b)  al>ove  or  under  account  S  5. 
B  IS.  Rents  and  Insurance  Paid  in  Advance. 

This  account  should  include  the  balances  in  the  accounts  repTeaentiaf 
prepaid  rents,  whieh  are  to  be  charged  to  the  appropriate  rental  aceomitB 
untler  Income  as  the  term  is  consumed  for  which  the  rents  are  paid;  aho 
insurance  premiums  paid  in  a^lvance  of  their  accrual,  which  preminms  an 
to  Iv  apj'onioned  and  charged,  as  they  accrue,  to  appropriate  expenn 
accounts. 

B  19.  Taxes  Paid  in  A«lvance. 

This  accoi:nt  should  inclu.ie  the  excess  of  taxes  paid  over  the  acemed 
amount  proj-erly  chargeable  against  Income  or  other  accounts)  to  the 
oate  of  the  balance  sheet. 

B  -'"'.  rr.exting:ii>hed  Discount  on  Sev*:;rit:es. 

Le.'.eit-r  af.'.>'V.!:ts  shovild  l«e  raise- 1  to  cover  the  discounts  and  prenunm 
oil  ea-.h  oIa>s  of  ca:  ita!  stc»ok  an-i  i-aoh  ■■'.ass  of  funded  debt  securities  sold 
Vy  the  o»^::.i ar.y.  Whei:  ?<\v.r:t:e>  wLlvh  have  l-een  issue^l  or  assumed  by 
the  rrsj;r.  :rr.t  von-iany  exi-ey-t  >evur:t:e>  which  have  ticen  sold  and  rese- 
i.v.ire.I  are  s  il  or  exv-hange.'.  by  or  f.-r  the  reswndeni  company  for  a  eos- 
s.  irration  the  avtual  ir.orey  va!v.e  of  which,  at  the  time  of  such  sale  « 
rxohan^e.  is  less  than  the  value  of  the  s^erurities  at  p«ar  and  tlie  accrued 
interest  there^Ti.  if  any.  the  .viscount  suffered  should  be  debited  to  the 
a:;:unt  rais^^ :  for  D"s..vunts  ani  Premiums  on  seeurities  of  the  elas  te 
wh::h  th:se  >:i:  r^].n^.  Premiums  realirr-.:  from  s-jch  sale  or  exehanfe 
sh  uli  t-r  j-rri-te-i  t:-  the  ao::unt  s-?  rai><e:.'^  If  the  bci  balances  in  tte 
a.  .  .:r.-s  ::vrT  r.i:  ::&:•; unts  an  :  rrrm:un:s  on  the  'liffeTent  clasaies  of  e^itll 
St  •  s  <:ii  ar.  i  the  V-fTrTent  .?.as<*es  :f  funie-i  .:ebt  aeci:riT5cs  sold  be  debit 
":Aisn:rS,  thry  sh;ul.:  Cie  in:lu.:rl  in  the  r^iancr-dje^t  sTSTcmeDt  as  foDovs: 
r  :--:'..  '. . .* 'i r  i  T* '.*.-.  7  •;  .  i' .: ;■  r .: '  5 : :■/ 1\ — I f  the  nei  of  tbe  balancfS 
n  tir  r':>.:unrs  an:  Pr-ruiiun-s  a:::unts  for  all  classes  of  capital  sto^ 
>. li  IS  a  l-rt-t  ra'-sn:-?.  the  am.:unt  sh:u:.:  V^e  state-.:  in  this  afcouat.  This 
islan.r  sh.uii  lir  .a:T"l  :n  the  ra!an>r  sh-et  iiiiTil 
-. :  r  n. . u ::. ?    r ral . r  r-  .1    :  n    s . .":  fe:  v.r nt    sales    ■.  f    st  >: k    by 

:.  "hr  ?"  :■: in : ".  r :^,  \j  st  t  r : t  r iati :  n*  :  f  in ,^ :>me  or  free  saiphn  fbr  te 
:  ..r:-.?*r.  r  ':▼  r^t.tinfi:  th-r  st:«:k.  Wh^n  any  st.vk  is  leTiied.  tke  prap9 
!•».. :..nt5  an".  Ptt m.uzr_5  a:::int  sh.uli  r«r  a:;uste-i  by  eieditiB^  to  it  n 
a:.. -unt  e: vi".  t:  th-e  unrr:-nir--ahei  .ii5i.:unt  ;n  su^h  s:<vk. 

7"  -.■-■  ■•^"-.r.f  r-.v- .■'•.•'.:  ■:'".  Fi.-jrj  P^'tt. — If  ibe  art  «f  ^»  bsl. 
ST  ■«  :r  -ir  r  .5.::.-.r-f  an  i  r^rmiums  S:  ::unTs  f:r  al!  ^las»*  of  f^mded  ddA 
*.  i  *  a  v:  -  .s.:.\:.  r.  tbr  am  :unt  sh:  ui :  r.r  .n  1..  iri  in  tliis  aecocnt.  At  ^ 
irf.re  :V>    ;.  .5,^   :f  T4.:h  f.*.!:  r-rri:-:.  thrre  ?i:ull  l^  cbarppd  to 
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(and  credited  to  the  Discounts  and  Premiums  accounts  in  which  the  dis- 
count is  carried)  such  proportions  of  the  discount  on  outstanding  debt 
obligations  as  may  be  applicable  to  that  period.  This  proportion  should 
be  determined  according  to  a  rule  the  uniform  application  of  which  through- 
out the  interval  between  the  date  of  sale  and  the  date  of  maturity  will 
extinguish  the  discount  on  funded  debt.  In  order  that  the  discount  may 
be  extinguished  earlier,  the  company  may,  at  its  option,  charge  to  Profit 
and  Loss  all  or  any  portion  of  the  discount  on  funded  debt  remaining  at 
any  time  unextinguished;  but  the  charge  to  Income  for  any  period  must 
not  exceed  the  proportion  applicable  to  that  period  and  a  charge  should  be 
made  for  each  period  so  long  as  any  portion  of  the  discount  remains 
unextinguished. 

Note  A. — No  two  stocks  should  be  considered  as  of  the  same  class  unless 
they  are  equal  in  their  voting  rights,  their  dividend  or  interest  rights,  and  the 
conditions  under  which  they  may  be  retired.  No  two  issues  of  funded  debt 
should  be  considered  as  of  the  same  class  unless  they  have  the  same  mortgage 
or  other  lien  or  security,  rate  of  interest,  interest  dates,  and  date  of  maturity. 

Note  B. — In  no  case  should  discount  on  securities  be  charged  to  or  included 
in  any  account  as  a  part  of  the  cost  of  acquiring  any  property,  tangible  or 
intangible. 

B  21.  Property  Abandoned,  Chargeable  to  Operating  Expenses. 

This  account  is  intended  as  a  suspense  account  to  which  may  be  charged 
certain  costs  representing  important  pieces  of  property  abandoned  because 
of  improvement  or  betterment  work  when  the  cost  of  such  property  would, 
if  included  in  the  operating  expenses  for  a  single  year,  unduly  burden  such 
accounts  for  that  year.  It  is  to  be  used  only  after  permission  of  the  Inter- 
state Commerce  Commission  has  been  asked  and  given  and  is  not  to  be 
applied  to  lands  abandoned  or  to  equipment  retired  from  service.  Amounts 
included  in  the  account  are  to  be  redistributed  to  operating  expenses  through 
a  period  of  years,  the  number  of  which  will  be  determined  when  permission 
to  use  the  account  is  granted,  and  the  balance  remaining  unextinguished 
on  the  date  of  the  balance  sheet  should  be  included  herein. 

To  this  account  (when  authorized  by  the  Interstate  Commerce  Commis- 
sion) may  be  charged  such  amounts  as  are  required  by  the  Classification  of 
Expenditures  for  Additions  and  Betterments  to  be  charged  to  operating 
expenses  for  property  abandoned  because  of  additions  and  betterments  work. 

Note. — The  phrase  "  unduly  burden  such  accounts,"  used  above,  should  not 
be  interpreted  as  meaning  that  a  carrier  is  at  liberty  to  make  charges  for  aban- 
doned property  directly  to  operating  expenses,  or  to  operating  expenses  through 
the  account  "  Property  Abandoned,  Chargeable  to  Operating  Expenses,"  in  view 
of  its  financial  ability  to  make  such  charges  directly  in  one  year  and  its  inability 
to  make  such  charges  in  another  year. 

B  22.  Special  Deposits. 

This  account  should  include  amounts  realized  from  the  sale  of  securities 

and  held  by  trustees  for  disbursement  when  the  purposes  for  which  the 

securities  are  sold  are  accomplished;    amounts  realized  from  the  sale  of 

property  and  held  by  trustees  until  the  property  is  replaced;  special  depos- 
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its  (other  than  in  sinking  funds)  for  the  payment  of  debts  and  interest, 
not  matured;  also  money  and  securities  (except  securities  included  in 
accounts  B  2,  B  3,  and  B  6)  deposited  to  insure  the  performance  of  con- 
tracts; and  other  deposits  of  a  special  nature  not  elsewhere  provided  for. 

B  23.  Cash  and  Securities  in  Sinking  and  Kedemption  Funds. 
This  account  should  include  the  amount  of  cash  and  the  cost  or  book  value 
of  live  securities  in  the  hands  of  trustees  of  sinking  and  other  funds  for  the 
purpose    of   redeeming   outstanding    obligations;    also,    amounts    deposited 
with  such  trustees  on  account  of  mortgaged  property  sold. 

B  24.  Cash  and  Securities  in  Insurance  and  Other  Keserve  Funds. 
This  account  should  include  the  ledger  balances  covering  the  amount  of 
cash  and  the  cost  or  book  value  of  securities  in  the  hands  of  trustees  or  man- 
agers of  insurance  funds,  depreciation  f un(is,  and  other  funds  that  have  been 
raised  and  .specifically  set  aside  or  invested  by  the  company  for  specific  pur- 
poses (except  special  deposits,  provident  funds,  and  sinking  funds  for  the 
retirement  of  obligations). 

B  25.  Cash  and  Securities  in  Provident  Funds. 
This  account  should  include  the  ledger  balances  covering  the  amount  of 
cash  and  the  cost  or  book  value  of  securities  in  the  hands  of  trustees  or 
managers  of  employees'  pension  funds,  savings  funds,  relief,  hospital,  and 
other  association  funds  (whether  contributed  by  the  company,  by  employees, 
or  by  others),  when  such  trustees  or  managers  are  acting  for  the  company 
in  the  administration  of  such  funds.  If  such  funds  are  held  in  the  com- 
pany's treasury  unidentified  and  not  invested,  they  should  be  included  in 
account  B  7. 

B  26.  Other  Deferred  Debit  Items. 
In  this  account  should  be  included  suspense  accounts  showing  debit 
balances  that  can  not  be  entirely  cleared  anci  disposed  of  until  additional 
information  is  received.  Such  as  freight  claims  paid  when  found  to  be  cor- 
rect, but  in  advance  of  investigation  with  other  carriers;  charges  for  work 
done  or  materials  furnished  for  which  bills  have  not  been  received  from  the 
proper  departments;  items  awaiting  adjustment  between  accounts,  such  as 
cost  of  work  done  in  advance  of  receipt  of  proper  authority  or  appropria- 
tion; accounts  covering  the  cost  of  operation  of  gravel  pits  and  quarries  to 
be  apportioned  on  output ;  debit  balances  in  ' '  Shop  Expense  ' '  and  * '  Store 
Expense  ''  accounts;  also  amounts  to  be  spread  over  a  stated  term  not 
provided  for  in  accounts  B  20,  B  21,  or  elsewhere,  and  debit  balances  in 
operating  reserve  accounts  to  be  cleared  by  future  charges  to  operating 
expenses. 

PKOFIT  AND  LOSS 
B  27.  Balance. 
When  the  Profit  and  Loss  account  shows  a  debit  balance  the  amount 
of  which  exceeds  the  appropriated  suri)lus  included  in  accounts  B  48  and 
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B  49,  the  amounts  in  those  accounts  should  be  stated  on  the  credit  side  of 
the  balance  sheet  in  the  item  column  only,  and  their  total  should  be  trans- 
ferred to  the  debit  side  of  the  balance  sheet  immediately  following  Profit 
and  Loss — Balance  from  which  it  should  be  deducted,  the  difference  being 
extended  as  the  net  deficit.     (See  account  B  50.) 

LIABILITIES 

STOCK 

B  28.  Capital  Stock. 

This  account  should  include  the  total  par  value  of  certificates  or  receipts 
issued  to  represent  permanent  interests  in  the  respondent  company  or  inter- 
ests which,  if  terminable,  are  so  only  at  the  option  of  the  company.  The 
amounts  included  in  this  account  should  be  divided  so  as  to  show:  (1)  The 
par  value  of  certificates  (pledged  or  unpledged)  held  in  the  company's  treas- 
ury, by  its  agents  or  trustees,  or  otherwise  subject  to  its  control;  (2)  The 
par  value  of  certificates  issued  and  outstanding  and  not  held  by  the  com- 
pany, its  agents  or  trustees,  or  subject  to  its  control. 

The  amounts  included  herein  should  be  further  subdivided  so  as  to  show 
the  amount  of  each  class  of  stock  issued,  as  follows: 

(a)  Common  Stock. — Stocks  whose  claims  in  the  distribution  of  dividends 
are  subordinate  to  the  claims  of  all  other  stocks. 

( & )  Preferred  Stock. — Stocks  having  a  first  claim  upon  such  dividends  as 
may  be  distributed. 

(c)  Debenture  Stock. — Stocks  issued  under  a  contract  to  pay  a  specified 
return  at  specified  intervals. 

(d)  Receipts  Outstanding  for  Installments  Paid. — ^Receipts  for  pay- 
ments on  account  of  subscriptions  to  capital  stock.  When  certificates  are 
issued  for  amounts  so  paid,  the  par  value  should  be  included  in  the  account 
covering  the  class  of  stock  for  which  the  certificates  are  issued. 

Note  A. —  "When  a  general  levy  or  assessment  is  made  against  the  holders  of 
capital  stock,  requiring  the  payment  of  any  sum  for  the  use  of  the  company  in 
addition  to  the  consideration  agreed  upon  at  the  time  of  sale,  the  amount  col- 
lected upon  such  levy  or  assessment  should  be  credited  to  the  Discounts  and 
Premiums  account  for  the  class  of  stock  on  which  the  assessment  is  made. 

Note  B. — For  the  purposes  of  the  balance-sheet  statement,  capital  stock  is 
considered  as  "  issued  "  when  certificates  are  signed  and  sealed  and  placed  with 
the  proper  officer  for  sale  and  delivery.  All  capital  stock  issued  and  not  canceled 
is  considered  to  be  "  outstanding." 

B  29.  Stock  Liability  for  Conversion  of  Outstanding  Securities  of  Con- 
stituent Companies. 

This  account  should  include  the  company's  liability  under  agreements 

to  exchange  its  capital  stock  for  the  outstanding  securities  of  constituent 

companies  whose  physical  property  has  been  acquired  under  such  agree- 

ments,  but  whose  securities  have  not  yet  been  surrendered  for  exchange. 

B  30.  Premiums  Realized  on  Capital  Stock. 

When  any  issue  of  capital  stock  is  sold  or  exchanged  by  or  for  the 
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respondent  company  for  a  consideration  the  actual  money  value  of  whidi 
exceeds  the  par  value  of  the  stock  at  the  time  of  such  sale  or  exchange, 
the  premium  so  realized  should  be  credited  to  a  ledger  account  provided 
for  discounts  and  premiums  on  the  class  of  stock  sold.  (See  account  B  20.) 
If  the  net  of  the  balances  in  the  accounts  for  discounts  and  premiums  on 
all  classes  of  stock  sold  is  a  credit  balance,  the  amount  should  be  included  in 
this  account.  This  balance  should  be  carried  permanently  on  the  balance 
sheet  unless  extinginshed  by  discounts  suffered  on  subsequent  sales  of  stock 
or  by  retiring  the  stock.  WTien  any  stock  is  retired,  the  proper  Discounts 
and  Premiums  account  should  be  adjusted  by  debiting  it  with  an  amount 
equal  to  the  unextinguished  premium  on  such  stock. 

MORTGAGE,  BONDED,  AND  SECURED  DEBT 

B  31.  Funded  Debt. 

There  should  be  included  in  this  account  the  total  par  value  of  out- 
standing funded  debt  issued  by  the  respondent  company,  and  the  total  par 
value  of  outstanding  funded  debt  issued  by  other  companies,  the  payment 
of  which  has  been  assumed  by  the  respondent  company. 

The  amounts  include<l  in  this  account  should  be  divided  so  as  to  show: 
(1)  The  par  value  of  certificates  or  other  evidences  of  funded  debt  (pledged 
or  unple(iged)  held  in  the  company  *s  treasury,  by  its  agents  or  trustees,  or 
otherwise  subject  to  its  control;  (2)  The  par  value  of  certificates  or  other 
evidences  of  funded  debt  issued  and  outstanding  and  not  held  by  the  com- 
pauy,  its  agents  or  trustees,  or  subject  to  its  control. 

The  amounts  included  herein  should  be  further  subdivided  as  follows: 

(a)  Mortf/age  Bonds. — Bonds  secured  by  a  lien  on  the  property  of  the 
company,  except  as  provided  in  the  other  subdivisions  of  this  account. 

(b)  Collateral  Trnst  Bonds. — Bonds  secured  by  a  lien  on  securities  or 
other  commercial  paper.  Stock  trust  certificates  that  are  similar  in  char- 
acter to  collateral  trust  bonds  should  be  included  under  this  heading,  as 
should  also  all  collateral  trust  notes. 

{c)  Plain  Bonds,  Dehcniures,  and  Notes. — Unsecured  certificates  of  in- 
debtedness. Short-term  notes  (having  a  date  of  maturity  one  year  or  less 
from  date  of  issue)  given  in  payment  of  temporary  indebtedness  should 
not  be  included  under  this  heading.  Short-term  notes  secured  by  collateral 
should  be  classed  with  collateral  trust  bonds.  Debentures  should  be  clearly 
distinguished  from  debenture  stock. 

(d)  Income  bonds. — Bonds  which  are  a  lien  on  a  carrier's  revenue  alone, 
or  bonds  which,  while  being  a  lien  on  its  road  and  franchises,  can  claim 
payment  of  interest  only  in  case  interest  is  earned. 

(e)  Equipment  Trust  Obligations. — Equipment  bonds,  equipment  notefl^ 
or  car-trust  notes  secured  by  a  lien  on  specific  equipment,  such  lien  having 
been  created  in  connection  with  the  acquisition  of  the  equipment  securing 
the  obligations. 
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(/)  Miscellaneous  Funded  Obligations. — All  funded  obligations  not  pro- 
vided for  by  the  other  subdivisions  of  this  account,  including  real  estate 
mortgages  executed  or  assumed,  and  other  similar  obligations. 

(g)  Receipts  Outstanding  for  Funded  Debt. — Eeceipts  for  payments  on 
account  of  funded  debt.  When  certificates  are  issued  for  amounts  so  paid, 
the  par  value  should  be  included  in  the  account  covering  the  class  of  funded 
debt  for  which  the  certificates  are  issued. 

Note. — For  the  purposes  of  the  balance-sheet  statement,  bonds  are  considered 
as  "issued"  when  they  are  certified  by  trustees  and  placed  with  the  proper 
officer  for  sale  and  delivery.  All  bonds  issued  and  not  canceled  are  considered 
to  be  "  outstanding." 

B  32.  Receivers'  Certificates. 

This  account  should  include  the  par  value. of  outstanding  certificates, 
notes,  or  other  obligations  issued  by  receivers  in  charge  of  and  operating 
the  property  of  a  carrier,  and  the  par  value  of  certificates,  notes,  or  other 
obligations  issued  by  receivers  and  assumed  upon  reorganization. 

B  .^3.  Obligations  for  Advances  Received  for  Construction,  Equipment, 
and  Betterments. 

Proprietary,  affiliated,  and  controlled  companies  should  show  in  this 
account  the  amounts  advanced  to  them  for  construction,  equipment,  and 
additions  and  betterments  expenditures,  when  such  advances  are  made  by 
the  controlling  company  under  the  conditions  described  in  account  B  5. 

WORKING  LIABILITIES 

B  34.  Loans  and  Bills  Payable. 

This  account  should  include  the  balances  representing  obligations  out- 
standing in  the  form  of  loans  and  bills  payable  or  other  similar  evidences 
of  indebtedness  payable  on  demand  or  within  a  time  not  exceeding  one  year 
from  date  of  issue,  except  secured  notes  proper  to  be  included  in  account 
B  31. 

B  35.  Traffic  and  Car-Service  Balances  Due  to  Other  Companies. 

This  account  should  include  the  net  amount  due  to  other  companies  in 
favor  of  each  of  which  there  is  a  net  credit  balance  in  the  total  of  the 
accounts  representing  interline  freight,  passenger,  and  baggage  revenues, 
and  charges  for  equipment  interchanged  on  a  per  diem  or  a  mileage  basis. 
B  36.  Audited  Vouchers  and  Wages  Unpaid. 

This  account  should  include  the  amount  of  audited  vouchers  or  accounts, 
and  audited  payrolls  unpaid  on  the  date  of  the  balance  sheet.     It  should 
include  balances  representing  unclaimed  wages  and  outstanding  pay  and 
time  or  discharge  checks  issued  in  payment  of  wages. 
B  37.  Miscellaneous  Accounts  Payable. 

There  should  be  included  in  this  account  unpaid  and  outstanding  drafts 
drawn  by  station  agents,  unpaid  and  outstanding  drafts  drawn  on  the 
company  in  settlement  of  freight  claims,  conductors'  rebate  and  extra-fare 
checks  not  presented  for  redemption,  meal  checks  and  tickets  outstanding, 
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deposits  of  controlled  companies,  and  other  items  of  the  nature  of  demand 
liabilities  not  covered  by  accounts  B  34,  B  35,  B  36,  B  38,  and  B  39. 

Note. — The  amount  to  be  reported  under  this  account  is  not  the  net  balance 
between  accounts  B  13  and  B  37. 

B  38.  Matured  Interest,  Dividends,  and  Rents  Unpaid. 

This  account  should  include  the  amount  of  dividends  payable  on  cap- 
ital stock  and  unpaid,  uncalled  for,  or  unclaimed  at  the  date  of  the  balance 
sheet,  including  dividends  payable  on  the  first  day  following  that  for  which 
the  balance  sheet  is  made;  the  amount  of  matured  and  unpaid  interest  on 
the  funded  debt  of  the  respondent  company,  and  of  other  companies  when 
payment  has  been  assumed  by  the  respondent  company,  including  interest 
which  matures  on  the  first  day  following  that  for  which  the  balance  sheet 
is  made;  unpaid  dividends  on  the  stock  and  unpaid  interest  on  the  funded 
debt  of  other  companies  when  same  are  payable  by  the  respondent  com- 
pany as  all  or  a  portion  of  the  rent  due  under  leases;  and  all  other  rents 
due  and  payable  for  property  held  under  leases. 

B  ^9.  Matured  Mortgage,  Bonded,  and  Secured  Debt  Unpaid. 

This  account  should  include  the  amount  of  matured  mortgage,  bonded, 
and  secured  debt  payable  but  not  yet  paid,  including  bonds  drawn  for 
redemption  through  the  operation  of  sinking  and  redemption  fund  agree- 
ments. 

B  40.  Working  Advances  Due  to   Other  Companies. 

Proprietary,  affiliated,  and  controlled  companies  should  include  in  this 
account  the  amounts  advancied  to  them  for  general  purposes,  such  as 
advances  to  pay  interest  on  their  funded  debt  (except  interest  proper  to  be 
included  in  account  B  33),  deficits  resulting  from  their  operation,  and 
advances  for  construction,  equipment,  and  additions  and  betterments,  when 
such  advances  are  made  under  the  conditions  stated  in  account  B  17  (a). 
B  41.  Other  Working  Liabilities. 

This  account  should  include  items  of  working  liabilities  not  covered  by 
accounts  B  34  to  B  40,  inclusive.  It  should  include  liability  items  that 
have  not  reached  the  stage  of  audited  liabilities  and  become  actually  pay- 
able, yet  are  obligations  of  the  company  and  advanced  beyon^  the  stage 
of  accounts  properly  classed  under  account  B  47,  such  as  retained  percent- 
ages due  contractors,  to  be  paid  on  completion  of  contracts;  deposits  for 
construction  of  side  tracks,  to  be  refunded  on  the  basis  of  an  agreed  per- 
centage of  the  earnings  from  the  traffic  handled  over  the  tracks;  prepaid 
charges  billed  out  on  waybills  not  taken  into  the  month's  accounts;  and 
other  similar  items. 

ACCHFED  LTABILTTTKS  NOT  DUE 

B  42.   riiMiatured   Interest,  Dividends,  and  Rents  Payable. 
This  account  should  include  the  amount  of  dividends  on  capital  steely 
interest    on    loans    and    funded    debt,    including    interest   on    funded    debt 
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assumed,  and  rents  under  leases,  accrued  to  the  date  for  which  the  bal- 
ance sheet  is  made  but  not  payable  until  after  the  first  day  following  that 
date.  There  should  be  included  also  as  rents  accrued,  the  amount  of  accrued 
dividends  on  the  stock  and  accrued  interest  on  the  funded  debt  of  other 
companies  when  such  dividends  and  interest  are  paid  as  all  or  a  portion  of 
the  rent  under  leases  from  those  companies. 
B  43.  Taxes  Accrued. 

This  account  should  include  the  amount  of  Taxes  accrued  and  charged 
against  Income  (or  other  accounts)  in  excess  of  the  amount  paid.  When 
ihe  respondent  company  leases  the  property  of  another  company  and,  under 
the  terms  of  the  lease,  agrees  to  pay  or  assume  the  taxes  that  may  be  levied 
upon  or  assessed  against  such  property,  the  taxes  accrued  on  such  property 
should  be  included  in  this  account  and  not  in  account  B  42.  When,  how- 
ever, the  taxes  are  paid  by  the  lessor  company,  the  full  amount  of  rent 
accrued  to  be  paid  by  the  lessee  should  be  included  in  account  B  42. 

DEFERRED  CREDIT  ITEMS. 

B  44.  Unextinguished  Premiums  on  Outstanding  Funded  Debt. 

When  any  issue  of  funded  debt  is  sold  at  a  premium  or  issued  for  a 
consideration  the  actual  money  value  of  which,  at  the  time  of  the  sale  of 
the  funded  debt,  is  greater  than  the  par  value  of  the  securities  sold  and 
accrued  interest  thereon,  if  any,  the  premium  so  realized  should  be  credited 
to  a  ledger  account  provided  for  discounts  and  premiums  on  the  class  of 
funded  debt  sold.  (See  account  B  20.)  If  the  net  of  the  balances  in  the 
Discounts  and  Premiums  accounts  for  all  classes  of  funded  debt  sold  is  a 
credit  balance,  the  amount  should  be  included  in  this  account.  At  or 
before  the  close  of  any  fiscal  period  there  should  be  credited  to  the  Income 
of  that  period  (and  debited  to  the  Discounts  and  Premiums  accounts  in 
which  the  premium  is  carried)  such  proportions  of  the  premiums  on  out- 
standing debt  obligations  as  may  be  applicable  to  that  period.  This  pro- 
portion may  be  determined  according  to  a  rule  the  uniform  application 
of  which  throughout  the  interval  between  the  date  of  sale  and  the  date  of 
maturity  of  the  debt  will  extinguish  the  premium  at  which  such  debt  was 
sold. 

B  45.  Operating  Reserves. 

This  account  should  include  the  ledger  balances  representing  reserves 
created  by  charges  to  Operating  Revenues  or  to  Operating  Expenses  to  pro- 
vide for  overcharge,  personal  injury,  insurance,  and  other  claims,  and  for 
similar  purposes. 

Note. — The  credit  balances  in  reserve  accounts  representing  appropriations 
of  income  or  surplus  for  sinking  funds,  etc.,  should  not  be  included  in  this 
account.  (See  account  B  49.)  Reserves  for  accrued  depreciation  of  property 
are  included  in  account  B  1-c. 

B  4G.  Liability  on  Account  of  Provident  Funds. 
This  account  should  include  the  ledger  balances  covering  the  amount 
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of  cash  and  the  cost  or  book  value  of  securities  in  the  hands  of  trustees 
or  managers  of  employees'  pension  funds,  savings  funds,  relief,  hospital, 
and  other  association  funds  (whether  contributed  by  the  company,  by 
employees,  or  by  others),  when  such  trustees  or  managers  are  acting  for 
the  carrier  in  the  administration  of  such  funds. 
B  47.  Other  Deferred  Credit  Items. 
Under  this  account  should  be  included  the  amount  of  credit  balances 
in  suspense  accounts  that  can  not  be  entirely  cleared  and  disposed  of  until 
additional  information  is  received,  such  as  collections  by  general  agents 
and  others  to  cover  prepayment  of  shipments  originating  on  the  lines  of 
other  carriers;  amounts  realized  from  the  sale  of  damaged,  unclaimed,  and 
over  freight  and  held  pending  claim;  switching  charges  of  other  carriers 
collected  and  held  awaiting  bills  from  such  carriers;  amounts  received 
from  the  sale  of  mileage  tickets  to  be  disposed  of  as  mileage  is  honored 
by  the  respondent  or  other  carriers;  amounts  collected  for  milling- in-transit 
privileges,  to  be  cleared  when  products  are  shipped;  credit  balances  in 
**  Shop  Expense  *'  and  **  Store  Expense  "  accounts;  and  other  similar 
items. 

APPROPRIATED  SURPLUS 

B  48.  Additions  to  Proi)erty  since  June  30,  1907,  through  Income. 
This  account  should  include  the  total  amount  of  appropriated  Income  or 
Surplus  expended  since  June  30,  1907,  in  the  acquisition  of  property  and 
for  improvements,  the  cost  of  which  is  proper,  under  the  classifications  pre- 
scribed for  such  expenditures,  to  be  included  in  the  accounts  making  up 
the  total  of  Road  and  Equipment,  such  as  the  cost  of  property  used  in 
the  company's  operations  as  a  carrier,  the  proportion  of  the  cost  of  pro- 
jects involving  additions  and  betterments  required  to  be  included  in  such 
accounts;  also,  amounts  of  appropriated  Income  or  Surplus  expended  since 
June  30,  1907,  in  the  discharge  of  the  principal  (less  the  discount,  if  any, 
suffered  at  the  time  of  sale)  of  any  indebtedness  incurred  in  the  acquisition 
or  improvement  of  property  the  cost  of  which  is  included  in  the  Boad  and 
Equipment  accounts. 

Note. — This  account  is  intended  to  include  only  appropriations  of  Income 
or  Surplus  definitely  set  aside  for  the  inquisition  of  property  or  for  ImproTementB 
the  cost  of  which  should  be  included  in  the  Boad  and  Equipment  accounts  as 
shown  .on  the  balance  sheet.  When  property  is  purchased  or  improvements  made 
by  an  advance  of  cash  which  is  intended  to  be  replaced  with  the  proceeds  of  a 
subsequent  sale  of  securities,  the  amount  so  advanced  should  not  be  included  in 
Axis  account ;  nor  should  there  be  included  advances  not  intended  to  be  replaced 
by  securities,  unless  the  amounts  advanced  have  been  definitely  appropriated  and 
jtrc  considered  appropriated  surplus  as  distinguished  from  profit  and  loos 
nulance. 

B  49.  Eeserves  from  Income  or  Surplus. 
In  this  account  should  be  j^rouped  all  appropriations  of  income  or  sur- 
])lus  hold  in  reserve  (except  as  covered  by  account  B  46  and  account  B  48), 
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including  unexpended  balances  of  appropriations  from  Income  or  Surplus 
for  additions  and  betterments.  This  account  should  be  subdivided  under  the 
following  heads: 

(a)  Invested  in  Sinking  and  Redemption  Funds, — Amounts  charged 
against  Income  or  Surplus  for  sinking  fund  or  redemption  fund  payments, 
and  accretions  to  such  funds  in  the  hands  of  trustees. 

(&)  Invested  in  Other  Reserve  Funds. 

(c)   Not  Specifically  Invested. 

PROFIT  AND  LOSS 

B  50.  Balance. 

This  accouht  should  include  the  credit  balance  in  the  Profit  and  Loss 
account. 

When  the  Profit  and  Loss  account  shows  a  debit  balance,  the  amount 
of  which  does  not  exceed  the  Appropriated  Surplus  included  in  accounts 
B  48  and  B  49,  the  amounts  in  those  accounts  should  be  stated  in  the  item 
column  only,  and  the  debit  balance  in  Profit  and  Loss  deducted  from  their 
total,  the  difference  being  extended  to  the  total  column  as  the  net  Appro- 
priated Surplus.  When,  however,  the  debit  balance  in  Profit  and  Loss 
exceeds  the  Appropriated  Surplus  as  shown  in  accounts  B  48  and  B  49,  the 
amounts  in  those  accounts  should  be  stated  in  the  item  column  only,  and 
the  total  of  the  two  transferred  to  the  assets  side  of  the  balance  sheet  as  a 
deduction  from  the  Profit  and  Loss  debit  balance  on  that  side,  the  difference 
being  extended  as  a  net  deficit.     (See  account  B.  27.) 


CLASSIFICATION   OF  LOCOMOTIVE-MILES,   CAR- 
MILES,  TRAIN-MILES 

FIRST  ISSUE 

INTRODUCTORY  LETTER. 

Interstate  Commerce  Commission, 

Division  of  Statistics  and  Accounts, 

Washington,  June  3,  1907. 

To  Carriers: 

This  Classification  of  Locomotive-Miles,  Car-Miles,  and  Train-Milea, 
with  the  text  pertaining  thereto,  is  issued  in  accordance  with  an 
order  of  the  Interstate  Commerce  Commission,  a  copy  of  which  will 
be  found  immediately  preceding  this  letter.  The  rules  which  the  Classi- 
fication contains  should  be  observed  by  carriers  in  the  adjustment  of  all 
entries  in  operating  expense,  in  operating  revenue,  or  in  any  other  accounts 
kept  by  them  to  which  the  rules  pertain. 

The  Classification  here  promulgated*  was  worked  out  at  a  conference 
with  accredited  representatives  of  the  American  Railway  Association  and 
of  the  Association  of  American  Railway  Accounting  Ofi&cers,  and,  with 
a  few  minor  exceptions,  embodies  the  recommendations  submitted  by  them. 
It  may  be  proper  to  say  that  the  arbitrary  of  six  miles  per  hour  for 
switching  locomotives  is  accepted  temporarily,  pending  an  investigation  the 
purpose  of  which  is  to  determine  whether  or  not  this  arbitrary  conforms  to 
the  facts.  This  investigation  will  be  undertaken  by  the  Division  of  Statistics 
and  Accounts  in  cooperation  with  a  Subcommittee  of  the  Conmiittee  on  Sta- 
tistical Inquiry  of  the  American  Railway  Association. 

308 


CONTENTS 


PAGB 

I.  Classification  of  Locomotive-Miles  . .      400 

Revenue  Service: 

Freight  locomotive-miles 400 

Passenger  locomotive-miles 400 

Mixed  locomotive-miles 400 

Special  locomotive-miles 401 

Switching  locomotive-miles 401 

Non-revenue  Service  Locomotive-miles 402 

II.  Classification  of  Car-Miles 402 

Revenue  Service: 

Freight  car-miles ! 402 

Loaded 402 

Empty 402 

Caboose 402 

Passenger  car-miles 403 

Passenger 403 

Sleeping,  Parlor,  and  Observation 403 

Other  Passenger-Train  Cars 403 

Special  car-miles 403 

Freight— Loaded 403 

Freight— Empty 403 

Caboose 403 

Passenger 403 

Sleeping,  Parlor,  and  Observation 403 

Other  Passenger-Train  Cars 403 

Non-revenue  Service  car-miles 403 

HI.  Classification  of  Train-Miles 403 

Revenue  Service: 

Freight  train-miles 403 

Passenger  train-miles 404 

Mixed  train-miles 404 

Special  train-miles 404 

Non-revenue  Service  train-miles 404 

399 


400  HAlUiOAD    EXPENSES 


TEXT  OF   CLASSIFICATION  OF  LOCOMOTIVE-MILBS. 

REVENUE  SERVICE 

FREIGHT  LOCOMOTTVE-MILES 

Includes  miles  run  by  locomotives  between  terminals  or  stations  with 
freight  trains,  also,  miles  run  by  locomotives  between  terminals  or  stations, 
with  or  without  cabooses,  going  for  or  returning  from  this  service;  miles 
run  by  locomotives  while  assisting  freight  trains,  either  as  pushers  or 
double-headers;  miles  run  while  hauling  the  second  clit  of  a  freight  train 
dou])led  over  grades;  miles  run  light  by  locomotives  going  to  or  returning 
from  assisting  freight  trains,  as  pushers  or  double-headers;  miles  run  lig^t 
returning  to  train  after  having  hauled  the  first  cut  of  a  freight  train 
doubled  over  grades;  miles  run  light  by  locomotive  of  a  freight  train  to 
and  from  the  next  coaling  station  or  water  tank  for  coal  or  water;  miles 
run  light  to  pick  up  or  assist  a  freight  train  at  stations  between  train  ter- 
minals; miles  run  to  pick  up  and  haul  dead  freight-train  locomotives  into 
terminals;  also,  miles  run  by  locomotives  coming  from  or  going  to  engine* 
houses  or  turntables  .from  freight-train  sers^ce;  provided,  no  miles  be 
allowed  for  this  latter  service  if  the  distance  be  one-half  mile  or  less  in  one 
direction. 

PASSENGER  LOCOMOTIVE-MTLES 

Includes  miles  run  by  locomotives  between  terminals  or  stations  with 
passenger,  mail,  and  express  trains,  also,  miles  run  by  locomotives  going 
for  or  returning  from  this  service;  miles  rim  by  locomotives  while  assisting 
passenger,  mail,  and  express  trains  either  as .  pushers  or  double-headers; 
miles  run  light  by  locomotives  going  to  or  returning  from  assisting  passenger 
trains,  as  pushers  or  double-headers;  miles  run  light  by  locomotive  of  a 
j)assenger  train  to  and  from  the  next  coaling  station  or  water  tank 
for  coal  or  water;  miles  run  light  to  pick  up  or  assist  a  passenger  train  at 
stations  between  train  terminals;  miles  run  to  pick  up  and  haul  dead  pas- 
senger-train locomotives  into  terminals;  also,  miles  nm  by  locomotives  com- 
ing from  or  going  to  enginehouses  or  turntables  from  passenger-train 
service;  provided^  no  miles  be  allowed  for  this  latter  service  if  the  distance 
be  one -half  mile  or  less  in  one  direction. 

MIXED  LOCOMOTIVE-MILES 

Includes  miles  run  by  locomotives  between  terminals  or  stations  witb 
mixed  trains,  also,  miles  run  by  locomotives  between  terminals  or  stations^ 
with  or  without  cabooses  or  passenger-train  cars,  going  for  or  returning 
from  this  service;  miles  run  by  locomotives  while  assisting  mixed  trainSi 
either  as  pushers  or  double-headers;  miles  run  while  hauling  the  second  eot 
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of  a  mixed  train  doubled  over  grades;  miles  run  light  by  locomotives  going 
to  or  returning  from  assisting  mixed  trains,  as  pusheM  or  double -header  s  ; 
miles  run  light  returning  to  train  aft^r  having  hauled  the  first  cut  of  a 
mixed  train  doubled  over  grades;  miles  run  light  by  mixed-train  locomotive 
to  and  from  the  next  coaling  station  or  water  tank  for  coal  or  water;  miles 
run  light  to  pick  up  or  assist  a  mixed  train  at  stations  between  train  ter- 
minals; miles  run  to  pick  up  and  haul  dead  locomotives  from  mixed  trains 
into  terminals;  also,  miles  run  by  locomotives  coming  from  or  going  to 
enginehouses  or  turntables  from  mixed-train  service;  provided^  no  miles  be 
allowed  for  this  latter  service  if  the  distance  be  one-half  mile  or  less  in  one 
direction. 

■ 

SPECIAL  LOCOMOTIVE-MILES 

Includes  miles  run  by  locomotives  in  special  revenue  service,  such  as 
locomotives  hauling  chartered  trains,  paid  for  either  on  the  basis  of  a  rate 
per  mile  run  or  a  lump  sum  for  the  train;  circus  and  theatrical  trains  run 
under  contracts  calling  for  payments  of  specified  amounts  for  transporta- 
tion between  designated  stations;  chartered  trains  for  the  Federal  or  State 
Governments,  carrying  troops,  munitions  of  war,  camp  outfits,  etc.;  miles 
run  while  assisting  special-service  trains,  either  as  pushers  or  double- 
headers;  miles  run  while  hauling  the  second  cut  of  a  special-service  train 
doubled  over  grades;  miles  run  by  locomotives  between  terminals  or  stations, 
with  or  without  cabooses  or  passenger-train  cars,  going  for  or  returning 
from  special  service;  miles  run  light  by  locomotives  going  to  or  returning 
from  assisting  special-service  trains,  as  pushers  or  double-headers;  miles 
run  light  returning  to  train  after  having  hauled  the  first  cut  of  a  special- 
service  train  doubled  over  grades;  miles  run  light  by  locomotive  of  special- 
service  train  to  and  from  the  next  coaling  station  or  water  tank  for  coal  or 
water;  miles  run  light  to  pick  up  or  assist  a  special -service  train  at  stations 
between  train  terminals;  miles  run  to  pick  up  and  haul  deaid  locomotives 
from  special-service  trains  into  terminals;  also,  miles  run  by  locomotives 
coming  from  or  going  to  enginehouses  or  turntables  from  special  service; 
provided,  no  miles  be  allowed  for  this  latter  service  if  the  distance  be  one- 
half  mile  or  less  in  one  direction. 

SWITCHING  LOCOMOTIVE-MILES 

Includes  miles  allowed  to  locomotives  while  switching  in  yards  (but  not 
at  shops  for  shop  purposes),  and  allowed  to  train  locomotives  for  per- 
forming switching  service  at  terminals  or  way  stations. 

Note  A. — Switching  miles  should  be  computed  at  the  rate  of  6  miles  per 
hour  for  the  actual  time  engaged  in  such  service  in  excess  of  one  hour  at  any 
one  station. 

Note  B. — Miles  run  by  switching  locomotives  helping  trains  out  of  terminals 
as  well  as  miles  run  light  returning  to  the  yard  after  such  service  should  be 
treated  as  "  Freight,"  "  Passenger,"  etc.,  according  to  the  class  of  the  train 
helped. 
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NONREVENTJE  SERVICE  LOCOMOTIVE-MILES 

Includes  miles  run  bv  locomotives  in  the  different  classes  of  serviee 
described  under  **  Nonrevenue  Service  Train-Miles,"  and,  in  addition,  trial 
trij)s  of  locomotives,  to  be  computed  as  follows: 

(a)  In  case  of  trains  of  the  freight  class  ar  of  the  passenger  class  and 
trial  trips  of  locomotives,  locomotive-miles  should  be  the  actual  miles  run  by 
the  locomotives. 

(&)  In  case  of  trains  of  the  work  class  the  following  rules  should  be 
applied:  When  orders  are  given  to  a  work  train  to  run  to  a  certain  point, 
to  work  between  certain  limits  and  return,  the  actual  time-card  mileage 
should  be  allowed  between  points  named  in  the  running  order  and,  in  addi- 
tion, 6  miles  per  hour  for  time  held  between  working  limits.  Work  locomo- 
tives employed  for  switching  at  shops  for  shop  purposes,  for  spotting  cars 
in  gravel  pits,  working  with  pile  drivers,  etc.,  should  be  allowed  a  mileage  of 
6  miles  per  hour  for  the  actual  time  in  service. 


RULES  FOR  COMPUTING  LOCOMOTIVE-MILES 

1.  All  locomotive-miles  made  in  hauling  trains,  except  in  helping  and 
work-train  service,  should  be  based  on  the  actual  distance  run  between  ter- 
minals, to  be  computed  from  the  official  time  table  or  distance  table,  as 
prescribed  for  train-miles. 

2.  Helping  miles  of  locomotives  should  be  based  on  the  actual  distance 
made  with  trains  in  helping  service  or  in  doubling  hills. 

3.  Work-train  locomotive-miles  should  be  computed  according  to  the 
rules  prescribed  for  work-train  miles. 

4.  Light  locomotive-miles  should  be  based  on  the  actual  distance  loco- 
motives  run  light,  or  with  only  a  caboose,  for  the  entire  distance  between 
terminals. 


TEXT  OF  CLASSIFICATION  OF  CAE-MILES. 

REVENUE  SERVICE 

FREIGHT  CAR-MILES 

Loaded — 

Includes  miles  run  by  all  loaded  freight  cars  in  freight  service. 
Empty — 

Includes  miles  run  by  all  empty  freight  cars  in  freight  service. 
Caboose — 
Includes  miles  run  by  caboose  cars  in  freight  service. 
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PASSENGER  CAR-MILES 

Passenger — 

Includes  miles  run  by  home  and  foreign  passenger  cars,  combinations 
of  passenger  and  baggage,  passenger  and  mail,  and  passenger  and 
Sleeping,   Parlor,  and   Observation — 

express  cars,  chair,  and  club  cars,  either  in  service  or  deadhead. 
Includes  miles  run  by  home  and  foreign  sleeping,  parlor  and  observa- 
tion cars,  either  in  service  or  deadhead. 
Other  Passenger-Train  Cars — 

Includes  miles  run  by  home  and  foreign  dining,  cafe,  and  other  cars 
devoted  exclusively  to  the  serving  of  meals  or  other  refreshments;  by 
home  and  foreign  baggage,  combination  baggage  and  express,  and 
combinations  of  baggage,  mail,  postal  and  express  cars;  by  home  and 
foreign  mail,  postal  and  express  cars;  also  by  milk  cars  in  passenger 
trains;  either  in  service  or  deadhead. 

SPECIAL  CAR-MILES 

Freight,  loaded — 

Freight,  empty — 

Caboose — 

Passenger — 

Sleeping,  Parlor,  and  Observation — 

Other  Passenger- Train  Cars — 

Includes  miles  run  by  the  foregoing  cars  under  their  appropriate 
classes,  in  special  revenue  service  as  defined  in  the  Classification  of 
Train-Miles. 

NONREVENUE  SERVICE  CAR-MILES 

Includes  miles  run  by  cars  in  nonrevenue -trains  as  defined  in  the  Classi- 
fication of  Train-Miles. 

TEXT  OF  CLASSIFICATION  OF  TRAIN-MILES. 

REVENUE  SERVICE 

FREIGHT  TRAIN-MILES 

Includes  miles  run  by  revenue-earning  trains  to  transport  freight,  which 
do  not  regularly  include  a  car  or  cars  devoted  exclusively  or  principally  to 
revenue  passenger  business;  also  miles  i*un  by  trains  consisting  of  empty 
freight  cars  and  of  trains  consisting  of  a  locomotive  and  a  caboose  running 
light  between  terminal  stations  on  account  of  unbalanced  traffic  or  other 
causes.  When  milk,  express,  baggage,  or  other  cars  are  hauled  in  a  freight 
train,  their  earnings  should  be  classed  as  freight  earnings  and  the  miles 
of  the  train  should  be  considered  as  freight  train-miles.    Freight  trains  that 
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regularly  haul  no  passengers-service  equipment,  but  transport  passengers 
in  a  caboose  should  be  classed  as  freight  trains,  as  should  also  freight 
trains  temporarily  using  a  passenger  car  in  place  of  a  caboose. 

PASSENGER  TRAIN-MILES 

Includes  miles  run  by  revenue-earning  trains  to  transport  passengers, 
baggage,  mail,  and  express,  also  miles  run  by  trains  consisting  of  deadhead 
passenger  equipment.  When  one  or  more  cars  other  than  regular  passenger- 
train  cars,  such  as  milk  cars,  cabooses  deadheaded  back,  etc.,  are  hauled 
in  a  passenger  train,  the  miles  run  by  that  train  should  be  considered  as 
passenger  train-miles. 

MIXED  TRAIN-MILES 

Includes  miles  run  by  revenue-earning  trains  to  transport  both  passen- 
gers and  freight  in  cars,  each  of  which  is  devoted  exclusively  to  either 
passenger  business  or  freight  business. 

SPECIAL   TRAIN-MILES 

Includes  miles  run  by  revenue-earning  trains,  such  as  chartered  trains, 
paid  for  either  on  the  basis  of  a  rate  per  mile  run  or  a  lump  sum  for  the 
train;  circus  and  theatrical  trains  run  under  contracts  calling  for  payment 
of  specified  amounts  for  transportation  between  designated  stations;  char- 
tered trains  for  the  Federal  or  State  Governments  carrying  troops,  muni- 
tions of  war,  camp  outfits,  etc. 

NONREVENUE  SERVICE  TRAIN-MILES 

Includes  miles  run  by  trains  which  are  not  revenue  producing,  such  as: 
(«)   Of    the    Passenger    Class:     Pay-trains,    official    trains,    inspection 
trains  for  Railway  Commissioners,  special  trains  run  to  convey  fire  appara- 
tus for  use  in  saving  the  company's  property  from  destruction  by  fire,  and 
trains  run  to  convey  employees  to  and  from  work; 

(&)   Of  the  Freight  Class:    Material  and  supply  trains;  and 
(c)  Of  the  Work  Class:    Construction  trains,  trains  hauling  gravel  or 
other  ballast,  or  engaged  in  bank  widening,  ballasting,  and  other  mainte- 
nance work;  wrecking  trains,  repair  trains,  snowplows,  and  flangers. 

RULES  FOR  COMPUTING  TRAIN-MILES 

1.  Revenue  Train-Miles  should  be  based  on  the  actual  distance  run 
between  terminals  and  computed  from  the  official  time-table  or  distance 
table,  the  same  as  passenger -miles,  ton-miles,  and  car-miles. 

2.  Revenue  passenger  trains  and  revenue  mixed  trains  may  incidentally 
carry  private  cars,  official  cars,  work  or  service  cars,  or  cars  of  related 


LOCOMOTIVE-MILES,  CAR-MILES,  TRAIN-MILES      405 

classes;  and  revenue  freight  trains  may  incidentally  carry  cars  containing 
railway  material  and  supplies,  or  other  freight  which  does  not  earn  revenue; 
but  whole  trains  of  such  cars  should  be  regarded  as  nonrevenue  trains  and 
classed  accordingly. 

3.  Nonrevenue  Train-Miles  should  be  based  on  the  actual  distance 
run  between  terminals.  When  work  trains  are  run  between  ter- 
minals and  not  ordered  to  work  at  some  specified  point  or  within 
specified  working  limits,  the  actual  miles  run  should  be  allowed  to  them, 
the  same  as  to  any  other  class  of  trains.  When  ordered  to  run  to  a  certain 
point  to  work  at  that  point  or  within  specified  working  limits,  the  actual 
miles  made  while  under  running  orders  should  be  allowed  to  them,  and  in 
addition  an  arbitrary  mileage  of  6  miles  per  hour  for  the  time  working 
at  the  point  or  within  the  working  limits  named. 

4  Each  train  and  each  section  of  a  train  run  by  a  separate  train  crew 
should  be  considered  a  separate  train,  whether  hauled  by  one  or  more  loco- 
motives for  either  the  whole  distance  or  a  part  of  the  distance  between  the 
train  terminals.  There  should  be  nothing  added  to  this  distance  to  cover 
running  from  enginehouse  to  terminal,  doubling  hills,  running  for  water, 
switching  or  other  work  at  way  stations,  or  for  the  service  of  helper  or 
pusher  locomotives  or  the  extra  locomotives  on  double  or  triple  head  trains. 

5.  Mileage  of  trains  detoured  over  foreign  roads  when  hauled  by  the 
locomotives  and  handled  by  the  crews  of  the  home  company  should  be  com- 
puted on  the  basis  of  miles  actually  run  and  classified  by  the  detouring 
line  in  its  train  mileage  in  accordance  with  the  service  performed. 
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NoTB.  This  index  is  a  Consolidation  of  Account  numbers,  appearing  in  bold  face  type; 
and  of  case  numbers,  which  are  of  two  kinds:  Ordinary  type  signifies  that  the  case 
referred  to  may  be  found  in  Accounting  Bulletin  No.  4  (Decisions  upon  Questions 
Raised  under  Classification  Prescribed  by  the  I.  C.  C.)  Italicized  case  numbers  indi- 
cate that  the  cases  appear  in  either  of  the  two  supplementary  bulletins,  circulars 
12c  and  12d. 

A. 

Abandoned  property,  grade  crossings  eliminated  by  opening  public  roads.  10,  ll*  C.  649,  652 

Abandonment  of  track  in  change  of  alinements  and  grades C.  2t 

Abrogation  of  contract,  bonus  received  for — credit  Profit  and  Loss C.  380 

Abutments  for  bridges,  repairs  and  renewals 9 

overhead  crossings,  repairs  and  renewals 10 

station  overhead  bridges,  repair  and  renewals 16 

Accident,  damage  to  property  and  personal  injury  in  operating  joint  facility,  treatment 

in  accounts C.  364 

Accident  Insurance,  premiums 110 

Accident  Investigations,  pay  and  expenses  of  employees  attending  M.  of  E 24 

M.  of  W.  &  S 1 

Transportation 61 

Accident,  wages  of  transportation  employees  while  attending  investigations  of .  .  .61,  C.  445 
Accident  or  wreck,  loss  or  damage  to  personal  effects,  jewelry,  etc.,  of   passengers  in 

100.  103.  C.  886 

Accident,  Personal  Injury,  M.  of  E 48 

M.  of  W.  &  S 19 

Transportation 103 

Accidents,  to  property  not  in  transit 101 

in  transit,  baggage 100 

freight 99 

Clearing  tracks  in  connection  with 93 

Supplies  furnished  cars  for  emergency  use  in  case  of 89 

to  stock  on  right  of  way 102 

Account,  clearing,  shop  expenses,  cost  of  power C.  60 

store  expenses,  in  connection  with  material  in  stock C.  61 

dismantled  equipment:   when  permissible  to  be  kept C.  112 

No.  19  (Operating  Revenues),  explanation  of  text  of  note  to C.  98 

*'  Open  Bill,"  when  permissible C.  Ill 

Accountant,  general,  pay  of 106 

Accountants.     See  also  Car  Accountant. 

chief,  in  general  offices,  pay  of 107 

locomotive  fuel  station,  pay  and  expenses  of  (road) 82 

(switch) 73 

shop,  M  of  E.,  when  unassignable O.  A.  "Shop  Expenaes." 

station,  pay  of 63 

storehouse O.  A.  "  Storehouse  Expenses." 

travelling,  pay  and  travelling  expenses  of  (of  the  Aoc't'g  Dept.) 107 

Accounting  bulletins,  conditions  under  which  issued C.  451 

Department,  accountants 107 

inspectors  of,  pay  and  expenses .' .^ 107 

407 
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Accounting  subordinate  officers,  pay  and  expenses IM 

travelling  auditors 107 

travelling  accountants 107 

Accounting  matters,  disposition  of,  prior  to  receipt  of  formal  order  of  Commission ....  C.  1 
Accounts,  equipment,  depreciation,  and  replacement,  how  considered.  C.  666 ,  667 ,  668,  67S 

general  balance  sheet,  claim  authorities,  how  included. C.  648 

ledger,  how  considered  in  relation  to  general  balance  sheet  form C.  644,  645 

ledger,  relation  of  "  cash  in  transit  "  to  general  balance  sheet  account  No.  7  "  Cash" 

C.6A7 

material,  adjustment  of,  to  basis  of  inventory C.  9 

reserve,  balances  in C.  4 

when  written  up C.  3 

Acetylene  gas  lights  on  locomotives,  supplies  for  (road) 85 

(switch) 7i 

Acid  for  M.  of  E.  when  unassignable O.  A.  '*Shop  Expenses." 

Accruals  of  car  service  revenue, — credited   monthly  to  revenue  account   16,   "  Car 

Service  " C.  281 

Adding  Machines,  General  Office 118 

Industrial  and  Immigration  Bureaus 88 

M.  of  E 40 

M.  of  W.  &  S 20 

Traffic  Dept.  (except  Industrial  and  Immigration  Bureaus) Sf 

Transportation 07 

Additional  ballast  necessary  on  account  of  heavier  equipment C.  B87 

Additions  and  Betterments,  abandonment  of  track,  changing  alinements  and  grades.  .C.  il 

accounts,  credits  to  in  connection  with  fire  loss C.  6il 

accounts,  credits  to,  through  "  Property  Abandoned  "  account C.  661 

accounts  not  provided  in  classification C.  1 

application  of  the  S200  minimum  provided  in  the  text C.  670,  671 ,  67i 

appraisal  of  property  altered  or  reconstructed,  to  determine  proper  charge C.  66S 

cars  destroyed 34,  C.  176 

cars  purchased,  not  used  in  operating,  how  repairs  are  to  be  charged  in  additions 

and  betterments C.  238 

claim  during  additions  and  betterments  work  for  personal  injuries,  stock  killed, 

and  damage  caused  by  overflow C.  38,  314,  317;  302 

company's  equipment,  payment  for  use  of,  in  connection  with C.  132 

construction  of  new  double  tracks  and  abandonment  of  original  line,  how  handled 

C.  666 

construction  work  delayed  on  account  of  rains,  etc.,  completion  of C.  4^ 

conversion  of  equipment  to  other  purposes C.  352 

depreciation  on  equipment,  prior  to  July  1,  1907,  how  considered C.  674 

discount  on  bonds  issued  for C.   19,   101 

disposition  of  amount  for  option  on  land  pending  final  decision C.  4^6 

ditchinsr  machines  not  permanently  mounted  on  cars,  used  in C.  4^ 

electric  equipment  for  cars,  and  new  cars  electrically  equipped C.     SB 

equipment  account  and  equipment  or  replacement  account,  explanation  of 

C.  666,  667,  668,  676 

equipment  destroyed C.  4^1 

equipment  purchased  under  car-trust  plan,  payment  of  principal  and  interest  in 

connection  with C.  616 

e(iuipment  purchased  under  trust  plan,  how  shown  on  general  balance  sheet.  C.  S64*  64^ 
equipment  replacement  reserves  of  roads  merged,  how  treated  by  operating  com- 

pany C,  4^ 

erection  of  an  interlocking  plant  on  track  used  jointly C.  681 

expenditures  charged  to  operating  expenses  prior  to  July  1, 1907,  how  considered.  C.  4^ 

expenditures  for,  how  shown  on  general  balance  sheet C.  667,  668 

expenditures,  when  to  be  closed  into  property  accounts C.  S46 

explanation  of  text  for  "  Reconstruction  of  Road  Purchased,"  improvements  to 
equipment  included  in  purchase C.  689 
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Additions  explanation  of  the  phrase  "Unduly  burden  such  accounts "  in  connection 

with  "  Property  Abandoned  "  account C.  562 

fire  protection,  appliances  for C.     28 

freight  cars,  new C.   110 

freight  charges,  local  and  foreign,  on  material  used  in C.  476 

Additions  and  Betterments,  furniture  and  fixtures  for  general  office  use C.  618 

guard  rails  placed  on  main  line  curves C.  385 

interest  and  discount  on  securities  issued  for  additions  and  betterments  work  and 

for  construction C.  606 

interlocking  plant  partially  erected  and  then  abandoned,  cost  of  material  and  labor 

expended,  etc C.   52/^. 

land  purchased  for  replacing  grade  washed  away C.  460 

locomotives,  equipped  with  electric  headlights,  betterments C.   147 

log  loader,  cost  of C.  236 

machinery  at  terminal  station  furnishing  electric  light  for  cars C.  603 

motor  car  for  use  of  general  manager , C.  464 

operators  stationed  along  line  to  protect  train C.  146 

ore  and  coal  bunker  used  for  transferring  between  a  standard-gage  and  a  narrow- 
gage  road C.  499 

overhead  bridges,  constructed  as  a  consideration  for  an  exchange  of  land C.  376 

planking  along  track  and  between  rails  at  a  regular  stop  for  trains,  where  there  is 

no  station  building C  664 

principle  for  separation  of  additions  and  betterments  from  operating  expenses.  .C.  161 

of  property  through  income,  how  treated C.  573 

of  property  under  lease,  by  lessee  company,  accounting  for  by  each  company  for 

rebuilding  a  bridge C.  649,  660 

of  property  used  in  outside  operations C.     23 

purchase  of  new  equipment,  replacing  old,  used  during  construction C.  430 

rail,  increased  weight  of C.   145,  374 

on  tracks,  used  jointly,  the  tenant  paying  part  of  cost C.  376 

rail  rests,  placed  along  line  of  road,  cost  of C.  403 

rebuilding  and  improving  gondola  freight  cars,  explanation  of  the  |200  minimum 

charge C.  665 

reclassification  of  expenditures  in  Road  and  Equipment  accounts C.  18,  C.  666 

renewals  of  bridges C.  335 

renewal  of  gravel  ballast  with  rock  ballast,  excess  cost  of C.  148,  434 

rent  of  ballast  cars  in  connection  with C.  162 

repairs  to  equipment  used  in  ballasting  track  not  previously  ballasted C.  483 

salaries  and  expenses  of  officers  engaged  in C.  436 

sale,  at  a  profit,  of  equipment  acquired  since  July  1,  1907 C.  636 

sidings.     See  also  Spur  tracks. 

sidings  and  spur  tracks C.  661 

built  for  temporary  use  in  handling  logs  and  timber  to  the  carrier's  tracks  C.  639 

where  charged  when  new  and  when  moved  or  taken  up C.  157,   158 

special  taxes  and  assessments  on  property  for  paving  streets,  etc C.  537 

through  income  as  provided  in  account  No.  48,  in  Form  of  General  Balance 

shoot  statement C.  643 

spur  track  built  to  serve  an  industry,  the  industry  afterwards  making  a  payment 

to  cover  part  of  cost C.  623 

spur  tracks  and  temporary  sidings  and  how  handled  when  abandoned t).  660 

store  and  other  expenses  in  handling  material  for C.  373 

ties,  improved C.  662 

tie  plates  and  rail  braces,  how  considered C.  663 

track,  relocation  of,  classification  of  expense  of  raising  mining  houses  incident  to.  C.  499 

track  scales,  how  classified C.   150 

work,  freight  charges  on  material  for  and  rent  of  equipment  used  in C.  559 

Addrossographs  and  Supplies.     (Same  as  Adding  Machines.) 

Adjusters,  claim,  pay  and  expenses  of,  in  damage  to  property  and  injuries  to  persons 

claims C.  532 
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Adjusters,  pay  and  expenses  of  including  rent  M.  of  E 41 

M.  of  W If 

Loss  and  Damage,  freight 91 

*'      ••  ••       .  baggage IM 

Damage  to  property If! 

damage  to  stock  on  right  of  way m 

injury  to  persons Ill 

Adjustment  of  accounts  for  additions  to  property  through  income  prior  and  subsequent 

to  June  30,  1907 C.  S7S 

of  balances  accrued  prior  to  July  1,  1907,  in  replacement  accounts  and  the.qu^ticAi 

of  charging  car  repairs  against  such  balances C.  4t9 

of  betterment  expenditures,  charged  to  operating  expenses  prior  to  July  1,  1907.  C.  488 

in  current  operating  accounts  of  error  of  pro^•^ou8  year C.  68i 

of  depreciation  on  equipment  accruing  prior  to  July  1,  1907 C.  S74 

of  equipment  accounts  and  equipment  replacement  accounts  .  .  .  .  C.  666^  667,  668,  67$ 

of  expenses,  basis  for,  in  the  renewal  of  rail  and  ties.  .* C.  4S$ 

Adjustments,  freight  overcharge  reserve  funds C.  211 

material  accounts  to  cover  obsolete  material  taken  out  of  stock  and  sold  as  scrap.  C.  153 

material  accounts  to   inventory    basis C.  • 

of  ledger  accounts  to  inventory  values C.  IW 

renewal  accounts  and  charges  that  should  be  made C.  162 

reserve  accounts C.  4 

reserve  accounts  for  '*  Injuries  to  Persons,"  etc 103,  97,  ••,  C.  155 

tie  and  rail  accounts C.  332,  333,  334 

through  profit  and  loss C.  172 

Advertisements,  removing  from  freight  cars .S9,  C.  381 

Advertising  agents,  pay  and  expenses H  ■ 

for  bids  in  connection  with  construction C.  904 

cases,  frames  and  racks H 

department,  expense  of  stationery  and  printing  for 99,  C.  344 

department,  rent  of  offices  for  use  of 55»  C.  8f7 

(excluding  that  of  Indiistrial  and  Immigration  Bureaus,  announcing  stockholder's 

meetings,  unclaimed  freight  and  baggage) f| 

Industrial  and  Immigration  Bureaus IS 

Manager,  pay  and  expenses  of ff 

stockholder's  meetings ||4 

unclaimed  freight 99 

baggage IN 

Adzes  and  handles  for  M.  of  E.  (when  unassignable) O.  A.  "Shop  Expenses." 

for  M.  of  W.  &  S 18 

on  work  trains,  O.  A.  work  train  service,  clearing  account  specially  furnished  for 

removing  snow  and  ice 7 

for  operating  gravel  pit . O.  A.  "Operating  Ballast  Pit." 

Adzing  for  new  rails  at  ballast  pit J 

general  track  work f 

track  in  buildings |8 

on  inclines,  fuel  stations If 

Affidavits  concerning  shippci-s'  claims,  notarial  fees  in  connection  with 99,  C.  907 

Agencies,  outside,  passenger  and  freight,   salaries  and  all  expenses  including  rent,       S4 

(except  stationery  and  printing,  which  is  59)    Q,  344 

Agent.     See  also  Special,  Station,  Ticket  Agent,  etc. 

compensation  of,  for  carrying  mail  between  station  and  post-office 63,  M,  C.  9i8 

postmaster  or  storekeeper,  acting  as,  commissions  paid  in  lieu  of  salary.  63,  C.  64,  887 

station,  and  telegraph  operator,  salary  of 63,  C.  251 

Agents.     See  also  under  the  initial  name  of  title. 

chief  special,  with  police  powers,  in  charge  of  yard  watchmen,  etc 61.  C.    82 

claim  agaiu.st.  du«*  to  records  destroyed  by  fire .^ C.  898 

error  of,  causing  claim  on  account  of  misrouting  shipment 98,  C.  SH,  $t§ 

errors  of,  in  billing  freight,  causing  demurrage  charges  to  accrue 98,  C  844 
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Agents,  relief  claims,  uncollectible  undercharges  in 98,  C.  276 

soliciting,  for  fast  freight  lines,  expenses  of 57,  C.  338 

Airbrake  inspectors,  pay  of,  charged  to  repairs  of  the  equipment  on  which  they  work. 

instruction  cars,  payment  for  use  of, 61,  C.  254 

repairs  of 31 

Airbrake  instructors,  pay  and  expenses 61 

airbrakes  and  fixtures  for  freight  cars 34 

Betterment  or  outright  additions  to  equipment  are  A.  &  B.  if  the  amount 
exceeds  |200  for  a  given  class  of  installations  or  a  given  class  of  rolling  stock 

C.  655,  C.  670,  C.  571,  C.  572 

for  locomotives  (steam) 25 

(electric) 28 

'  *   passenger  cars 31 

' '    work  cars 43 

testing 25,  28,  31,  34,  43 

Air,  compressed,  lor  cleaning  cars 89 

compressing  machinery  for  signal  and  interlocking  plants 13 

for  storage  and  distribution  of  power  for  power  plant  equipment 47 

' '   yard  and  car  cleaning  purposes 16 

when  an  appliance  for  running  machinery,  cranes,  hoists,  drop  tables,  jacks,  etc.     46 

compressing  plants,  buildings  for,  when  for  signal  and  interlocking  plants 13 

when  for  all  other  purposes .  , 16 

compressors  for  switches  and  signals  (other  than  exclusively  j'ard)  labor  and  sup- 
plies, operating ,  ,      90 

in  passenger  and  freight  yards,  cost  of  supplies,  operating 70 

in  passenger  and  freight  yards,  labor,  operating 69 

for  operating  street  crossing  gate 91 

signal  equipment  for  locomotives  (steam) 25 

(electric) 28 

Alignment  of  tracks 6 

Alinements  and  grades,  changing,  in  abandonment  of  track C.     SI 

Allowance,  as  specified  in  introductory  letter  in  Classification  for  Outside  Operations.  C.  24 
Amount  received  from  an  industry  in  part  payment  of  cost  of  spur  track  built  to  serve 

the  industry C.  6B3 

Analysis  of  material  for  purchasing  agent O.  A.  "Purchasing  Department  Expenses."  . 

Of  water  for  locomotives,  payment  for  when  chargeable  to  expenses,  switch 74 

road 83 

of  water  supply 16 

of  water  at  water  stations C.  6S0 

Angle  bars  for  ballast  pit  track O.  A.  "Operating  Ballast  Pit." 

for  roadway 5 

' '    track  in  buildings  (not  stations) 16 

' '   track  in  stations  and  tunnels,  on  wharves,  piers,  track  scales  and  inclines  (except 

to  and  in  fuel  stations) 5 

Anvil  for  M.  of  E.,  when  unassignable O.  A.  "Shop  Expenses." 

for  M.  of  W.  &  S 18 

Annual  report,  printing 113 

publishing  in  newspapers 114 

Anti-creepers.  (See  also  Angle-bars.) 5 

Appliances,  defective,  on  cars,  judgment  in  case  of 50,  C.  337 

for  fire  protection C  £8 

for  ballast  pit  track 2 

for  roadway 5 

for  track  in  buildings  (not  stations) 16 

for   track  repair  work   18 

Apportionment  of  general  offices  expenses C.  634 

of  general  offices  rent  and  expenses  when  occupied  by  other  than  general  officers.  C.404 

of  joint  operations  expense C.  409 

of  locomotive  expenses 71,  80,  C.  188,  189.  190,  191 
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Apportionment  of  pay  of  hostlers  and  helpers  between  road  and  yard  servioe C 

of  payments  for  trackage C.  120 

for  use  of  locomotive  and  crew C.  196 

of  salaries  of  general  manager  and  general  superintendent  with  supervimon  OTer 

several  departments C.  330,  484 

of  shop  expenses  with  reference  to  M.  C.  B.  rules C.  287 

of  tie  and  rail  renewals,  through  the  year C.  332 

wages  of  engine  men C.  188,  189,  190 

of  water  costs  between  yard  and  road  locomotive 74,  83,  C.  263 

of  water  supply  expense C.  357,  358 

Appraisal  of  construction  tools  to  be  used  on  completed  road C.  600 

of  equipment  purchased  with  a  road,  for  the  purpose  of  setting  up  in  accounts.  C.  669 
of  property,  altered  or  reconstructed  to  determine  proper  charge  to  Additions  and 

Betterments C.  658 

Apprentices,  tools  furnished  for  M.  of  E.  (when  unassignable)         O.  A.  "Shop  Expenses." 

Superintendent  of,  pay 34 

"Appropriate   Accounts"    Explanation    of  uoto   under   Account   No.  19,   Operating 

Revenues C.    98 

Appropriations  from  income,  etc.,  for  extraordinary  expenditures C.  688 

Aprons  for  wing  fences II 

for  dining  car  service Outside  Oi>eratioiii. 

Arbitrary  mileage  allowance  for  work  cars  held  between  working  limits C.  643 

Arbitration  committee  in  connection  with  wages  of  a  suspended  switchman 98,  C.  401 

Arbitrators,  pay  and  expenses 199 

Architect,  M.  of  W.  &  S..  pay  of I 

Arc  lamps  for  buildings  and  yards |# 

Armatures  and  fields  for  appliances,  in  connection  with  signals  and  interlocking  plants     13 

with  fixtures  and  buildings 19 

"     M.  of  E.  Tools  and  Machinery 49 

' '     Power  plant  equipment 47 

Arm  rests  for  locomotive  cab  (steam) 31 

(electric) 33 

as  office  supplies:  General  Office ||3 

Industrial  and  Immigration  Bureaus 18 

M.  of  E 49 

M.  of  W.  &  S 39 

Traffic 99 

Transportation    97 

Artesian  well  at  water  station,  test  of  water C.  680 

Artificial  limbs,  M.  of  E 48 

M.  of  W.  &  S 19 

Transportation , |9I 

Ash  and  coal  conveying  machinery  for  electric  traction  power  plants 47 

for  plants  furnishing  power  to  shops 49 

Ash  buckets I8 

hoists 18 

Ashpans  for  locomotives ,,,     31 

inspectors  of,  pay  and  supplies  (road) 81 

(yard)   73 

Ashpits,  cost  of  removing  cinders  from 73,  81,  C.  103 

employees  at,  pay  and  supplies  (road) 81 

(yard)    73 

Assessments  against  property  for  street  improvements C.  140,  687 

for  street  and  sewer  repairs 0 

at  crossings .19i  II 

in  connection  with  buildings  or  grounds 19 

Assistants See  Title  of  Superior  Oflmr. 

Association,  passenger  mileage  exchange,  bureau  of SO,  C.  271 

Associations,  agents'  membership  fees ,.     09 
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Associations,  boards  of  trade  and  like  bodies,  fees 56 

car  service,  expenses  of 64 

master  mechanics  and  car  builders,  dues 24 

for  protection  of  carriers  in  use  of  patents,  membership  fees 109 

railway,  membership  fees  of  general  officers j ._ 106 

traffic,  expenses  of 56 

Atlases,  general  office  use,  dept.  served 1,  24,  53,  61,  108 

for  outside  agencies 54 

* '    use  in  advertising »     55 

' '   stations 66 

' '    law  office 109 

Attendants.     See  the  official  or  office  attended. 

Attorney,  claims  pay  of 109 

Attorneys,  fees  delayed  in  payment C.  S79 

expenses  of,  not  otherwise  provided  for 109 

pay  by  fees  and  retainers 109 

'  •     •  •   salary 109 

representing  company  at  Washington,  compensation  of 109,  C.   617 

Auditor  and  assistant,  pay  and   expenses 106 

clerks  and  attendants,  pay  and  expenses 107 

Disbursement,  pay  and  expenses 106 

clerks  and  attendants 107 

office  expenses 108 

freight  receipts  pay  and  expenses 106 

clerks  and  attendants,  pay  and  expenses 107 

office  expenses 108 

general  and  assistant,  pay  and  expenses 106 

miscellaneous  receipts,  pay  and  expenses 106 

clerks  and  attendants,  pay  and  expenses 107 

office  expenses 108 

office  expenses 108 

passenger  receipts,  pay  and  expenses 106 

clerks  and  attendants,  pay  and  expenses 107 

office  expenses 108 

Auditors,  train,  in  revenue  train  service,  pay  and  expenses 88 

travelling,  pay  and  expenses 107 

Automatic  appliances  for  locomotives  (steam) 25 

(electric) * 28 

attachments  for  station  scales 66 

signals,  repairs  and  renewals 13 

Automobiles,  service  for  general  offices 108 

for  station  delivery 66 

Award  to  suspended  employee  of  wages  during  suspension 98,  C.  401 

Awnings,  for  buildings Office  Expense  of  office  served. 

for  locomotives 25 

' '    rented  office Office  Expense  of  office  served. 

Axes  for  ballast  pit O.  A.  "  Operating  Ballast  Pits." 

for  cars 89 

' '    fuel  stations  (road) 82 

(yard) 73 

'  *   locomotives  (road) 85 

(yard) 76 

*  *    M.  of  E.   (when  unassignable) O.  A.  "  Shop  Expenses. " 

"    M.  of  W.  &  S.  general 18 

' '   stations 66 

* •   on  work  train O.  A.  "Work  Train  Suspense." 

'  *    on  wrecking  train 93 

Axles Charged  to  repair  account  of  equipment  using. 
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Babbitt  hammers  for  M.  of  E.  (when  unassignable) O.  A.  /Shop  EzpensM." 

Bad-order  cars,  mileage  of  train  hauling C.  64S 

Badges  for  station  employees M 

for  trainmen 89 

Baggage  agent,  general,  pay  and  expenses U 

clerks,  pay  and  expenses U 

station,  pay #3 

cars  deadheaded  in  freight  trains,  mileage  of C.  6^0 

cars,  fiat  rate  for  use  of,  by  theatrical  parties C.  4S0 

' '      repairs Jl 

' '      revenue  from  packages  carried  in C.  88 

checks  (metal  and  straps)  for  stations M 

checks,  local  tickets  and  coupons,  cost  of  printing 97,  C.  454 

damage  claims,  adjusters  of,  pay  and  expenses 108 

payment  of 108 

detention,  payment  for 108 

implements  at  station,  for  handling M 

labor  at  stations 83 

losH,  damage,  or  detention 188 

and  paraphernalia  handled  for  special  parties,  classification  of  revenue  from. .  .C.  S97 
and  personal  effects,  lost  or  damaged  on  account  of  passenger  being  in  accident  or 

wreck 100,  103,  C.  386 

repairs  to  damaged  trunks  and  valises  carried  as 188 

revenue  from  switching C.  440 

rooms,  repairs  of 18 

sale  of,  unclaimed  or  damaged 188 

storage  on,  expense  in  handling 63,  C.  341 

of  theatrical  parties,  demurrage  on C.  890 

transferring,  account  of  defective  track,  bridges  or  tunnqjs 89 

at  wrecks 93 

between  depots C.  320 

trucks ti$ 

Baggage-express  cars,  repairs  of 31 

Baggage-mail  cars,  repairs  of 31 

Baggage  men,  at  stations 83 

on  revenue  trains 88 

Baggage  men's  punches 88 

Bags,  station  mail ^ 

Balance  nheet,  accounts  therein  considered  in  relation  to  general  ledger  accounts.  C.  544*  845 

additions  to  property  through  income,  how  shown  on C.  S7S 

claim  authorities,  how  included  in C.  648 

equipment  purchased  under  trust  plan,  how  shown  on C.  84M 

expenditures  for  new  construction  and  additions  and  betterments,  how  shown  o« 

0.  687,  668 

guaranty  of  bonds  of  another  carrier,  how  shown  on C.  S78 

improvements  to  property  by  lessee  company,  how  carried  in 4 C.  660 

interpretation  of  account  No.  48,  additionsi  to  property  through  income  since  June 

30,  1907 C.  648 

items  to  be  included  under  account  No.  7  "  Csfh  '* . « « •  ..m.^.. C.  647 

414 
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manner  of  stating  stock  ownership  on C.  64^ 

record  of  capital  stock  issued  without  consideration C.  581 

record  of  county  scrip  bought  below  face  value C.  596 

unclaimed  wages,  how  shown  on C.  6^1 

Ballast,  additional,  cost  of C.  J^8 

additional,  made  necessary  by  use  of  heavier  equipment C.  297 

applying 6 

cars  in  commercial  service,  repairs  to 34,  C.  47,  482 

cars,  cost  of  hay  purchased  to  stop  leaks  in C.  449 

cars,  rent  of,  in  additions  and  betterments  work C.  159 

cars,  in  work  service,  repairs  of 43 

clearing  account  for  expenses  of  removing  gravel C.   114 

gravel  pits,  cost  of  installing  and  operating  interlockers  and  signal  apparatus.  C.39 

delivering  of • 2 

dirt,  used  instead  of  stone,  gravel,  etc C.    467 

donkey  engine  used  for  pulling  stumps,  etc.,  in  the  operation  of  a  gravel  pit.  .  .  .C.  600 

expense  of  loading  cinders  at  ash  pits  to  use  as C.  163 

explosives  for  quarrying O.  A.   '*  Operating  Ballast  Pits." 

forks  for  roadway  work 18 

freight  charge?  on 2 

loading  at  pits O.  A.  "  Operating  Ballast  Pits." 

new  on  track  not  previously  ballasted,  hire  of  equipment  for C.  48S 

pits  clearing,  stripping  and  general  preparatory  work, 

O.  A.  "Operating  Ballast  Pits."  C.  114 
installations  of  shanties,  bunk  houses,  etc.,  O.  A.  "Operating  Ballast  Pits  '  . .  .  .C.  114 
installations  of  interlocking  and  signal  plants.  O.  A.  "Operating  Ballast  Pits."  C.  114 
land,  excess  cost,  over  value  after  ballast  removed.  O.  A."  Operating  Ballast  Pits"  C.  114 

machinery,  depreciation  and  repairs.    O.  A.  "  Operating  Ballast  Pits." C.  114 

operation  of  engines,  shovels  and  crushers.    O.  A.  "Operating  Ballast  Pits.". .  .C.  114 

locomotive,  crews  and  supplies.    O.  A.  "Operating  Ballast  Pits." C.  114 

plow  cars,  repairs 43 

preparing  roadbed  for 6 

in  buildings,  not  stations 16 

purchase  of 2 

removing  weeds  from  and  dressing 6 

replacing  for  damage  by  washouts,  labor  and  material 6 

reballasting  track  with  stone C.  J^4 

renewal  of  gravel  with  rock,  excess  cost  of C.  148 

rent  of  cars  used  in  delivery  of C.  16B 

rights  and  privileges O.   A.   "  Operating  BalUst  Pits." 

test  holes,  sinking O.   A.   "  Operating  Ballast  Pita.** 

quarrying O.   A.   "  Operating  Ballast  Pits." 

nnloader  cars  in  work  service,  repairs 43 

unloading  (first  cost  of) •     2 

work  trains,  crews  and  supplies,  distributing 2 

Bank  deposits,  interest  on,  how  credited C.  365,  C.  366 

exchange  paid 1 14,  C.  -207 

messengers  in  general  offices 1 07 

Hanks,  protection  of  by  walls,  riprap,  piling,  etc > *       6 

Barbers,  on  revenue  trains 89 

Barges,  tugs  and  jBoats,  operations  of,  repairing  wharves  and  other  landings  (when 
not  "  Outside  Operations  ") 17 

Barometers Office  Expenses  of  office  where  used. 

Barrels  at  water  stations,  for  gasolene  storage  (road) 83 

(yard) 74 

water,  for  bridges f 

•*    M.  of  W.  &  S 18 

"         "   ice  for  stations 66 

Bars,  angle  and  splice.     See  Angle  Bars. 
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Bars,  buggy  for  locomotives,  (road) 81 

(yard) I    7i 

crow,  lining,  tamping,  etc.,  for  M.  of  W.  &  S 18 

pinch,  for  locomotives  (road) ' 8S 

(yard) : 78 

pinch,  for  stations 88 

plugging,  for  locomotives  (road) 8S 

(yard) ■. 78 

slash,  for  locomotives  (road) 8S 

(yard) 78 

Baskets,  stationery  and  printing  account  of  office  served  (other  than  stationery)  for 

stations ti$ 

Batteries,  gasoline  engines,  for  water  stations  (road) 83 

(yard) 74 

storage,  for  electric  traction  power  plants 47 

track  instruments  and  connections  for  crossing  signal  bells II 

Battery  brushes  for  M.  of  E.  (when  unassignable) O.  A.  "Shop  Expenses.*' 

jars,  telegraph  and  telephone  lines 14 

men,  signal  (excluding  yard)  pay  and  supplies f% 

in  revenue  train  yards,  pay  of 89 

supplies  for  crossing  signal  bells  (roadway) 91 

(yard) 78 

general  Office  service Office  Expense  where  used. 

for  M.  of  E.  (when  unassignable) O.  A.  "Shop  Expenses'* 

"   signals 78.  98 

"   for  telephones  and  telegraph,  in  transportations  offices  (excluding  train 

despatching  and  station  service) 94 

' '    telephones  and  telegraph,  despatching  trains 83 

"  "  "  "  in  offices,  which  perform  station  service ti$ 

Beams  for  stationery  scales 18 

Bearings,  journal Charged  to  Repairs  for  Equipment  where  used. 

Beaters,  cushion  for  M.  of  E.  (when  unassignable) O.  A.  "Shop  Eiq>enses.*' 

for  cleaning  passenger  cars 89 

Bedding  for  stock  cars 89 

stock,  labor  expense 83 

bed  linen  and  blankets  for  officials'  cars.    See  Officials  Cars. 

for  paymaster's  car 187 

*  *   revenue  cars,  unless  * '  Outside  Operations." 89 

mattresses  and  pillows  for  officials'  cars 3| 

Beer  cars,  repairs 34 

Beeswax  for  M.  of  E.  (when  unassignable) O.  A.  "Shop  Expenses.*' 

Bell  cord  for  M.  of  E.  (when  unassignable) O.  A.  "Shop  Expenses." 

cord  and  Hignal  hangers  for  passenger  cars 31 

cords  renewals  for  cars 89 

for  locomot  i ves  (road) * 81 

(yard) 78 

Bells,  call  for  Offices Office  Expense  account  served. 

stations v ^ 

bases  and  yokes  for  locomotives 35 

crossing  signal,  or  batteries  with  track  instruments || 

electric,  for  passenger  cars 3I 

Belting Repairs  of  Machinery  where  used. 

tighteners  and  fixtures  for  electric  power  plants 47 

Benders,  rail,  for  M.  of  W.  &  S 18 

Bicycles  for  callers  at  engine  houses  (road) 81 

(yard) 73 

for  callers  of  train  crews 79 

* '   station  use 88 

*  *  telegraph  messengers  (not  in  despatching  or  station  offices) ••....     94 
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Bill  posting 55 

Bills,  delayed,  for  proportion  of  joint  facilities  of  operation C.  247 

of  lading,  cost  of  printing 97 

issued  fraudulently,  reimbursement  of  holder 98,  C.  61 S 

Binders.     See  Stationery  and  Printing. 

Bins  for  coal,  material  or  scrap 16 

Blacking,  stove,  for  station  use 66 

for  offices Office  Expense  account  served. 

Blacksmith  shops  repairs  aild  renewals 16 

Blades,  hack  saw  for  M.  of  E.  (when  unassignable) O.  A.  **Shop  Expenses." 

saw,  for  M.  of  E.  (when  unassignable) O.  A.  "Shop  Expenses." 

Blank  books,  cards,  forms Stationery  and  Printing  accounts  served. 

Blankets  and  bed  linen.     See  Bed  Linen  and  Blankets. 

Blanks,  telegraph,  general  offices 113 

Industrial  and  Immigration  Bureaus 58 

Blanks,  M.  of  E 49 

M.  of  W.  &  S 20 

traffic  (other  than  Industrial  and  Immigration  Bureaus) 59 

transportation 97 

Blasting  Rock Charged  according  to  class  of  work  served. 

Block  and  interlocking  signals,  operating  labor  (road) 90 

(yard) 69 

supplies    (road) 90 

(yard) 70 

Block  signals,  repairs  and  renewals 13 

Blocking  cord  for  stations 66 

frog  and  guard  rail 2,  5,  16 

for  station  use 66 

street  crossings,  fines  for 101 

Blocks  and  fall,  for  M.  of  W.  &  S.  ballast  pit O.  A.  "Operating  Ballast  Pits." 

M.  of  W.  &  S.,  general 18 

Blowers,  mechanical  for  starting  locomotive  fires  (road) 81 

(yard) 72 

Blue  printing  machine  of  M.  of  E 49 

M.  of  W.  &  S 20 

Blueprints  and  paper  for Stationery  and  Printing  accounts  served. 

boxes  and  frames  for  M.  of  E 24 

M.  of  W.  &  S I 

Bluestone  for  M.  of  E.  (when  unassignable) O.  A.  '  'Shop  Expenses." 

miscellaneous  (same  as  Battery  Supplies). 

Board  for  employees  clearing  up  and  watcliing  at  wrecks 93 

clearing  tracks  of  snow  and  ice 7 

engine  and  train  crews  and  passengers  delayed  by  snow,  wrecks,  etc 89 

(M.  of  W.  &  S.)  in  connection  w'th  \«ashouts  and  freshets 6 

Boarding  cars,  repairs  of , 43 

houses,  repairs,  renewals  of 16 

Boards,  coal,  for  locomotives 25 

drawing,  M.  of  E 24 

M.  of  W.  &  S I 

lamps,  for  oars 89 

spot,  for  M.  of  W.  &  S 18 

temporary,  for  box,  stock  and  other  cars 89 

of  trade,  membership  fees 5^ 

train  order 13' 

Boat,  launch  used  for  inspection  of  bridges 61,  C.  389 

lines,  consisting  of  operation  of  tug  and  barge  Lines  between  points  on  coast. . . . C.  143 
towing,  analogous  to  switching  movement C.  212 

Boats,  damage  to,  in  outside  operation .C.  470 

drawbridges,  used  in  connection  with  operation  of 93 
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Boats,  loading,  unloading,  and  trimming  in  the  operation  of  coal  and  ore  docks .  .  .  C.  487 

for  official  inspection  of  bridges  and  waterfront  property 4§ 

other  service "  Outside   Operations  *' 

repairs  of  used  for  intormodiatc  haul  in  lieu  of  bridge  or  tunnel 4# 

used  as  car  ferries  in  lieu  of  bridges 95,  C.  48B 

Boiled  oil  used  in  engine  houses  (road) 81 

(yard) 73 

Boiler  compounds,  for  locomotives  (road) 8J 

(yard) .' 74 

fittings  for  electric  traction  power  plants 47 

flues,  locomotive,  cleaning  at  engine  houses  (road) 81 

(yard) 72 

flues,  locomotive  cleaning  at  repair  shops 3S 

foundations 16 

houses 16 

for  electric  traction  power  and  substations,  labor  and  supplies,  operating 86 

inspection,  at  ballast  pit O.  A.  "Operating  Ballast  Pits." 

in  buildings 16 

locomotives 25 

power  plant  equipment 47 

roadway  tools  and  supplies 18 

shop  machinery  and  tools 46 

inspector,  travelling,  pay  of 34 

locomotive,  hoso  and  water  for  washing  (road) 81 

(yard) 72 

plants  for  heating  cars  at  terminals,  proportion  of  expenses 89 

room  appliances  for  electric  traction  power  plants 47 

washing,  locomotives,  labor  and  supplies  (road) 81 

(yard) 72 

Boilers  for  electric  traction  power  plants 47 

heating  at  shops,  repairs  and  renewals 16 

for  interlocking  plants,  repairs  and  renewals IS 

for  locomotives,  repairs  and  renewals 35 

(other  than  locomotives)  repairs  and  renewals,  various 2,  13,  18,  46,  47 

at  shops,  operating  machinery,  repairs  and  renewals 46 

at  stations,  repairs  and  renewals 16 

Bolts   (other  than  track) Accounts  Benefited. 

track,-  in  ballast  pit O.  A.  "Operating  Ballast  Pits.** 

in  roadway 5 

in  buildings  (not  stations) 16 

tightening  in  ballast  pit O.  A.  "Operating  Ballast  Pits.'* 

in  roadway 6 

in  track  in  buildings  (not  stations) 16 

switch-stand  in  ballast  pit O.  A.  "Operating  Ballast  Pits.** 

in  roadway 5 

in  track  in  buildings  (not  stations) 16 

Bone,  granulated  for  M.  of  E.  (when  unassignable) O.  A.  "Shop  Expenses." 

Bonded  freight,  error  in  delivery  of,  fines  imposed  on  account  of C.  SJ^ 

Bonding  ra»ls,  electric  power  transmission IS 

for  signals  and  interlocking  plants 13,  C.  42 

Bonds,  car  trust,  in  payment  of  new  equipment  on  which  bonus  is  paid C.  567 

discount  on C.  19,  505,  604,  SOS 

fidelity,  of  agents  and  other  station  employees 66 

of  general  officers  and  employees  (named  in  accounts  106,  107) 188 

guaranty  of,  for  another  carrier,  how  shown  on  balance  sheet C.  878 

interest  and  sinking  fund  of,  contributions  for,  to  terminal  company  operated  for 

joint  benefit .C.  887 

issue  of,  legal  expense  and  engraving  in  connection  with C.  S78 

on  merchandise  transported 66 
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Bonds,  of  outside  agencies 54 

of  paymaster  and  assistants 108 

premium  paid  at  redemption  of C.  576 

printing 113 

register  of,  pay 1 06 

stamp  tax  paid  on,  when  sold  in  foreign  countries C.  610 

of  train  service  employees 89 

Bonus  on  equipment  bought  under  Car  Trust  plan  instead  of  for  cash C.  S67 

received  for  abrogation  of  contract C.  380 

Books,  blank.     See  Blank  Books. 

code  signal,  general  office  uses 108 

Industrial  Bureau  uses 58 

law  department  uses 109 

M.  of  E.  uses 24 

M.  of  W.  &  S.  uses •. 1 

code,  outside  agencies  uses 54 

station  uses 66 

traffic  suptdce.  uses 53 

transportation  suptdce.  uses 61 

scientific    and    reference Expense  of  office  benefited. 

when  to  be  written  up C.  3 

Boosters  for  electric  traction  power  plants 47 

for  town  developments 55 

Borrow  pits,  filling 6 

Bottles  for  M.  of  F.  (when  unassignable) O.  A.  "Shop  Expenses." 

Boundary  posts II 

Bowls,  water,  for  stations 66 

Box  cars,  appliances  and  fixtures,  repairs  of 34 

and  stock  cars,  temporary  rigging  for  carrying  special  lading 89 

lamps  at  stations 16 

Boxes  for  blue  prints  (M.  of  E.) 24 

(M.  of  W.  &  S.) 1 

car  journal  on  freight  cars 31 

passenger  cars 34 

work  equipment , 43 

check  for  stations 66 

coal  (permanent)  signal  and  interlocking  buildings 13 

all  other  buildings 16 

(fixtures)  signal  and  interlocking  buildings 13 

all  other  buildings .^ 16 

(not  fixtures) Same  account  as  the  coal  they  hold. 

for  freight  cars 34 

' '    passenger  cars 31 

' '    work  cars " 43 

for  drawing  instruments  (M.  of  E) 24 

(M.  of  W.  &  S.) , 1 

ice,  for  cars  (freight) 31 

(passenger) 34 

stations 66 

letter,  at  stations 66 

locomotive,  driving  and  journal 25,  28 

(portable)  for  locos  (road) 85 

(yard) 76 

medical,  for  cars 89 

at  stations 66 

yards  having  regular  switch  service 70 

motor  and  power,  for  electrically  propelled  cars 37 

soat  for  locomotives 25,  28 

scrap  for  M.  of  W.  &  S 18 
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Boxes,  signal,  for  cars 89 

tclcphono,  on  poll  lines 14 

tin,  for  trainmen  on  cars 89 

locomotive  flags 76,  8S 

tool  for  M.  of  W.  &  S 18 

for  stations M 

'  *   locomotives 28,  28 

(portable) 76.  8S 

section  men 18 

vericheck,  for  stations M 

Boxing  damaged  baggage 108 

damaged  freight 99 

Bracing  bridges  and  trestles  during  progress  of  filling 9 

Brackets,  used  in  electric  power  transmission IS 

Brake,  appliances  and  fixtures  for  freight  cars 14 

for  locomotives  (electric) 28 

(steam) 2S 

' '   passenger  cars .' 31 

*  *   work  cars 4J 

Brake  shoes Repairs  of  equipment  unit  where  Uflcd 

Brakemen  on  nonrevenuc  service  trains To  account  served  by  train. 

on  revenue  train,  pay 88 

supplies 89 

terminal  or  transfer  switching  service,  pay M 

testing  sight  and  hearing,  apparatus 89 

examiners 61 

uniforms  for 89 

yard  supplies  for 78 

Brakes Repair  account  of  equipment  to  which  applied. 

testing Repairs  of  the  brakes. 

Brasses,  car,  expense  of  removal  to  prevent  theft 34,  C.  338 

journal Repairs  of  equipment  unit  to  which  applied. 

Breakers,  circuit  for  electric  traction  power  plants 47 

Breakwaters  to  protect  buildings 18 

bridges 9 

roadway 8 

Bridge  cars,  repairs  of 43 

cautions II 

company  accounting  with  lessee  railway,  method  of C.  699 

construction,  advertising  for  bids  for C.  004 

engineer,  pay 1 

foreman,  pay 

guards 

inspectors,  pay  and  expenses .  .• 

material,  work  train  service,  delivering 

freight  charges  on 

piers,  abutments,  etc.,  repairs  and  renewals 

sign  or  number  boards 

tending;   operating  draws,  expense 92 

ties,  cost  and  freight  charges 

framing 

watchhouses,  supplies  for  on  drawbridges 92 

on  ordinary  bridges 

watchmen 

at  drawbridges 92 

Bridges,  altering  and  bracing,  during  progress  of  filling 

cleaning  channels  at 

construction  of,  rent  of  pile  driver  used  in C. 

cross  ties  on 
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Bridges,  cross  ties  on  labor  applying 6 

culverts  and  cattle  pits,  labor  and  material  incidental  to  filling 6 

damage  to  property  due  to  openings  under  bridges  not  sufficiently  large. .  101,  C.  392 

by  wreck,  necessitating  temporary  structure 9,    C.  450 

defects  of,  cosf,  of  emergency  use  foreign  rails  on  account  of 89 

dikes  or  retaining  walls  to  protect -. . .  9 

gravel  decking  to  protect  from  fire ; 9 

guard  rail  for 9 

false  work,  including  removal 9 

filling,  labor  and  material 6 

inspection  of 9 

insurance  recovered 9 

leased  line,  rebuilt  by  lessee  company,  how  treated  through  ''  Property  Aban- 
doned"   C.  549,  660 

moving  tracks  and  telegraph  line  of  another  railroad,  in  connection  with    the 

construction  of C.  315 

option,  disposition  of  payments  for C  435 

overhead  (except  station  foot  bridges  not  public  highways) 10 

at  stations  (not  public  highways) 16 

built  in  exchange  for  land C.  376 

protection  against  ice,  drift,  or  water 9 

rails  on 4 

labor  applying 6 

removing 9 

renewals  of 9,  C.  335 

rent  paid  for  use  of C.  17 

repairs,  due  to  washouts 9 

reserves  for,  creation  and  adjustment 9,  C  32 

riprapping  to  protect 9 

signal,  repairs  and  renewals 13 

steam  launch  for  inspection  of 61 ,  C.  389 

steel,  calyx  drill  used  in  construction  of C.  318 

supervisor,  pay  of 1 

transfer,  machinery  (when  not  "  Outside  Operations  ") 17 

repairs  and  renewals  (when  not  "  Outside  Operations  ") 17 

and  trestles,  altering  and  bracing  incidental  to  filling 9 

culverts  and  cattle  pits,  labor  and  material  incidental  to  filling 6 

Briefs,  printing,  for  legal  department 109 

Bristol   board.. Stationery,   and   to  be   charged   accordingly   as   used. 

Brokers'  commissions  paid  in  connection  with  construction C.  69^ 

Brooms  for  bridge,  trestle  and  culvert  repairs 9 

for  cleaning  cars 89 

fuel  stations 73-82 

highway  crossing  men 91 

interlocking  towers  (road) 90 

(yard) 70 

locomotives  (road) 85 

(yard) 76 

locomotive  water  stations  (road) 83 

(yard) 74 

M.  of  E.  (when  unassignable) ' O.  A.  "Shop  Expense." 

M.  of  W.,  roadway  work 18 

offices Office  Expense  where  used. 

removal  snow  from  tracks 7 

stations 66 

Browboards  at  stations 66 

Brush  holders  for  electrically  driven  cars 37 

hooks  for  M.  of  W I8 

removing  from  roadway 6 
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Adjusters,  pay  and  expenses  of  including  rent  M.  of  E 41 

M.  of  W If 

Loss  and  Damaj^e,  freight M 

*'      "  "       ,  baggage IN 

Damage  to  property IM 

damage  to  stock  on  right  of  way HI 

injury  to  persons ||| 

Adjustment  of  accounts  for  additions  to  property  through  income  prior  and  subaequent 

to  June  30,  1907 C.i7$ 

of  balances  accrued  prior  to  July  1,  1907,  in  replacement  accounts  and  the.quektioli 

of  charging  car  repairs  against  such  balances C.  40 

of  betterment  expenditures,  charged  to  operating  expenses  prior  to  July  1,  1907.  C.  491 

in  current  operating  accounts  of  error  of  previous  year Q  S8t 

of  depreciation  on  equipment  accruing  prior  to  July  1,  1907 C.  §74 

of  equipment  accounts  and  equipment  replacement  accounts  . . .  .  C.  500,  667,  S&8,  $7i 

of  expenses,  basis  for,  in  the  renewal  of  rail  and  ties.  .* C.  lAI 

Adjustments,  freight  overcharge  reserve  funds C.  211 

material  accounts  to  cover  obsolete  material  taken  out  of  stock  and  sold  aa  acrap.  C.  Ul 

material  accounts  to    inventory    basis (X  9 

of  ledger  accounts  to  inventory  values C.  171 

renewal  accounts  and  charges  that  should  be  made 0.  ifS 

reserve  accounts C.  4 

reserve  accounts  for  "  Injuries  to  Persons,"  etc 103,  97,  99,  C.  155 

tie  and  rail  accounts C.  332,  888,  8S1 

through  profit  and  loss C  17X 

Advertisements,  removing  from  freight  cars ".  .  .gf,  C.  381 

Advertising  agents,  pay  and  expenses B 

for  bids  in  connection  with  construction Q  004 

cases,  frames  and  racks H 

department,  expense  of  stationery  and  printing  for S9^  C  244 

department,  rent  of  offices  for  use  of 58,  Q,  f/jfl 

(excluding  that  of  Indiistrial  and  Immigration  Bureaus,  announcing  atockholder't 

meetings,  unclaimed  freight  and  baggage) B 

Industrial  and  Immigration  Bureaus H 

Manager,  pay  and  expenses  of B 

stockholder's  meetings ||4 

unclaimed  freight 9I 

baggage IN 

Adzes  and  handles  for  M.  of  E.  (when  unassignable) O.  A.  **Sh<q;>  EzpenMf." 

for  M.  of  W.  &  S 18 

on  work  trains,  O.  A.  work  train  service,  clearing  account  specially  fumiahed  for 

removing  snow  and  ice 7 

for  operating  gravel  pit .  O.  A.  **  Operating  Ballast  Pit" 

Adzing  for  new  rails  at  ballast  pit J 

general  track  work § 

track  in  buildings || 

on  inclines,  fuel  stations || 

Affidavits  concerning  shippci's*  claims,  notarial  fees  in  connection  with 99,  C.  907 

Agencies,  outside,  passenger  and  freight,   salaries  and  all  expenses  indudins  rent,       84 

(except  stationery  and  printing,  which  is  59) C.  844 

Agent.     See  also  Special,  Station,  Ticket  Agent,  etc. 

compensation  of,  for  carrying  mail  between  station  and  post-offioe 63,  Mi,  C.  998 

postmaster  or  storekeeper,  acting  as,  commissions  paid  in  lieu  of  salary.  63,  C.  64,  887 

station,  and  telegraph  operator,  salary  of 63,  C.  251 

Agents.     See  also  under  the  initial  name  of  title. 

chief  special,  with  police  powers,  in  charge  of  yard  watchmen,  etc 61,  C.    68 

claim  against,  (lue  to  records  destroyed  by  fire .^ C.  898 

error  of,  causing  claim  on  account  of  misrouting  shipment 98,  C.  5/i,  $t9 

errors  of,  in  billing  freight,  causing  demurrage  charges  to  accrue 98,  C  844 
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Agents,  relief  claims,  uncollectible  undercharges  in 98,  C.  276 

soliciting,  for  fast  freight  lines,  expenses  of 57,  C.  535 

Airbrake  inspectors,  pay  of,  charged  to  repairs  of  the  equipment  on  which  they  work. 

instruction  cars,  payment  for  use  of, 61,  C.  254 

repairs  of 31 

Airbrake  instructors,  pay  and  expenses 61 

airbrakes  and  fixtures  for  freight  cars 34 

Betterment  or  outright  additions  to  equipment  are  A.  &  B.  if  the  amount 
exceeds  |200  for  a  given  class  of  installations  or  a  given  class  of  rolling  stock 

C.  655,  C.  570,  C.  571,  C.  572 

for  locomotives  (steam) 25 

(electric) 28 

' '    passenger  cars 31 

' '    work  cars 43 

testing 25,  28,  31,  34,  43 

Air,  compressed,  lor  cleaning  cars 89 

compressing  machinery  for  signal  and  interlocking  plants 13 

for  storage  and  distribution  of  power  for  power  plant  equipment 47 

' '   yard  and  car  cleaning  purposes 16 

when  an  appliance  for  running  machinery,  cranes,  hoists,  drop  tables,  jacks,  etc.     46 

compressing  plants,  buildings  for,  when  for  signal  and  interlocking  plants 13 

when  for  all  other  purposes . 16 

compressors  for  switches  and  signals  (other  than  exclusively  j'ard)  labor  and  sup- 
plies, operating ,. .     90 

in  passenger  and  freight  yards,  cost  of  supplies,  operating 70 

in  passenger  and  freight  yards,  labor,  operating 69 

for  operating  street  crossing  gate 91 

signal  equipment  for  locomotives  (steam) 25 

(electric) 28 

Alignment  of  tracks 6 

Alinements  and  grades,  changing,  in  abandonment  of  track C.     21 

Allowance,  as  specified  in  introductory  letter  in  Classification  for  Outside  Operations.  C.  24 
Amount  received  from  an  industry  in  part  payment  of  cost  of  spur  track  built  to  .serve 

the  industry C.  52S 

Analysis  of  material  for  purchasing  agent O.  A.  "Purchasing  Department  Expenses." 

Of  water  for  locomotives,  payment  for  when  chargeable  to  expenses,  switch 74 

road 83 

of  water  supply 16 

of  water  at  water  stations C.  620 

Angle  bars  for  ballast  pit  track O.  A.  "  Operating  Ballast  Pit." 

for  roadway 5 

* '    track  in  buildings  (not  stations) 16 

' '   track  in  stations  and  tunnels,  on  wharves,  piers,  track  scales  and  inclines  (except 

to  and  in  fuel  stations) 5 

Anvil  for  M.  of  E.,  when  unassignable O.  A.  "Shop  Expenses." 

for  M.  of  W.  &  S 18 

Annual  report,  printing 113 

publishing  in  newspapers 114 

Anti-creepers.  (See  also  Angle-bars.) 5 

Appliances,  defective,  on  cars,  judgment  in  case  of 50,  C.  3S7 

for  fire  protection Q.  28 

for  ballast  pit  track 2 

for  roadway 5 

for  track  in  buildings  (not  stations) 16 

for   track  repair  work   18 

Apportionment  of  general  offices  expenses C.  5^4 

of  general  offices  rent  and  expenses  when  occupied  by  other  than  general  officers.  C.404 

of  joint  operations  expense C.  409 

of  locomotive  expenses 71,  80,  C.  188,  189,  190,  191 


Cab  curtains  for  locomotives 21 

cushions  for  locomotives 2S,  28 

lamps  for  locomotives 21 

Cabin  cars,  n^pairs  of 34 

Cable  boxes,  telegraph  and  telephone  lines 14 

stretchers  for  M.  of  W.  &  S 18 

and  telegraph  tolls Office  Exi>en8e  of  office  using. 

Cables,  for  electrically  driven  cars 37 

for  M.  of  W 18 

in  power  houses,  electric  traction  plants 47 

telegraph  and  telephone  lines 14 

Caboose  or  cabin  cars,  furnitxire  and  fixtures  for 34 

cars,  repairs  of 34 

Cabooses  deadheaded  in  passenger  trains,  mileage  of C.  640 

signs  on 89 

supplies  to  protect  against  accident  and  fires 89 

Caf6  cars  general  or  shop  repairs "  Outside  Operations." 

running  repairs 31 

Caissons,  bridge 9 

dock  and  wharf  (when  not  "  Outside  Operations  ") .  .  .  .^ 17 

Calcimining,  buildings,  signals  and  interlocking 13 

All  other  (not  Ballast  Pit,  "  Outside  Operations,"  or  unconnected  with  operations)     18 

Calculating  machines "  Stationery  and  Printing  "  and  charged  accordingly. 

Calendars  in  offices "  Stationery  and  Printing  "  and  charged  accordingly. 

advertising 58 

Caligraphs "  Stationery  and  Printing  "  and  charged  accordingly. 

Call  bells  for  offices Office  expense  where  used. 

stations M 

boxes,  watchmen's  general  office  building 188 

M.  of  E.  (when  unassignable) O.  A.  "  Shop  Expenses.'* 

stations 88 

Callers,  enginehouse,  pay  and  supplies  (road) 81 

(yard) 72 

at  freight  stations,  pay 83 

train,  at  stations,  pay 83 

of  yardmen,  and  revenue  trainmen 87 

Cameras  and  supplies  for  M.  of  E 34 

M.  of  W.  &  S 1 

Camp  cars,  repairs  of 43 

Candles  for  cars  in  revenue  service 89 

for  stations 88 

Cane  racks  fitted  to  fiat  cars  for  sugar  cane  season 89,  C.  61 1 

Cans,  oil,  for  cars  in  revenue  service 89 

oil  for  enginehouses  (road) >. . .     81 

(yard) 72 

locomotives  (road) 88 

(yard) 78 

M.  of  E.  (when  unassignable) O.  A.  "Shop 

424 
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Cans,  oil,  M.  o/  W.  &  S 18 

stations 66 

sprinkling,  M.  of  E.  (when  unassignable) O.  A.  "Shop  Expenses." 

stations 66 

water,  for  M.  of  W.  &  S 18 

stations 66 

Cant  hooks,  M.  of  W.  &  S 18 

Capital  stock  issued  without  consideration,  balance  sheet  record  of 0.  58i 

Car.     See  also  Cars. 

Car  accountant 0.  616 

pay  and  expenses  if  in  the  Transportation  Department 61 

if  a  subordinate  officer  of  Accounting  Ddpartment 106 

of  his  clerks  when  he  is  in  the  Transportation  Department 61 

of  his  clerks  when  he  is  a  subordinate  officer  of  Accounting  Department 107 

when  he  is  a  clerk  in  Accounting  Department 107 

office  expenses  of,  when  a  Transportation  Department  official 61 

when  an  Accounting  Department  official  or  clerk 108 

Car  agent,  lost,  pay  and  expenses 61 

builder  master,  pay  and  expenses 24 

cleaners,  pay,  tools,  supplies 89 

cleaning,  plants,  fixtures,  etc 16 

and  locomotive  repairs  for  other  carriers  at  terminals 0.  636 

clerks,  station,  pay 63 

department  superintendence 34 

fare Office  Expense  of  employing  office. 

heating  plants,  fixtures  and  piping  for 16 

inspection,  joint,  expenses  how  charged 31,  34,  C.  56,  477 

pay  of  general  and  local  inspectors 0.  264 

switching  resulting  from 98,  C.  206 

inspector,  chief,  pay  and  expenses  of 24 

inspectors,  employed  by  terminal  companies,  amounts  paid  by  tenant  lines.  31,  34,  0. 477 

general,  pay  and  expenses  of 18 

material  used,  pay  and  small  tools,  car  repairs,  according  to  work  done.  31,  34,  43 

lighting  plants,  fixtures  and  piping  for 16 

mileage  of  baggage  cars  deadheaded  in  freight  or  passenger  trains 0.  640 

of  cabooses  deadheaded  in  passenger  trains 0.  640 

of  special  coach  handled  in  regular  passenger  train C.  646 

of  work  cars  held  between  working  limits,  arbitrary  allowance  for 0.  643 

miles,  classification  of,  for  picnic,  chartered,  or  theatrical  trains C.  224 

non  revenue  cars  in  revenue  trains C.  238 

company's  material  moving  in  revenue  train C.  418 

distribution  between  passenger  and  freight C.   103 

freight  carried  in  combination  passenger-baggage  car C.  4^^ 

freight  run  over  tracks  of  another  carrier C.  60£ 

subaccount  for  trailers C.  237 

oil  for  lubricating  locomotives  (road) 84 

(yard) 75 

oilers,  pay,  tools,  supplies 89 

private,  switching  revenue  from  handling C.  259 

repairs  (according  to  work  done) 31,  34,  43 

traveling  expenses  of  employees Charge  to  repair  work  done. 

sealers  at  stations 63 

seals  and  seal  presses  at  stations 66,  C.  340 

service  accrued  account  of  billing  carrier's  error. C.  344 

accruing  on  baggage  cars  used  b>  theatrical  parties C.  390 

amounts  received  for C.  231 

and  weighing  association 64 

.superintendent,  pay  and  expen.«»es 61 

sheds,  repairs  and  renewals 16 


I   4 
i  4 


B. 

Babbitt  hammers  for  M.  of  E.  (when  unassignable) O.  A.  .'Shop  Expenses." 

Bad-order  cars,  mileage  of  train  hauling C.  64f 

Badges  for  station  employees M 

for  trainmen 89 

Baggage  agent,  general,  pay  and  expenses $Z 

clerks,  pay  and  expenses U 

station,  pay iJ 

cars  deadheaded  in  freight  trains,  mileage  of C.  640 

cars,  flat  rate  for  use  of,  by  theatrical  parties C.  4^ 

repairs Jl 

revenue  from  packages  carried  in C.  88 

checks  (metal  and  straps)  for  stations M 

checks,  local  tickets  and  coupons,  cost  of  printing 97,  C.  454 

damage  claims,  adjusters  of,  pay  and  expenses IM 

payment  of 189 

detention,  payment  for 189 

implements  at  station,  for  handling 89 

labor  at  stations 8J 

loss,  damage,  or  detention 188 

and  paraphernalia  handled  for  special  parties,  classification  of  revenue  from. .  .C.  697 
and  personal  effects,  lost  or  damaged  on  account  of  passenger  being  in  accident  or 

wreck 109.  103,  C.  3^ 

repairs  to  damaged  trunks  and  valises  carried  a» 188 

revenue  from  switching C.  44^ 

rooms,  repairs  of 18 

sale  of,  unclaimed  or  damaged 189 

storage  on,  expense  in  handling 63,  C.  341 

of  theatrical  parties,  demurrage  on C.  S90 

transferring,  account  of  defective  track,  bridges  or  tunnqls 89 

at  wrecks 93 

between  depots C.  320 

trucks t$ 

Baggage-express  cars,  repairs  of 31 

Baggage-mail  cars,  repairs  of 31 

Baggage  men,  at  stations 83 

OH  revenue  trains 88 

Baggage  men's  punches 88 

Bags,  station  mail 88 

Balance  sheet,  accounts  therein  considered  in  relation  to  general  ledger  accounts.  C.  644*  646 

additions  to  property  through  income,  how  shown  on C.  673 

claim  authorities,  how  included  in C.  648 

c<[uipment  purchased  under  trust  plan,  how  shown  on C.  64M 

expenditures  for  new  construction  and  additions  and  betterments,  how  shown  o« 

C.  667,  668 

guaranty  of  bonds  of  another  carrier,  how  shown  on C.  S78 

improvements  to  property  by  lessee  company,  how  carried  in < C.  S60 

interpretation  of  account  No.  48,  additions  to  property  through  income  nnoe  June 

30,  1907 C.  34s 

items  to  be  included  under  account  No.  7  "  Csfh  '* ««•..•.  ^ C.  34f 
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manner  of  stating  stock  ownership  on C.  S4S 

record  of  capital  stock  issued  without  consideration C.  681 

record  of  county  scrip  bought  below  face  value C.  696 

unclaimed  wages,  how  shown  on C.  641 

Ballast,  additional,  cost  of C.  4^8 

additional,  made  necessary  by  use  of  heavier  equipment C.  297 

applying 6 

cars  in  commercial  service,  repairs  to 34,  C.  47,  482 

cars,  cost  of  hay  purchased  to  stop  leaks  in C.  449 

cars,  rent  of,  in  additions  and  betterments  work C.  162 

cars,  in  work  service,  repairs  of 43 

clearing  account  for  expenses  of  removing  gravel C.   1 14 

gravel  pits,  cost  of  installing  and  operating  interlockers  and  signal  apparatus.  C.39 

delivering  of • 3 

dirt,  used  instead  of  stone,  gravel,  etc C.    467 

donkey  engine  used  for  pulling  stumps,  etc.,  in  the  operation  of  a  gravel  pit.  .  .  .C.  600 

expense  of  loading  cinders  at  ash  pits  to  use  as C.  163 

explosives  for  quarrying O.  A.   "  Operating  Ballast  Pits." 

forks  for  roadway  work 18 

freight  charges  on 2 

loading  at  pits O.  A.  "  Operating  Ballast  Pits." 

new  on  track  not  previously  ballasted,  hire  of  equipment  for C.  48S 

pits  clearing,  stripping  and  general  preparatory  work, 

O.  A.  "Operating  Ballast  Pits."  C.  114 
installations  of  shanties,  bunk  houses,  etc.,  O.  A.  "Operating  Ballast  Pits  '  . . .  .C.  114 
installations  of  interlocking  and  signal  plants.  O.  A.  "Operating  Ballast  Pits."  C.  114 
land,  excess  cost,  overvalue  after  ballast  removed.  O.  A.  "Operating  Ballast  Pits"  C.  114 

machinery,  depreciation  and  repairs.    O.  A.  "Operating  Ballast  Pits." C.  114 

operation  of  engines,  shovels  and  crushers.    O.  A.  "Operating  Ballast  Pits.".  .  .C.  114 

locomotive,  crews  and  supplies.    O.  A.  "Operating  Ballast  Pits." C.  114 

plow  cars,  repairs 43 

preparing  roadbed  for 6 

in  buildings,  not  stations 16 

purchase  of 2 

removing  weeds  from  and  dressing 6 

replacing  for  damage  by  washouts,  labor  and  material 6 

reballasting  track  with  stone C.  4^4 

renewal  of  gravel  with  rock,  excess  cost  of C.  148 

rent  of  cars  used  in  delivery  of C.  162 

rights  and  privileges O.   A.   "  Operating  Ballast  Pits." 

test  holes,  sinking O.   A.   "  Operating  Ballast  Pits." 

quarrying O.   A.    "  Operating  Ballast  Pits." 

unloader  cars  in  work  service,  repairs 43 

unloading  (first  cost  of) 2 

work  trains,  crews  and  supplies,  distributing 2 

Bank  deposits,  interest  on,  how  credited C.  365,  C.  366 

exchange  paid 1 14,  C.  207 

messengers  in  general  offices 1 07 

Banks,  protection  of  by  walls,  riprap,  piling,  etc » '       6 

Barbers,  on  revenue  trains 89 

Barges,  tugs  and  floats,  operations  of,  repairing  wharves  and  other  landings  (when 
not  "  Outside  Operations  ") 17 

Barometers Office  Expenses  of  office  where  used. 

l^arrela  at  water  stations,  for  gasolene  storage  (road) 83 

(yard) 74 

water,  for  bridges 9 

"    M.  ofW.  &S 18 

*  *         "   ice  for  stations 66 

Bars,  angle  and  splice.     See  Angle  Bars. 
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Cars,  heating,  in  non  revenue  service AcoouPw  benefited. 

in  revenue  service,  wages  and  supplies 89 

icing,  wages,  tools  and  supplies 89 

insurance  indemnity  when  destroyed Equipment  replacement  suepenae. 

when  they  can  be  restored  by  repairs 31,  34,  43 

insurance  premium  on lit 

laundry  work  when  in  non  revenue  service Charge  account  benefited. 

revenue  service  (when  not  "  Outside  Operations  ") 89 

in  service  of  officials Office  Expense  of  officials  using. 

leased,  destroyed  by  wreck,  disposal  of  excess  in  replacement  fund  for C.  618 

leased,  payments  to  mill  company  for  use  of C.  630 

lever,  for  M.  of  W.  &  S 18 

lighting,  pay  and  supplies 89 

loaned  to  contractor  on  construction  work C.  53 

loss  or  damage  to  when  way  billed  as  freight ff 

lubricating,  non  revenue  service Aooount  served. 

revenue  service 89 

mileage  of  non  revenue,  on  revenue  trains C.  238 

motor,  inspection  of,  for  M.  of  W.  &  S 18 

(other  than  electric)  in  revenue  service,  locomotive  feature 38 

in  passenger  service,  repairs  to  car  feature 31 

or  trailer,  classification  of  mileage  for C.  287 

for  use  of  general  manager,  cost  of 18,  C.  464 

moved  temporarily,  account  of  congested  yard,  treatment  of  mileage C.  382 

old  material  released  in  repairs 31,  34,  43 

opening  ends  of,  for  special  shipments 89 

and  other  equipment  for  construction,  treatment  when  sold C.  4S0 

passenger,  carburetor  lighting  appliances 31 

cases  for 31 

cleaning,  and  furnishing  supplies  for,  in  connection  with  a  joint  facility. .  .C.  410 

condemned,  cost  of  cutting  up 31 

condemned  or  destroyed,  salvage  from Equipment  replacement  suspense. 

depreciation  of 33 

electric  lighting  fixtures  permanently  attached 31 

of  foreign  lines  damaged  when  in  transit  on  a  way  bill 99 

destroyed,  payment  for 31 

in  service,  repairs,  when  liable  for 31 

having  trackage  rights,  repa  ring  damages,  when  liable 181 

furniture  and  fixtures  lor  (when  not  "  Outside  Operations  '*) 31 

heating  appliances 31 

inspectors,  pay 31 

light  repairs  at  stations  and  yards 31 

machinery  at  terminal,  station  for  handling  electric  light  for C.  60S 

painting,  etc 31 

repairs,  repayments  from  or  to  other  roads,  for 31 

old  material  released 31 

includes  proportion  shop  expenses 31 

running 31 

shop  (when  not  "  Outside  Operations  ") 31 

supervision  of 31 

renewals 33 

royalties  on  patents 31 

sale  of Equipment  replacement  suspense. 

paymasters' .      See  Officials*  cars. 

planking,  for  shipments  of  material 89 

private,  revenue  from,  flat  rate  charge  on C.  €44 

Pullman,  destroyed  by  wreck,  payment  in  settlement  for 31,  C.  688 

purchase  of,  interest  on  deferred  payments  for .  .  . '. C.  879 

price  of  increased  through  inability  to  pay  cash C.  S87 
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Cars,  push,  for  M.  of  W.  &  S 18 

refrigeration  (when  borne  by  carrier) : . . .     89 

refrigerator,  racks,  etc 34 

icing 89 

repairs  to,  when  handling  new  ballast C.  4SS 

replacement  account,  entries  on  retirement C.  169,  170 

in  revenue  service,  laundry  work  (when  not  "  Outside  Operations  "), 89 

sale  of Equipment  replacement  suspense. 

salvage  from  condemned  or  destroyed Equipment  replacement  suspense. 

from  repairs : .  .31,  34,  43 

special  for  officials  and  employees,  provisions  and  furniture  for.     See  Officials'  cars. 

handled  in  regular  passenger  trains,  revenue  from C.  646 

stakes,  boards  and  slats 89 

stock,  bedding  for 89 

supplies  and  expenses  of,*  except  those  chargeable  to  "  Outside  Operations  " 89 

switching  of,  interdepartmental  charges  for C.  586 

receipts  from  other  carriers  for C.  601 

transfer,  of  passenger  at  junction,  payment  to  terminal  company  for C.  645 

twin  and  triple,  safety  chains 89 

velocipede,  for  use  of  station  agents  in  tending  switch  lights  and  for  use  of  road- 
way department 18,  66,  C.  608 

water  coolers  for 89 

coolers  for  officials'   cars.     See  Officials'   cars. 

siphons  (road) 74 

(yard) 83 

tanks  for 31 

watering  cars  pay,  supplies  and  outfit 89 

weighing  at  stations 63 

of,  for  another  company,  revenue  earned  by C.  634 

work  in  commercial  service 34,  C.  47 

condemned  cost  of  cutting  up 43 

and  destroyed,  salvage  from Equipment  replacement  suspense. 

cost  of  remodelling  commercial  cars  for  work  service 43 

expenses  and  supplies  for Charge  to  work  done. 

of  foreign  Hnef?,  damaged  in  carrier's  work  service,  repairs  of 43 

damaged  in  transit  on  way  bill,  repairs  of 99 

insurance  recovered  for  losses  while  in  work  service 43 

operating  under  trackage  rights,  repairing  damages 101 

furniture  and  fixtures  for 43 

inspectors,  pay  of 43 

light  repairs  to 43 

painting,  lettering  and  repairs 43 

refitting  for  commercial  service 43 

repairs  of  (includes  proportion  of  shop  expenses) 43 

old  material  released 43 

supervision  of 43 

royalties  on  patents 43 

sale   of Equipment  replacement  suspense. 

wrecking  tools  for 93 

Carts,  fire  hose .• 16 

ice,  for  stations 66 

Cases  in  the  Accounting  Bulletins,  authority  for  answers  to C.  461 

for  advertising  matter 55 

' '    passenger  cars 31 

and  maps  at  stations 66 

ticket,  for  stations 66 

Cash,  account  No.  7,  under  general  balance  sheet,  items  to  be  included  in C.  647 

Ciisliicrs  in  general  traffic  offices,  pay 63 

in  outside  agencies,  pay S4 
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Cashiers  in  treasurers'  offices,  pay Itl 

station,  pay ii 

Casualties,  in  connection  with  joint  operations C.  491 

Cattle,  guards 11 

killed  or  injured  on  right  of  way  with  cost  of  removing Id 

passes  beneath  track  release  of  obligation  to  maintain 19 

pits,  filling,  labor  and  material 9 

Cautions,  overhead  bridge  and  tunnel 11 

Censor,  telegraph,  pay  and  expenses M 

Chainmen,  M.  of  W.  &  S.,  pay  of 1 

Chains,  for  binding  load  on  cars 89 

for  cars 89 

engineers  instruments 1 

for  M.  of  W.  &  S 18 

and  ropes,  switch,  for  station  equipment *. 99 

safety,  for  holding  together  cars 89 

for  stations .• . . .     99 

switch,  for  cars 89 

for  locomotives  (road) 81 

(yard) 79 

Chair  cars,  repairs  (running) $i 

repairs  (shop)  if  not  Outside  Operations $1 

revenue,  treatment  of,  where  expenses  are  not  separable  from  transportation 

expenses C.  25,  329 

cushions  for  offices Expense  of  office  Unas. 

for  stations , 99 

Chairman  of  board,  pay 199 

Chairs  for  officials'  cars.     See   Officials'    cars . 

for  drawbridges 92 

* '   enginehouses  (yard) 73 

(road) 81 

invalid,  for  station 99 

for    offices Expense  of  office  using. 

' '   passenger  cars,  upholstering Zt 

"   shops  M.  of  E.  (when  unassignable) .0.  A.  "Shop  Expenses." 

' '    stations 99 

Chalk  lines  for  M.  of  E.  (when  unassignable)    O.  A.  "Shop  Kxpenam.** 

"    M.  of  W.  &  S 18 

* '   stations 99 

Chamois  skin  for  M.  of  E.  (when  unassignable) O.  A.  " Shop  Expenses." 

for  stations 99 

Ch&ndeliers,  permanent  fixtures  of  buildings  signal  ana  interlocking  b'Id'gs 13 

all  buildings  except  signal  and  interlocking  (not  Outside  Operations  nor  separate* 

from  operations) 19 

Channels  under  bridges,  cleaning 9 

Chartered  coach  handled  in  regular  train,  revenue  and  mileage  of .C.  64S 

theatrical  train,  revenue  from C.  681 

trains,  disposition  of  revenues  from C.  85,  221,  222,  227 

disposition  of  sum  received  as  guaranty C.  87,  90,  222,  227 

parties  handled  for  lump  sum,  classification  of  revenue C.  SM7 

Chautauqua,  contribution  to  guaranty  fund  for  protection  of,  against  loss 5Sf  C.  S9t 

Check  boxes  for  stations 99 

racks  for  stations ; '. .     99 

Checkers  in  enginehouses  (yard) 73 

(road) 81 

of  freight  at  stations 93 

car  in  yards #7 

Checkmen,  baggage,  station 93 

Checks,  baggage,  printed .,...* 97 
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Checks,  baggage  metal  and  straps  for  stations 66 

exchange  on 114 

expense  of  cashing 1 14,  C.  207 

pay,  stolen  and  cashed 1 14,  C.  347 

Chemicals  for  signal  batteries  (yard) 70 

(road) 90 

for  M.  of  E.  shops  (when  unassignable^   O.  A.  "Shop  Expenses." 

for  telegraph  and  telephone  batteries  in  oflfices  confined  to  train  movement 62 

"      performing  station  service 66 

"      (other  than  for  despatching  trains  and  stations  service) 94 

in  yard  office 70 

' '   locomotive  water  supply  (yard) 74 

(road) 83 

Chemist  and  assistant,  pay  and  expenses 24 

chief,  pay  and  expenses 24 

Chief  accountants  in  general  offices,  pay  and  expenses 107 

car  inspector  pay  and  expenses • 24 

engineer,  pay  and  expenses 1 

M.  of  W.  &  S.,  pay  and  expenses 1 

electric  traction,  pay  and  expenses,  apportioned  between 1*24 

clerk,  pay  of.     See  Clerks. 

fire,  pay  and  expenses  of 1 

special  agent,  pay  and  expenses 61 

train  despatcher,  pay  and  expenses 62 

special  agents,  with  police  powers,  in  charge  of  yard  watchmen,  etc. ...  ^ ...  .61,  C.  62 

Chimneys  for  lighting  cars 62 

for  locomotive  headlight 76,  85 

lamp,  M.  of  E.  shops  (when  unassignable) O.  A.  "Shop  Expenses." 

at  stations 66 

Chutes,  coal,  repairs  and  renewals  of 16 

and  roUways,  log,  over  the  tracks 10 

Cinder  cars,  repairs  of 43 

cars  used  at  cinder  pits,  rent  of 72,  81 

pit  cleaners,  pay  and  supplies 72,  81 

pits,  repairs  and  renewals 16 

hose  and  water  for 72,  81 

Cinders  at  ashpits  loading 72,  81,  C.   163 

for  ballast 2 

disposition  of  receipts  from  sale  of C.  232 

dumped  by  passing  train,  expense  of  removal  from  right  of  way 6 

sale  of "  Operating  Revenue." 

Circuit  breakers  for  electric  traction  power  plants 47 

Circulars Stationery  and  Printing. 

Circus  cars,  movement  of,  in  regular  train  for  a  lump  sum,  classification  of  mileage  and 

revenue C.  £41 

special  or  chartered  trains,  revenue  derived  from  handling C.  223,  224 

Cisterns 16 

City  agents  (soliciting  traffic)  pay  and  expenses 54 

office  (for  soliciting  agents,  expense  and  rent 54 

City  directories  for  stations 66 

for  offices Expense  of  office  using. 

Claim  agent,  freight,  pay  and  expenses • 106 

freight,  clerks 107 

office  expenses ' 108 

agent,  stock,  pay  and  expenses 102 

adjusters  and  clerks,  pay  and  expenses  (baggage) 100 

(freight) 99 

(stock  on  right  of  way) 102,  C.  632 

(peisonal  injury)  M.  of  W 19 
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Claim  adjusters,  M.  of  E t 4t 

transportation Itl 

(property) Ifl 

Association  rules,  freight,  amounts  under  voucher  minimum,  how  charged.  . .  .C.  if09 

Claims,  account  damages  or  injuries  to  persons,  delayed  and  current  payments C.  j^4 

against  agents  arising  from  destruction  of  records  by  fire C.  S98 

attorney  and  staff  (excluding  adjusters)  pay  and  office  expenses It9 

damage,  for  injury  to  property  during  construction  of  line  in  a  previous  year.  . .  .C.  S8S 

for  damage,  where  a  road  carries  its  own  insurance Ill,  19,  48,  103,  C.  419 

demurrage  accruing  on  line  of  other  carriers  account  of  error  in  billing C.  S44 

department,  rent  of  offices  for  use  of C.     36 

errors  in  routing,  how  charged f8,  C.  £1S,  S19 

freight,  authorities,  how  included  in  general  balance C.  648 

judgments  for,  distribution  over  several  months,  or  more  than  one  year C.       5 

loss  and  damage  in  connection  with  milk  shipments 99,  C.  69$ 

notarial  fees,  in  connection  with  affidavits  concerning 99,  C.  607 

overcharge,  notarial  fees  in  connection  with  affidavits  concerning 109,  C.  907 

reserve  to  cover C.  211 

personal  injury,  incident  to  construction C.  309 

result  of  defective  highway 19,  C.  304 

relief  agents'  for  over  and  undercharges C.  276 

reserves  to  cover,  balances  to  be  carried  over,  when C.       4 

settlement  of,  for  loss  of  personal  effects,  jewelry,  etc.,  of  passengers  in  wreck  or 

accident C.  S86 

Classification,  car  mileage,  accounts  provided  for C.  242 

of  expenditures  for  road  and  equipment,  use  of,  ceases  when C.  115 

of  mileage  for  all  cars  in  revenue  trains C.  4^8 

switching   locomotive,   how   apportioned   when   partially   engaged   in    train 

service C.     70 

of  revenue  from  handling  circus,  theatrical,  and  other  special  parties  for  lun^i 

sum C.  687 

of  train  mileage  when  passenger  revenue  is  divided C.  221 

and  car  miles,  when  a  train  is  run  over  the  tracks  of  another  carrier C.  6Wt 

traffic,  printing 19 

Cleaners,  car,  pay  and  supplies  (revenue  service) gf 

cinder,  pay  and  supplies  (yard) 71 

(road) 81 

electric  traction  power  houses,  pay  and  supplies 88 

cnginehouse,  pay  and  supplies  (yard) 72 

(road) 81 

general  office,  pay  of 187 

switch  lamp,  at  points  having  no  regular  switching  service 4} 

and  signal  lamp,  at  points  having  regular  switching  service ^ 

M.  of  K.  shops,  pay  of  (when  unassignable) O.  A.  **Shop  EzpensM.** 

station,  pay 43 

Cleaning  car  cushions  and  seats 89 

cars,  exterior  of  dining  and  others  used  in  outside  operations C.  806 

freight 89 

hydrants  and  other  fixtures  for 14 

in  non  revenue  service Accounts  benefited. 

passenger 89 

pay  and  supplies 89 

preparatory  to  painting J| 

channels  under  bridges 9 

compounds  in  engine  houses 72»  81 

culverts 9 

ditches  and  sewer  drains 4 

general  offices,  supplies  for Ifg 

labor 187 
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Cleaning  ice  houses C.  6S4 

lamps  and  lanterns  in  train  service ; 89 

locomotive  boiler  flues  at  engine  houses 72,  81 

boiler  flues  at  repair  shops 25 

fire  boxes  labor  and  supplies 72,  81 

tender,  driver  and  engine  boxes  in  engine  houses 72,  81 

when  being  repaired 25 

locomotives,  labor  and  supplies 72,  81 

offices  other  than  general  offices Office  expense  of  such  offices. 

privy  vaults  M.  of  E.  (when  unassignable) O.  A.  "Shop  Expenses." 

at  stations , 66 

roadway 6 

sewers 13,   16 

:jtation  grounds 16,  63 

stations,  ladders  for 66 

labor 63 

streets  used  as  roadway 6 

tracks 6 

weeds  from  track 6 

yards,  car  cleaning,  cost  of 6,  C.    41 

Clearing  account,  electric  power  used  in  shops C.     59 

"  Ballast,"  interlocking  and  signal  apparatus C.     39 

sale  of  gravel C.  230 

gravel  pit  operation C.   114 

loading  and  unloading  coal  at  docks C.  4^5 

open  bill  account,  may  be  kept  when C.   Ill 

power  house,  operation C.  178,  180 

"  shop  expenses  " C.   173 

basis  of  distribution C.  179,   183' 

cost  of  power _. C.     60 

explanation  of  terms,  general  foremen,  etc C.  248 

operation  of  a  joint  shop C.  393 

stationer  and  sta£F,  salaries  of C.   154 

store  expenses,  cleared  out,  when , C.      61 

distribution  of  salaries  of  purchasing  agents,  storekeepers,  etc C.  184,   185 

Clearing    house,    railway,    for    proper    distribution    and    use    of    freight    car    equip- 
ment  C.  301 

wrecks 93 

Clerks,  office  and  traveling  expenses Charge  to  expense  of  office  where  employed. 

salaries Charged  according  to  office  in  which  employed. 

Clinker  dumpers,  pay  of  and  supplies  for  switch  service 72 

road  engine  service 81 

hooks  for  locomotives,  switch  engine 76 

road  engine . 85 

pit  cleaners,  switch  engine  service 72 

road  engine  service 81 

Clocks  for  locomotives 25 

for  offices Office  Expense  of  office  served, 

' *    watchmen  M.  of  E.(when  unassignable) O.  A.  "Shop  Expenses." 

time  cards  or  dials  for "  Stationery  and  Printing  "  of  department  served 

(except  for  Industrial  and  Immigration  Bureaus,  which  is  58) 

Cloth  for  copying  presses "  Stationery  and  Printing  "  of  department  served 

for  Industrial  and  Immigration  Bureaus 58 

emery  for  M.  of  E.  (when  unassignable) O.  A.  "Shop  Expenses." 

tracing "  Stationery  and  Printing  "  of  office  served. 

Clothing  worn  by  persons  in  accident,  damage  to Personal  injury  account  involved. 

worn  by  persons  not  in  accident,  damage  to 100 

Cloths,  window  for  M.  of  E.  (when  unassignable) O.  A.  "Shop  Expenses." 

Clutches  for  electric  traction  power  plants 47 
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Coach  chartered  for  lump  sum  and  handled  in  rep^ular  passenger  train,  revenue  mud 

mileage  of .  .' C  8i$ 

keys  for  cars •• 

Cnaches  and  engine  delivery  to  borrowing  carrier,  expenses  of 98,  C.  Ml 

freight  handled  in  the  baggage  compartment  of,  classification  of  mileage C.  4" 

Coal,  clearing  account  for  amounts  paid  and  collected  for  loading  and  unloading;  at 

docks C.4if 

and  ash  conveying  machinery  for  electric  traction  power  plants 47 

and  ore  conveyors • M 

boards  for  locomotives 3f 

boxes  for  buildings,  when  temporary Office  Expense  of  office  aoTML 

for  freight  cars U 

'  *   passenger  cars 21 

'  *    work  cars 4J 

"   buildings,  when  permanent  part  of  signals  and  interlocking  plants ti 

"   permanent  part   of  any   building  not  a  signal   and  interlocking   plant, 

(buildings  of  non  rail  operations  excepted) |# 

buckets H 

buggies li 

cars,  repairs  of J4 

chute  inclines  (including  tracks  thereon)  repairs  and  renewals  of 1# 

conveyors  at  locomotive  fuel  stations  or  storing  plants Ii 

delivery,  handling  coHt  and  foreign  roads'  charges  when  fuel  is  carried  through 

stock Charged  to  '*  Fuel  Suppliss.'* 

when  used  directly.  .Charged  to  the  fuel  expense  or  other  use  served,  73,  82,  C.40t 

dock  terminals,  pay  of  employees  at ii 

for  drawbridge f] 

' '    electric  traction  power  and  substations 86 

' '   elevators  (when  not  Outside  Operations) 16 

* '   engine  houses  (switch  engine) .* 72 

(road  engine) ."^ 81 

"   forges  at  M.  of  E.  shops  (when  unassignable) O.  A.  "Shop  Elxpenses." 

' '   general  office  power  plant IM 

' '   gas  pumping  plants  supplying  gas  to  cars 89 

' '    heating  cars  (including  all  handling  and  delivery  expense) 89 

cars  at  stations  and  yard  car  heating  plants 89 

engine  house  (switch) 71 

engine 81 

highway  crossing  shanty 91 

office Office  Expense  of  office  aerved. 

section  and  tool  houses 18 

stations 88 

yard  offices 78 

hods  for  freight  cars 84 

offices O^ce  Expense  of  office  served. 

stations §$ 

train  use 88 

work  cars 48 

hoists,  repairs  and  renewals  of 18 

for  locomotive  water  stations,  switch  engine  proportion 74 

road  engine  proportion 83 

hauling  cars  of  officials The  traveling  expense  account  of  official  served, 

1,  24.  53.  61.  108,  187,  189 
(including  freight  charges  and  cost  of  handling)  switch  locomotive  proportioa     73 

road  locomotive  proportion 83 

work  train  service .' 

The  appropriate  account  through  O.  A.  "  Work  Train  Suapenae." 

at  fuel  stations  operated  jointly C.  411 

stocking  expense Appropriate  Fuel  and  Suppliee  Aoeooiit. 
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Coal  for  M.  of  E.  shops  (when  unassignable) O.  A.  "Shop  Expenses." 

and  ore  bunker  for  transferring  freight  from  a  standard  gage  to  a  narrow  gage  line  C.  499 
docks,  operating  (when  not  "  Outside  Operations  "),  all  expenses,  including 

labor  and  supplies 65,  C.  66 

"  Outside  Operation  "  defined C.  487 

for  outside  agencies 54 

passers  in  electric  traction  power  and  substations,  pay  of 86 

profit  from  sale  when  carried  as  fuel  locomotives C.  584 

picks  and  handles  for  M.  of  E.  (when  unassignable) O.  A.  "Shop  Expenses." 

pockets 16 

revenue  from  dumping C.  233 

for  sand  dryers 85 

shovels  for  engine  houses  (switch) 72 

(road) 81 

locomotives  (switch) 72 

(road) 81 

stations 66 

tower3,  signal  and  interlocking  (switch) 70 

(road) 90 

for  signal  and  interlocking  towers 70,  90 

' '   station  use,  cost  of  unloading 66,  C.  447 

stakes,  boards,  or  slats  to  fit  cars  for  carrying 89 

for  stations 66 

' '    towers,  signal  and  interlocking  (switch) 70 

(road) 90. 

traffic,  officials  and  clerks 53 

trestles,  rent  received  from C.  233 

Coaling  platforms,  repairs  and  renewals  of 16 

plants,  dump  cars  for 16 

operating  expense,  including  tools,  (switch) 73 

(road) 82 

stations,  weighers  and  clerks  at  expense  of  (switch) 73 

(road) 82 

Code  books The  Superintendence  account  of  office  using. 

Coke  cars,  repairs 34 

for  locomotives.     See  Fuel. 

stakes,  boardii  or  slats  to  fit  cars  to  carry 89 

Cold  storage  plants,  treatment  through  outside  operations C.   142 

Collectors,  station,  pay  of 63 

ticket,  at  stations,  pay  of 63 

Combination  cars  with  facilities  for  refreshment,  Repairs  of  facilities  special  to  refreshment 

charged  to  "  Outside  Operations." 
Collector  of  customs,  penalty  for  delivery  of  bonded  freight  without  inspection.  .  .98,  C.  343 

( 'ommercial  agents,  pay  and  expenses  of 54 

a.s.sociations,  dues 56 

cars,  refitting  for  work  service 43 

after  use  as  work  cars,  refitting  for  commercial  service 43 

service,  work  cars  in  repairs  to 34,  C.  47,  482 

standing,  reports  of,  for  stations  use 66 

Commissioners,  land  and  tax,  salaries  or  commission 106,  255 

Commission,  securities  given  as,  discount  on C.  234 

Commission's  orders,  modifications  of C.  451 

Commissions,  amounts  received  for  collecting  premiums  on  insurance  policies C.     99 

to  brokers  paid  in  connection  with  construction 0.  594 

etc.,  from  employees,  how  credited C.     99 

in  lieu  of  salaries Same  account  as  salaries  would   have  been  charged. 

paid  station  agents  in  lieu  of  salary 63,  C.  64,  387 

Commodity   regularly    or   casually   supplied   to   other   parties,    revenue   and   profits 
from C.  684 
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Company  material  freight  charges  on C.  47V 

how  treated  through  joint  facilities  accounts C.  805 

and  percentages  added  to  cover    superintendence,  shop  expenses,  etc.,  in  joint- 
facility  bills  for '. C.  441 

loss  and  damage  on 99,  C.  8 

lost  in  transit f#,  C.  6M7 

sold,  profits  from C.  584^  698 

Compounds,  cleaning  and  polishing,  used  in  engine  houses 72,  81 

for  reducing  scale  on  locomotive  boiler  tubes  (switch) 74 

(road) 8} 

Compressed  Air.     Sec  also  Air. 

Compressors,  air,  repairs  and  renewals  of  at  signal  and  interlocker  stations I J 

at  buildings  not  signal  and  interlocker  stations Ii 

operating  expense  not  exclusively  yard ft 

yard  switch  and  signal  service  operating  supplies. 7t 

labor if 

Comptometers Stationary  and  Printing  aooountt. 

Comptroller  and  assistant,  pay  of Iff 

Computing  tables Stationery  and  Printing  accounts. 

Concrete  mixer C.  388 

Condemned  freight  cars,  cost  of  cutting  up J4 

freight  cars,  salvage  from "Equipment  Replacement  Suspenae." 

locomotives,  cost  of  cutting  up  steam  locomotive 31 

electric  locomotive 3S 

salvage  from "  Equipment  Replacement  SuspenM.** 

passenger  cars,  cost  of  cutting  up Jf 

salvage  from "  Equipment,  Replacement  Suspense." 

work  cars,  cost  of  cutting  up 48 

salvage  from "  Equipment  Replacement.  Suspense." 

Condensers  for  electric  traction  power  plants 47 

Conductors,  on  official  cars,  wages  and  supplies ....  Traveling  expense  of  officer  senrad. 

in  non  revenue  train  service,  pay  of  and  supplies  for Accounts  benefited 

punches 

in  revenue  train  service,  wages  of 

supplies  for 

terminal  or  transfer  switching  service,  wages  of 

uniforms 

yard  in  passenger  and  freight  yard  switching  service M 

supplies  for 79 

Conduits,  electric  traction  transmission  lines fg 

telegraph  and  telephone  lines I4 

Connecting  plugs,  electric  power  transmission |g 

rods  for  track  work  in  ballast  pit 3 

for  track  work  in  roadway g 

in  buildings |4 

Connections,  temporary,  between  water  cars  and  locomotive  tender  (switch) 74 

(road) , 83 

Construction  accounts  and  operating  accounts,  the  dividing  line  between C.  4S8 

advertising  for  bids  in  connection  with C.  6Q4 

bonds  issued  for,  discount  on C.  10,   101 

bridges,  cost  of  calyx  drill  used  on C.  818 

bridges,  rent  of  pile  drivers  used  on C.  868 

cars  and  tools  in C.  &00 

changing  alinements  and  grades C  Mt 

Classification  of  Expenditures  for  Road  and  Equipment  ceases  to  apply,  wken.C.   118 

classification  of  cost  of,  for  extension  of  main  line C.  5M 

damage  to  property  during,  delayed  payment  for , C.  S8S 

of  docks  and  wharves,  rent  of  tide  lands  for C.  491 

duties  on  construction  materials  and  supplies C.  594 
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Construction,  expenditures  incidental  to  materials  and  supplies  for C.  694 

equipment  rented  to  contractor C.     53 

guard  rails  placed  on  main  line  curves C.  385 

hand  cai^  and  push  oars  used  in,  and  used  later  on  completed  road C.  600 

of  interlocking  plants  and  dismantling  of  same . C.  5S4 

indemnity  insurance  premiums  paid  in  connection  with C.  609 

judgment  involving  charge  related  to  closed  accounts  of : C.  590 

new,  expenditures  for,  how  shown  on  general  balance  sheet C.  557,  558 

payments  for  damage  by  overflows C.  38,  314,  317,  392 

personal  injury  and  stock  killed  during C.  314 

personal  injuries  incidental  to C.  309 

of  road  by  other  parties  to  be  ultimately  purchased,  salaries  and  expenses  of 

engineer  inspecting  work C.  519 

salaries  and  expenses  of  time  keepers  engaged  on C.  478 

salaries  of  operators  protecting  work  trains  engaged  in C.  146 

sale  of  equipment  purchased  during C.  4S0 

of  sidings  and  spur  tracks C.  501 

subway,  temporary  track  support  incident  to C.  599 

surveys  of  line  preliminary  to C.  578 

temporary  tracks C.  157,  158,  539 

and  removal  of  same  during C.  316 

temporary  trestling  used  in  making  fills C.  506 

temporary   water  stations '.  .  .  C.  501 

of  tracks  scales  and  stock  pens  built  during C.  4^7 

tracks  and  telegraph  lines  of  other  carrier  moved  during,  expense  of C.  315 

walls,  water  lines,  appliances,  etc.,  for  fire  protection C.     £8 

water  station,  expenditures  connected  with C.  6£0 

work,  ditching  machines  in  connection  with C.  480 

salaries  and  expenses  of  officers  engaged  in C.  4^^ 

Contact   appliances,  third  rail  (on  cars  or  motors) 37 

Continuous  rail  joints 5 

Contract,  payment  for  abrogation  of,  how  credited 0.  380 

with  a  lumber  company,  for  use  of  tracks,  treatment  of  rent  and  operating  charges.C.     96 

work,  loading  and  unloading  commercial  freight 6S 

Contracts,  printing.     See  "Stationery  and  Printing''  Accounts. 

Contributions  to  funds  on  account  of  catastrophes,  epidemics,  etc 114 

to  hospitals  for  account  of  dept.  of  M.  of  W.  &  S 19 

M.  of  E 48 

to  hospitals  for  the  Transportation  department '. 103 

by  railroad  to  its  relief  department Ill 

when  incidental  and  when  not  incidental  to  operation  of  road 55,  114,  C.  591 

to  terminal  company  operated  for  joint  benefit C.  637 

to  Y.  M.  C.  A.  and  like  organizations  including  pay  of  their  officers 89 

Conversion  of  equipment  to  other  purposes,  treatment C.  352 

Conveyers,  freight,  at  stations,  docks,  wharves,  piers,  labor,  expense  operating  (except 

when  "  Outside  Operations  ") 63 

freight,  at  stations,  etc.,  repairs  of  (when  not   "  Outside  Operations  ") 16 

ore  and  coal,  labor  and  operating  (when  not  "  Outside  Operations  ") 63,  65 

repairs  of  (when  not  "  Outside  Operations  ") 16 

supplies  of  (when  not  "  Outside  Operations  ") 65,  66 

Cooks  in  general  office  service,  pay  of 107 

on  special  cars  of  officials 107,  109  and  office  accounts  served. 

on  work  cars Accounts  served . 

Coolers,  water  for  cars - 89 

water  for  cars  of  officials 107,  109,  and  office  account  served. 

locomotives  (yard) 76 

(road) 85 

offices Office   expense  accounts  served. 

stations 66 
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Coolors,  water  towers,  siicnal  and  interlocking Tt.  91 

Coopers.  Htation,  pay  of 41 

station,  tools  for M 

Coppers   for  batteries.     Soe    Battery   Supplies. 

Copy   (impressions)   books Stationery  and  Printing   accounts  aerred. 

Copying  brushes »Stationery   and   Printing    accounts 

press  stanfl.*<  for  offices Office  expense   account 

for  stations ii 

presses  and  wringers  for Stationery  and  Printing  accounts  seired. 

Cord,  bell.     See  Boll  Cord. 

blocking  for  stations ii 

Corks  for  M.  of  E.  (when  unassignable) O.  A.  **  Shop  Expense!." 

Coroners'  inquests,  fees,  pay  of  employers  and  others  attending 19,  48,  Ifl 

Corporate  notices  in  newspapers,  etc.,  (when  not  advertising  for  revenue) 114 

Cost  of  operating  trains  and  maintaining  track,  construction  of  temporary  trestlen.  .C.  S09 
Cotton  compress  receipt,   fraudulent,   reimbursement  compelled  by  issue   of  bill   of 

lading  against W,  C.  919 

Counsel,  pay  and  expense  of 

clerks  of,  pay  and  expen.se  of ' 

offic«;  expenses  of 

Counters   (when  part  of  structure) Ii 

Coupon  ticket,  unu.sed C.  216 

Coupons  found  in  covers  of  mileage  books  returned,  how  credited C.  86,  80,  961 

special  admission  amusement,  value  of,  how  disposed  of C.  328 

Couplings,  hose,  for  stations 16 

Court  costs  of  plaintiffs,  including  final  judgments  in  loss  or  damage,  baggage 166 

freight 99 

property 161 

including  final  judgment  in  loss  or  injury,  stock  on  right  of  way 162 

in  personal  injury  cases 19,  48,  161 

Court  and  law  expenses  (not  otherwise  provided  for) 169 

Cranes 16, 

freight  handling,  repairs  and  renewals  of 

and  hoists  for  electric  traction  power  plants 

mail,  repairs  and  renewals  of 16 

(power  and  hand)  at  shops,  repairs  and  renewals  of 46 

Crayon  for  M.  of  E.  (when  unassignable) O.  A.  **Shop  Expenses." 

Crayons 20,  49.  58,  «f,  •?,  113 

Credentials,  passenger,  unclaimed  redeemable  portions C.  89,  261 

Crew  and  engine  of  wharf  company  rented  for  switching C.  416 

('rews,  divers  and  pilots  of  tugs,  barges,  mud  scows,  etc.,  engaged  in  repairs  and  re* 
ncwals  of  docks,  wharves,  piers,  and  other  landings,  and  in  dredging  about 

same  (when  not  "  Outside  Operations  ") 17 

engine,   train,  etc.    See  individual  titles,  as  Conductors,  Enginement  etc. 

Crib  work  (when  not  "  Outside  Operations  ") . .      17 

Cribs,  grain,  repairs  and  renewals  of  (when  not  "  Outside  Operations  ") 16 

Crops,  payments  for  damages  to Iff 

Cros.s-arms,  telegraph  and  telephone  lines |4 

transmitting  electric  traction 1| 

Cross-section  book.     See  Blank  Books. 

Crossing  drains H 

flagmen,  gatekeepers  and  watchmen  (highway)  pay  of  and  supplies  for 91 

frogs I 

gates  (highway) U 

(railway) |3 

signal  bells,  and  batteries  with  track  instruments  (highway) v  . , . ,      II 

street,  planks  laid  at,  for  train  .stops C.  M4 

timbers,  railway,  cost  of $ 

Crossings,  assessments  for  .street  or  sewer  repairs  at , II 
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Crossings,  farm,  at  grade,  repairs  and  renewals  of 11 

flagmen  at,  when  joint  facility C.  4  3 

grade,  highway,  repairs  and  renewals  of 11 

sprinkling .      11 

injury  to  stock  at.  damages  paid  on  account  of 102,  C.  3fi6 

operated  jointly,  watchmen  employed  at C.  359 

of  other  railways,  gates  at 13 

over  and  under  grade,  repairs,  etc 10 

railroad,  protected  by  interlockers  and  manual  signals C.  272 

rent  paid  for  land  to  prevent  putting  street  across  tracks C.  307 

signals  at,  in  joint  service C.  247 

street,  fines  and  costs  on  acccunt  of  blocking 101 

not  at  stations  or  in  yards,  electric  light  for 91,  C.  269 

switch 5 

timbers,  how  classified C.   102 

undergrade  roadway  and  drainage  (except  subways  not  public  highways) 10 

Crosscut  saws  for  M.  of  W.  &  S 18 

Cross  tie  clips,  plates,  rods  and  plugs 2, '5,  16 

Cross  ties,  cost  of,  including  inspection  and  freight  charges 2,  13,  16 

on  inclines  to  and  in  fuel  stations 16 

labor  unloading,  distributing  and  putting  in  track 2,  6,  16 

for  right-of-way  tracks  (but  not  "  on  inclines  to  and  in  fuel  stations,  in  ballast  pits, 
enginehouses,  shops,  store  houses  and  on  transfer  tables  and  on  turntables  ") .  .        3 

renewal  of 2,  3,  16 

removal  of  old 2,  6,  16 

for  tracks  in  ballast  pits 2 

enginehouses 16 

shops  and  storehouses 16 

on  transfer  tables  and  turntables 16 

bridges 3 

in  stations 3 

in  tunnels 3 

on  track  scales 3 

framing  for  bridges 9 

water  troughs 16 

work  train  service  distributing 2,  6,  16 

Crowbars  for  M.  of  W.  &  S 18 

for  locomotives 76,  85 

Crushers,  rock,  for  M.  of  W.  &  S 2,  18 

stone,  operations  of  at  ballast  pits 2 

Culverts  and  bridges,  constructing  and  removing  temporary  false  work 9 

bridges  and  trestles,  protecting  against  ice,  drift  or  water 9 

repairs  and  renewals  of 9 

and  cattle  pits,  filling,  labor  and  material 6 

cleaning • 9 

Cupboards  in  engineho.uses 72,  81 

movable.     See  Furniture. 

immovable ^ 13,  16 

Cups,  according  to  where  used 66,  70,  89,  90 

for    offices '.Office  Expense  accounts  served. 

for  non  revenue  service  trains Accounts  served. 

sponge 20,  49,  58,  59,  97,  113 

tin,  M.  of  E.  (when  unassignable) O.  A.  "Shop  Expenses." 

Curbing  hooks  for.M.  of  W.  &  S 18 

Curbs,  assessments  for C.   149 

Currency  for  pay  rolls,  premium   on 1 14,  C.  346 

Current    See  Electric  Current. 

Curtains,  according  to  where  used.    25,  28,  31,  34,  43,  66,  70,  87,  90,  and  office  expense 

accounts  served. 
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Curves  (engineering  instruments) 1, 24 

Cushion  beaters H 

for  M.  of  E.  (when  unassignable) O.  A.  "  Shop  £zpefiiei." 

Cushions,  according  to  where  used 25,  28,  Jl,  43,  M 

cars  of  officials.     Sec  Officials.  Cars  of. 

cleaning,  labor  and  supplies  for  car H 

office Expense   accounts  sexred. 

Cuspidors  for  cars,  according  to  where  used.    66,  89,  and  Office  Expense  accounts  senrad. 
of  officials.     See  Officials,  Cars  of. 

Customs  detention  of  cars,  per  diem  accruing  during C.  89! 

duties  on  construction  material  and  supplies C.  i^ 

locks  and  padlocks  on  cars s$ 

inspectors  at  stations,  payments  for  time  of 6I 

Cut-out  switches 13,  16,  46,  47 

Cut-outs,  electric  power  transmission |J 

Cuts,  sloping,  widening 1 

Cutting  sod  lines | 

Cyclostyles 10,  49,  SS,  ff/fj,  lU 


D. 

Damage  adjusters,  pay  and  expenses  of 99,  100,  101,  102 

to  baggage,  payment  for 100 

to  bridge  by  wreck  necessitating  a  temporary  pile  structure 9,  C.  450 

to  cars  and  locomotives  of  foreign  lines  having  trackage  rights 101 

waybilled  as  freight 99 

in  carrier's  revenue  service  (cars) 31,  34 

(locomotives) 25,  28 

in  yard  jointly  operated C.  S56 

claims,   adjustment   of,   pay   and   expenses  of  employees  and   others  attending 

investigations 99,  100,  101,  102 

amount  of  final  judgment,  plaintiff's  court  cost  included 99,  100,  101,  102 

to  clothing  worn  by  persons  not  in  accident,  payment  for 100 

to  clothing  worn  by  persons  when  in  accident,  payment  for 19,  48,  103 

to  company's  material  in  transit 99,  C.  8 

property  in  house 99 

to  crockery  or  other  car  equipment  and  supplies  of  other  companies,  not  carried  as 

freight 101 

to  freight,  payments  for,  and  all  expenses  directly  incident  thereto 99 

to  interlocking  plant  operated  jointly 101,  C.  471 

lawsuits,  pay  and  expenses  of  employees  and  others  while  serving  as  witnesses 

in .99.  100,  101,  102 

witness  fees 109 

to  locomotive,  by  defective  track  of  another  carrier   101,  C.  399 

of  foreign  lines  in  carrier's  revenue  service 25,  28 

to  milk  shipments,  payments  on  account  of 99,  C.  6B6 

by  overflow C.  38,  314,  317,  392 

paid  for  injury  to  stock  on  right  of  way 102,  C.  396 

to  personal  effects  of  passengers  in  wreck 100,  103,  C.  S86 

to  pr9perty,  claims,  expenses  of  office  and  claim  agent  in  charge  of .  . .  .  101,  102,  C.  5S£ 

delayed  payments  for C.  424 

during  construction  of  line  in  previous  year,  payments  on  account  of C.  583 

to  property 101 

of  foreign  lines  at  grade  crossings  (when  not  a  joint  facility) 101 

in  joint  facility  operation C.  364 

in  joint  yards,  etc.,  operation C.  491 

not  owned  by  company,  as  wood  lands,  fences,  buildings,  crops,  etc 101 

of  others  by  overflow 101 

by  tug!>oat  used  in  Outside  Operations C.  470 

witness  fees  in  connection  with C.  310 

to  stock  on  right  of  way 102 

to  vessels  and  wharves 79 

by  wa.^houts,  cost  of  restoring  road 6,  C.  438 

to  work  cam  of  foreign  lines  in  carrier's  work  service  repairing 43 

having  trackage  rights 101 

way  billed  as  freight 99 

Damaged  freight,  recoopering 99 

or  unclaimed  baggage,  sale  of,  amount  recovered  for 100 

freight,  sale  of,  amount  recovered  for 99 

rent  of  building  for  storage  of 99,  C.  6S8 

441 
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Damages,  account  of  ejectment  of  passengers  from  train 103,  C.  7S 

account  of  failure  of  train  to  stop  at  station  for  passenger 98,  103,  C.  79 

stock  killed  during  construction C.  314 

of  washouts  or  overflows  caused  by  construction  of  new  double  track C.  317 

claims  for,  when  road  carries  its  own  insurance Ill,  19,  48,  103,  C.  4^1 

witness  fees  and  judgment  in  suit  for,   connected  with  sttempted   burning  of 

shop 21,  C.  618 

Dams  for  water  supply I# 

Deadheaded  cars  in  passenger  and  freight  trains,  mileage  of C.  AfO 

Dead-heading  in  connection  with  revenue  train  service,  pay  of  traiumen 83 

in  connection  with  non  revenue  service Accounts  seimL 

Decisions  in  Accounting  Bulletins,  authority  for C.  451 

Deck  lamps  for  freight  cars 34 

Decking,  double  for  stock  cars 34 

gravel  protecting  bridges  against  fire f 

Deeds  for  right  of  way,  second  payment  on  account  of  not  having  proper C.  4^ 

Defective  appliances  on  cars,  fine  on  account  of 50,  C.  557 

track,  damage  to  locomotive  of  another  carrier,  due  to 25,  101,  C.  3M 

tracks,    bridges,    or    tunnels,    transferring   passengers,    express    matter,    basgage 

mail  and  freight  owing  to 8f 

Deferred  payments,  on  cars  purchased,  interest  upon ".C.  $79 

Deficit  from  operation  of  Union  Depot,  participation  in,  how  treated C.  33t 

Delayed  payments C.  575 

payments  of  casualty  claims , C.  4M 

Delays  to  baggage,  payments  for IM 

in  freight  and  live  stock,  payments  for,  and  all  expen.-es  directly  incidental  to  ... .     ft 

to  vessels  at  drawbridges,  payments  for |0I 

Delivery  of  material Part  of  the  cost  of  the  materiaL 

men,  station,  pay  of #3 

tickets f7 

Demurrage  charges,  uncollectible,  treatment  of 98,  C.  814 

caused  by  error  in  billing  freight 98,  C.  544 

paid  for  detention  of  a  boat C.     27 

penalty  for  failure  to  furnish  cars  under  reciprocal  laws 98,  C.     77 

received  on  baggage  cars  used  by  theatrical  parties C.  S90 

Depositions,  expenses  in  connection  therewith  (when  not  specially  provided  for) ....     139 

Deposits,  bank  interest  on C.  305 

Depot  masters,  pay  of #3 

Depot ,  rent  of  land  for  building C.  808 

Depots,  joint,  deficit  from  operation,  treatment  through  joint  facility  accounts  . . .  .C.  829 

rent  of  space  in C.  SMS 

Depreciation  accounts,   how  considered,   what  replacement  represents,   what  equip- 
ment account  should  include C.  666t  667,  S68,  S7S 

accounts,  temporary  sidings  and  spur  tracks C.  S60 

ballast  pit  machinery 3 

bridges  and  other  structures,  adjustment  of  accrued  depreciation C.  385 

electric  e(iuipment  of  cars 39 

locomotives 3t 

equipment C.   112 

accruing  prior  to  July  1,  1907 C.  S74 

equipment,  basis  for  charging C.  S9S 

destroyed C.  4^1 

determination  of  rate  at  which  charges  should  be  made C.  100 

rented  to  a  lumber  plant C.  SS9 

time  from  which  computed  in  making  monthly  charge  for C.     M 

under  a  car  trust 33,  30,  C,     48 

explanation  of  the  word  *'  fund  "  in  connection  with  the  text C.   171 

floating  eciuipmcnt 43 

retired,  difference  in  amount  accrued  and  salvage C.  400 
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Depreciation,  freight  train  cars 3i 

gasoline  motor  car  used  as  a  passenger  coach Si,  C.  465 

locomotive,  sale  of C.  Sol 

locomotives.     See    also,  Electric    locomotives.    Steam  locomotives. 

locomotives C.     36 

M.  of  W,  &  S Not  specifically  provided  for. 

parlor  and  sleeping  cars C.     55 

passenger  train  cars Si 

power  plant  equipment 47 

principle   on   which    charges   should   be   made   and   distributed   throughout   the 

fiscal  year C.   167 

rate  to  be  used  in  determining C.   168,  348 

repairs  and  operation  of  steam  wrecking  derricks 43,  44,  45,  C.  339 

roadbed,  when  charged 6,  C.  40 

steam  locomotives 27 

tools  and  machinery  (shop) 46 

valuation  on  which  charges  should  be  made C.   107 

work  equipment 45 

Derails  for  ballast  pits 2 

in  tracks 5 

in  buildings 16 

Derrick  cars,  repairs  of 43 

steam  wrecking,  depreciation,  repairs  and  operating  expense C.  339 

Derricks,  in  ballast  pits 2 

in  buildings 16 

in  shops 46 

steam  wrecking,  repairs  of 43 

Desk  baskets 20,  49,  58,  59,  97,  113 

Desks  for  cars  of  oflBcials.     See  "  Officials,  Cars  of. 
for  offices.     See  "  Furniture." 

stations 66 

typewriter.     See  *'  Furniture." 

Destruction  of  agency  records,  involving  claim  against  agent C.  398 

of  building  or  equipment  by  fire,  loss  due  to C.  6B1 

of  cars  leased,  disposal  of  excess  in  replacement  fund  provided  to  cover  loss  by .  .  C.  618 

Pullman,  by  wreck,  payment  for  loss  due  to C.  633 

equipment,  insurance  recovered  in  connection  with C.  353 

of  property^  insurance C.  4^9 

Detecting  thieves,  pay  and  expenses  of  those  serving  in,  connection  with  freight 99 

baggage 100 

property 101 

Detective  agencies Account  served. 

agencies  engaged  in  carrier's  service,  fares  refunded C.  6£8 

payments  for  services  of C.  298 

expenses  of,  in  connection  with  investigation  of  train  wreck 61,  C.  331 

Detectives,  supervisory  staff 61 

general  staff Account  served . 

at  stations 63 

in  yard 67 

Detention  of  cars  at  customs  points,  i>er  diem  accruing  during C.  697 

Detouring  trains,  account  of  wrecks,  washouts,  etc .^ 89 

treatment  of  mileage C.   105 

Devices,  for  equipment  patents  on C.  287 

Dictionaries I,  24.  53,  54,  58,  61.  66,  108.  109 

Dikes,  protecting  banks 6 

protecting  bridges  against  ice,  water  or  drift 9 

Dining-car  line,  operation  of ,.  .  .C  4^7 

service,  joint,  handled  as  an   outside   operation,   the   net  result   a  loss  to  each 

Une , C.4U 
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Dining-cars,  cleaning  exterior  of C. 

repairs  of "Outaide  Operaticns.** 

Dippers  for  M.  of  W.  A  S II 

for  stations ii 

Director  of  operation,  pay  of if 

Directories 1,  34,  53.  54,  58,  61,  66.  IM.  !•• 

city,  for  stations ii 

Directors*  fees  and  expenses 1 14»  C.  448 

publishing  notices  of  election  of 114 

Dirt,  used  as  ballast  instead  of  stone,  gravel,  etc 2,  C.  W 

Disbursements,  auditor  of,  pay  and  expenses  of |#i 

auditor  of,  clerks  of,  pay  and  expenses  of |§7 

office  expenses  of » |#i 

Discount  on  bonds  issued C.     19 

on  bonds C.  609^  504^  SOS 

issued  for  Additions  and  Betterments,  charge  to  Discount  on  Seourities  Lnued. 

issued  for  construction C.  101 

foreign  stamp  in  relation  to C.  6i0 

for  cash,  on  materials  and  supplies  purchased C.  SS6 

on  notes  secured  by  bonds  of  longer  period,  extinguishment  of C.  SS7 

on  securities,  capital  stock  issued  without  consideration,  as  related  to C.  S81 

on  securities  given  as  commission C.  284 

Disinfecting  cars,  labor  and  supplies  for ff 

live  stock  pens  (when  not  "  Outside  Operations  ")  pay  of  employees 41 

machines,  portable,  for  cars 8f 

stations,  pay  of  employees * 4I 

by  other  than  employees 44 

Dismantled  equipment  account,  when  permissible C*  111 

Dispatchers ,  chief,  pay  and  expenses  of 43 

train,  pay  and  incidental  office  expense  of,  including  force 43 

Dispatching  locomotives 73,  81 

trains 43 

telegraph  operators  handling  orders  for 63,  C.  108 

Disposition  of  unclaimed  wages C.  4S7 

Distributing  ballast 3 

material  from  storehouses O.  A.  "Storehouse  Expenses.'* 

passenger  timetables,  folders,  and  notices  to  shippers n 

and  setting  up  portable  snow  fences ^ 7 

track  superstructure  material   (except  ballast) 6,  14 

Distribution    of    collections    from    other    carriers   for   facilities   at   terminal    freight 

houses C.  414 

of  equipment,  repairs  expense  at  joint  shops C.  308 

of  expense  of  cleaning  and  furnishing  supplies  for  cars C.  410 

of  expense  of  furnishing  supplies  acquired  under  contract C.  413 

of  expense  of  joint  fuel  stations C.  411 

of  expense  of  operating  jointly  used  roimdhouse C-  400 

of  expense  of  repairing  commercial  cars  and  locomotives C.  418 

of  extraordinary   expenses,   the  results  of  casualties  in  the  operation  of  joint 
facilities C.  401 

District  agents  (soliciting  traffic),  pay  and  expenses  of |4 

Ditches  in  roadway  superstructure  work,  operating 6 

tile  and  open,  constructing  and  cleaning 6 

Ditching  cars,  repairs  of 48 

channels  of  streams  to  protect  embankments 6 

gravel  pits J 

lines  for  M.  of  E.  when  unassignable O.  A.  *'Shop  FlTpimiil " 

maehincH  not  permanently  mounted  on  ears ,C  480 

Diverting  trains , 99 

Dividend  notices,  publishing ||4 
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Division  engineers,  M.  of  W.  pay  and  expenses ^ 1 

engineers,  M.  of  W.  clerks  of,  pay  and  expenses « 1 

freight  agents,  pay  and  expenses 53 

clerks  of,  pay  and  expenses 53 

master  mechanics,  pay  and  expenses 24 

passenger  agents,  pay  and  expenses 53 

clerks  of,  pay  and  expenses 53 

roadmaster,  pay  of 1 

clerks  of,  pay  and  expenses 1 

superintendent  and  assistants,  pay  and  expenses  of 61 

clerks  of,  pay  and  expenses  of 61 

Docks,  coal  and  ore,  operation  of 65,  C.  4*7 

repairs  and  renewals  of  (when  not  "  Outside  Operations  ") 17 

ore,  switching  cars  at,  classification  of  mileage  and  treatment  of  expenses C.  135 

unloading  coal  at,  clearing  account  for  amounts  paid  and  collected C.  4S5 

and  wharves 17 

buildings  on  (when  not  "  Outside  Operations  ") 16 

machinery  (except  at  ferry  slips,  transfer  bridges  or  when  "  Outside  Operations  ")  13,  16 
operation  of  floating  equipment  engaged  in  repairing  (when  not  "  Outside  Oper- 
ations ") 17 

piling  and  other  protection  against  damage  by  drift  or  ice 17 

repairs  and  renewals  of  when   used  in  "  Outside  Operations "   not  chargeable 

to  operating  expenses 17 

supervisors  of,  pay  and  expenses  (when  not  "  Outside  Operations  ") 17 

rent  paid  for  tidelands,  for  building C.  431 

tracks  on (Treated  like  roadway  track) 

Doctors,  fees  and  expenses  in  connection  with  M.  of  E 19 

M.  of  W.  &  S 48 

transportation 103 

Document   file   cases  for  stations 66 

Dodgers,  advertising 55 

Dogs,  in  baggage  cars,  revenue  from  carrying C.  88 

Donations  to  carnivals,  account  of  traffic  purposes 55 

to  expositions,  fairs  and  stock  shows  when  not  directly  for.  .traffic  account 58 

to  hospitals  for  account  M,  of  E 48 

M.  of  W.  &  S 19 

transportation 103 

to  local  fire  departments 1 14,  C.  113 

mado  by  company 55,  1 14,  C.  591 

Door  boards,  temporary  grain,  receipts  from  sale  of 89 

noors,  storm,  for  locomotives 25 

temporary  grain,  for  freight  cars 89 

I  )opc  buckets,  at  enginehouses 72,  81 

on  locomotives 76,  85 

for  lubricating  cars 89 

M.  of  E.  shops  (when  unassignable) O.  A.  "Shop  Expenses." 

Double  decking  freight  cars 34 

Drafting  and  Engineering  instruments  for  M.  of  E 24 

for  M.  of  W.  &  S 1 

Drafts  and  checks,  cost  of  exchange 1 14,  C.  207 

Draftsmen,  M.  of  E.,  pay  and  expenses  of 24 

M.  of  W.  &  S.,  pay  and  expenses  of 1 

Drainage  for  undergrade  crossings 10 

Draining  buildings  of  signal  and  interlocking  plants,  fixtures  for 13 

all  other  buildings 16 

gravel  pits 2 

roadbed 6 

scale  pits If 

station  and  shopgrounds 
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Draining  pipes,  bridge f 

building,  qjgnal  and  interlocking  plants 13 

all  buildings  not  signal  or  interlocking  plants li 

Drains,  crossing II 

roadway,  sewer  pipes  for  placing  and  cleaning > i 

Draping  stations,  cost  of 114 

Drawbridge,  expense  of  operation  as  a  joint  facility C.  360 

Drawbridges,  operation,  labor  and  supplies 93 

repairs  of f 

Stationary  engines  at f 

vessels  detained  at,  payments  for lt| 

Drawing  boards,  instruments,  tables 1.  34 

Drawing  board  supplies Stationery  and  Printing  accounta  served. 

knife  for  M.  of  W.  &  S 18 

Dredges,  operation  of  (when  not  "  Outside  Operations  ") 17 

scows,  etc.,  for  maintenance  or  construction  work,  repairs  of 4J 

Dredging  about  piers,  docks,  bulkheads,  and  ferry  slips,  or  approaches  thereto,  with 

cost  of  removing  dredged  material  (when  not  "  Outside  Operations  ") 17 

Dre:iising  ballast i 

Drill,  calyx,  used  in  construction  and  operation C.  318 

Drilling,  fire,  for  M.  or  E O.  A.  "Shop  Expenses." 

for  water  supply  (if  charged  to  expenses) 18 

Drinking  cups  and  glasses  for  M.  of  E.  (when  unassignable) O.  A.  "Shop  Expenses.*' 

cups  and  glasses  for  non-revenue  service  trains Account  served. 

for  offices Office  Expense  accounts  served. 

for  revenue  service  trains .■ 89 

for  stations 88 

DrivcrH,  service  wagon,  of  general  offices,  pay  of 107 

service  wagon,  of  purchasing  department 

O.  A.  "Purchasing  Department  Expenses." 
Driveways  and  alleys,  at  stations  and  yards,  serving  passengers  or  freight 18 

at  Htations,  rent  paid C.  406 

Drop  pits,  repairs  and  renewals |8 

tables  at  shops,  repairs  and  renewals 48 

Drying  houses,  repairs  and  renewals  of 18 

sand.     See  Sand. 
Dump  cars  for  fuel  plants 18 

for  fuel  plants,  lubricating 7J,  83 

(commercial  coal  or  stone)  repairs  of 34 

(work)  repairs  of 43 

Dumpage  of  coal,  revenue  from C.  tS8 

Dumpers,  clinker,  pay  and  supplies  for 73,  81 

Dumping  locomotives,  labor  and  supplies  for 73,  81 

Dunnage  for  cars 89 

lumber  for  cars , 89 

Duplication  by  error  of  payment  of  claim,  loss  due  to 114,  C-  6JS 

Duplicators 30. 49.  58.  S9.  97.  1 13 

Dusters,  feather,  for  stations 88 

for  offices Office  Expense  account  served. 

signal  and  interlocking  towers 70,  98 

stations 88 

Dustpans  for  M.  of  E.  (when  unassignable) O.  A.  "Shop  Expenses.'* 

Duties  paid  on  construction,  materials  and  supplies C.  504 

Dwellings  for  employees  (without  rental)  repairs  and  renewals  of 18 

Dynamite  for  quarrving  ballast J 

for  M.  of  W.  &  S 3.  8.  8.  13,  18,  ete. 

Dynamo  covers  for  electric  cars 37 

houses,  signal  and  interlocking  plants 13 

all  buildings  except  signal  and  interlocking  plants 1# 
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Dynamo  supplies  for  electric  traction  power  plants 86 

freight  handling  power  plants 66 

fuel  station  plants 73,  82 

interlocking  and  signal  plants,  road 90 

yard 70 

for  locomotive  electric  lights 76,  85 

M.  of  E.  shops  (when  unassignable) O.  A.  "Shop  Expenses." 

men  of  electric  traction  power  plants 86 

at  M.  of  E.  shops  (when  unassignable) O.  A.  "Shop  Expenses." 

pay  of,  charged  to  the  account  served 63,  69,  73,  82,  86,  90 

Dynamometer  car,  repairs  of 43 

car  testa,  incidental  expenses  testing  the  car 24 

car  use  of  on  roadway 6 

Dynamos  and  parts 13,16,  46,  47 

electric  traction  power  plants 47 

interlocking  plants 13 

shop  power  plants 46 


£. 

Eating  houses  (not  "  Outside  Operations  ")  repairs  and  renewals  of li 

KconomizcrH  for  electric  traction  plants 47 

Ejectment  of  paHsengers  from  train,  payment  of  damages  for lOJ,  C.  78 

Election  of  directors,  publishing  notice  of 114 

Electric  bells  for  highway  crossings .      II 

for  offices Office  Expense  accounts  served. 

for  passenger  cars 31 

tunnels,  current  for 99 

installation  of li 

Electric  current  for  enginehouses 73,  81 

highway  crossings • 91 

lighting  cars  in  revenue  service 89 

locomotive  fuel  stations 7J,  82 

M.  of  E.  shops  (when  unassignable) O.  A.  "Shop  Ehcpenses.'* 

offices Office  Expense  account  served. 

signals  and  towers 70,  99 

stations,  station  grounds,  station  offices  and  other  station  buildings M 

tunnels 8 

yards  having  regular  switching  service 79 

Electric  current  for  traction  purposes.     See  Electric  traction. 

t  urntable  service 72,  81 

Electric  e(iuipment  of  cars  and  cost  of  new  cars  electrically  equipped C.  SS 

depreciation J9 

renewals 38 

repairs 37 

equipment  of  lighting  plants 19 

of  power  plants,  expenses  of C.  58,  69 

for  electric  traction , 47 

not  traction  or  shops 19 

for  shop  machinery 49 

equipment  superintendent  of,  pay  and  expenses  of 34 

fans  for  cars  (when  a  fixture) 31 

for  M.  of  E.  shops  (when  unassignable) O.  A.  "Shop  Expenses." 

' '   offices Office   Expense  accounts  served. 

'  *    stations 99 

headlights  on  locomotives  when  betterment.     Charge  as  Additions  and  Betterments, 

proper  aeoount. 
lamps,  incandescent  and  carbon.     Charged  to  accounts  served.    See  Electric.  Current. 

light  dynamos  on  locomotives  in  revenue  service,  supplies  for 79,  85 

for  passenger  cars,  machinery  at  terminal  station  for  furnishing C.  OOS 

and  power  plants,  conditions  under  which  treated  as  an  outside  operation.  .C.  4S0 

supplies  for  stations 99 

wiring  in  buildings  (exirept  when  rented) 1  J,   19 

rented  offices Office  Expense  accounts  served. 

fixtures  for  buildings  and  offices  (when  not  rented) IJ,  19 

for  l)uildings  and  offices  (rented) Office  or  other  Expanse  accounts  served. 

permanent,  in  passenger  cars 31 

in  tunnels 8 

.448 
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Eliminating  grade  crossings,  expense  of  opening  public  roads  for 

Embankments,  widening,  labor  and  material 4 

and  walls  to  protect  buildings  and  grounds  against  freshets 1§ 

roadway § 

sodding § 

Emergency  equipment  ("  first  aid  ")  at  stations §$ 

on  trains S9 

(wrecking)  on  locomotives 74,  8S 

at  stations M 

on  trains $9 

Emigrant  cars,  repairs  of 41 

Employees.     See  also  under  title.     Charged  according  to  service  regularly  performed. 

additional  compensation  to,  for  carrying  mail 63,  #6,  C.  6M8 

agency,  salaries  of,  when  part  of  a  joint  operation C.   118 

affidavits  of,  concerning  shippers'  claim,  notarial  fees  connected  with. .  .99,  109,  C.  ff07 

air  brake  instructions  for 61,  C.  254 

attending  investigation  of  accident 61,  C.  445 

at  coal  and  ore  docks C.     65 

at  crossings,  wages  of 90,  C.  204 

errors  and  faults  of,  payments  and  losses  due  to 114,  98,  C.  61 S,  614,  ^IS 

injuries  to  by  another  carrier  operating  under  trackage  rights,  payment  for.  . .  .C.  364 

at  joint-facility  stations C.  193,  258,  277 

operating  interlockcrs  and  other  signals 69,  C.  468 

pay  and  expenses  when  witnesses 19,  48,  193,  C.  310 

pay  and  expenses  while  attending  inquests 19,  48,  lOJi  C.     84 

pensions  for  and  incidental  expenses 112,  C.  208,  302 

rooms  rented  to,  revenue  and  expenses C.  6MS 

salaries  of  when  acting  as  general  officers 196,  C.  209 

at  stations,  expense  of 66,  C.  205 

telegraph,  in  traffic  officers'  offices  or  in  outside  agencies,  salaries  and  supplies  of 

53,  54,  C.  619 
transferring  freight  from  yard  to  point  on  main  line,  classification  of C.  64t 

Engine.     See  also  Locomotive. 

cleaning  and  washing 72,  81 

fire,  houses,  repairs  and  renewals 16 

mileage,  when  not  common  carrier  engine  mileage C.  881,  383 

oil  for  lubricating  locomotives 75,  84 

supplies,   work   train   service Accounts  senrecL 

Engineer.     See  also  Engineers. 

of  bridges,  M.  of  W.  &  S.  pay  and  expenses  of 1 

of  buildings,  M.  of  W.  &  S.  pay  and  expenses  of 1 

chief,  pay  and  expenses  of 1 

division,  M.  of  W.  &  S,  pay  and  expenses  of 1 

of  electric  traction,  chief,  pay  and  expenses  of.  ... "  Superintendence  "  accounts  senred. 

electrical,  and  assistant  pay  and  expenses  of  M.  of  E 24 

M.  of.W.  &  S I 

nidintenance  of  way  and  structures,  pay  and  expenses  of I 

mechanical,  and  assistant,  pay  and  expenses  of  M.  of  E 24 

M.  of  W.  &  S I 

principal  assistant  M.  of  W.  &  S.  pay  and  expenses  of I 

signal,  and  assistants  pay  and  expenses  of U 

of  tests  (not  electric  traction)  pay  and  expenses  of 34 

(r.'lectric  traction)  pay  and  expenses,  .according  to  account  served,  15,  16,  47,  86 
traveling  locomotive,  pay  and  expenses 61 

Engineering  account  in  Classification  of  Road  and  Equipment C.  100 

department,  expenses  of  studies  in  connection  with  proposed  work C.       0 

and  drafting  instruments  M.  of  E 34 

M.  of  W.  &  S 1 

stakes , . .        I 
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Eliminating  grade  crossings,  expense  of  opening  public  roads  for H 

Embankments,  widening,  labor  and   material $ 

and  walls  to  protect  buildings  and  grounds  against  freshets ,.     li 

roadway $ 

sodding 4 

Emergency  equipment  ("  first  aid  ")  at  stations |i 

on  trains 9 

(wrecking)  on  locomotives 7§,  99 

at  stations |i 

on  trains 9 

Emigrant  cars,  repairs  of || 

Employees.     See  also  under  title.     Charged  according  to  service  regularly  performed. 

additional  compensation  to,  for  currying  mail 63,  M,  C.  998 

agency,  salaries  of,  when  part  of  a  joint  operation C.  118 

affidavits  of,  concerning  shippers'  claim,  notarial  fees  connected  with.  .  .99,  109,  C.  607 

air  brake  instructions  for 61,  C.  2M 

attending  investigation  of  accident 61,  C.  44d 

at  coal  and  ore  docks C.     86 

at  crossings,  wages  of 90,  C.  204 

errors  and  faults  of,  payments  and  losses  due  to 114,  98,  C.  &1S,  614,  61$ 

injuries  to  by  another  carrier  operating  under  trackage  rights,  payment  for.  .  .  .C.  864 

at  joint-facility  stations, C.  193,  258,  277 

operating  interlockcrs  and  other  signals 69,  C.  468 

pay  and  expenses  when  witnesses 19,  48,   103,  C.  310 

pay  and  expenses  while  attending  inquests 19,  48,  103,  C.     84 

pensions  for  and  incidental  expenses 112,   C  208,  302 

rooms  rented  to,  revenue  and  expenses C.  69$ 

salaries  of  when  acting  as  general  officers 106,  C.  200 

at  stations,  expense  of 66,  C,  206 

telegraph,  in  traffic  officers'  offices  or  in  outside  agencies,  salaries  and  BUpplies  of 

63,  54,  C.  61B 
transferring  freight  from  yard  to  point  on  main  line,  classification  of C.  64t 

Engine.     See  also  Locomotive. 

cleaning  and  washing 73^  $1 

fire,  houses,  repairs  and  renewals |§ 

mileage,  when  not  common  carrier  engine  mileage C.   381,  883 

oil  for  lubricating  locomotives 73^  $4 

supplies,   work   train   service Accounta  ■erved. 

Engineer.     See  also  Engineers. 

of  bridges,  M.  of  W.  &  S.  pay  and  expenses  of | 

of  buildings,  M.  of  W.  &  S.  pay  and  expenses  of | 

chief,  pay  and  expenses  of | 

division,  M.  of  W.  &  S,  pay  and  expenses  of | 

of  electric  traction,  chief,  pay  and  expenses  of.  ... "  Superintendence  "  accounta  aerred. 

electrical,  and  assistant  pay  and  expenses  of  M.  of  E 34 

M.  of.W.  &  S I 

maintenance  of  way  and  structures,  pay  and  expenses  of | 

mechanical,  and  assistant,  pay  and  expenses  of  M.  of  E 34 

x\I.  of  W.  &  S I 

principal  assistant  M.  of  W.  &  S.  pay  and  expenses  of I 

signal,  and  assistants  pay  and  expenses  of |3 

of  tests  (not  electric  traction)  pay  and  expenses  of 34 

(electric  traction)  pay  and  expenses,  .according  to  account  served,  13,  16,  47,  86 
traveling  locomotive,  pay  and  expenses 61 

Engineering  account  in  Classification  of  Road  and  Equipment C.  100 

department,  expenses  of  studies  in  connection  with  proposed  work C.       0 

and  drafting  instruments  M.  of  E 34 

M.  of  W.  &  S 1 

stakes I 
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Engineers,  salaries  and  expenses  of,  engaged  in  inspecting  a  railway  with  a  view  of 

purchasing C.  619 

stationery,  cost  of  license  for O.  A.  "Shop  Expenses"  C.  4^9 

Enginehouse,  callers  and  cleaners,  pay  and  supplies  for  (including  detachable  cupboards) 

road  engines 81 

yard  engines 72 

cinders,  removing 72,  81,  C.   163 

heating,  lighting,  telephone,  rent  (road) 81 

(yard) 72.  C.  203 

light  (road) 81 

(yard) 72 

machinery  and  tools,  repairs  and  renewals 46 

painting  front  ends  of  locomotives  (road) 81 

(yard) 72,  C.  391 

rent  of  stalls  in  (road) 81 

(yard) 72 

repairs  and  renewals 16 

service  for  non-revenue  trains Account  served  by  train. 

telephone  (road) 81 

(yard) .  .  .  .* 72 

tracks,  repairs  and  renewals 16 

work    on    locomotives    in    non-revenue    service ,  .  Charged  to  the  account  served  by 

locomotive. 

Enginemen  attending  investigation,  pay  of 61,  C.  445 

callers  of  road 81 

yard 72 

hauling  non-revenue  trains.  Account  served  by  train  hauled,  1,  24,  53,  61,  106,  107,  109 

in  revenue  train  service,  pay  of 80 

running  disabled  road  engine  to  terminal  (unless  chargeable  to  "  clearing  wrecks  ")     80 

of  snowplow  held  ready  for  service,  pay  of 7 

stationary,  at  air  compressors  for  yard,  switch  and  signal  service,  wages  of 69 

supplies  used  by 70 

at  air  compressors  for  signals  and  switches  (other  than  exclusively  yard), 

wages  and  supplies  used 90 

at  drawbridges,  wages  and  supplies 92 

at  electric  traction  power  plants,  wages  and  supplies 86 

in  general  oflBce  service,  wages 107 

M.  of  E.,  wages  (when  unassignable) O.  A.  "Shop  Expenses." 

at  station  heating,  lighting  and  freight  handling  power  plants,  wages  of 63 

at  water  stations,  wages  and  supplies 74,  83 

testing  sight  and  hearing  of,  cost  of  apparatus 89 

pay  of  examiners 61 

torches  for 76,  85 

on  water  trains,  pay  of 74,  83,  C.  458 

work  train  services Accounts  served . 

Enginemen,  yard,  terminal  and  transfer  switching  service,  wages  of 71 

Engine-room  appliances Maintenance  accounts  served. 

liHgines.     See  also  locomotives. 

fire,  repairs  and  renewals  of 16 

hoisting  M.  of  W.  &  S.,  repairs  and  renewals  of 18 

stationary,  repairs  of 2,  9,  13,  16,  46,  47 

at  ballast  pits,  expense  operating 2 

at  drawbridges,  maintenance 9 

expense  operating 92 

at  electric  traction  power  plants,  expense  operating 86 

at  M.  of  E.  shops,  expense  operating  (when  unassignable)  O.  A.  "Shop  Expenses.'' 

at  stations  for  heating,  lighting,  freight  handling,  operating,  wages 63 

supplies 66 

iOngraving,  expense  of,  in  connection  with  new  bond  issue C.  57^ 
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Epidemics,  contributions  to  funds  on  account  of 114 

Equipment  accounts,  adjustment  of  ledger  accounts  to  inventory  values C.  171 

accounts,  explanation  of.  in  counection  with  replacement  accounts  and  depreciation 

accounts .  .  ,  .  ,\ C.  666,  667,  668,  S7t 

conversion  of  cars  to  other  purposes C.  353 

acquired  since  July  1,  1907,  sale  of,  at  a  profit C.  SS6 

acquired  with  road  purchased,  improvements  to,  how  considered C.  S69 

additions  and  betterments  to C.  147 

minimum C.  670,  671,  S79 

ballast  cars  in  commercial  service 34,  C.  47 

bonds  issued  for,  discount  on C.  19,  101 

burning  of,  loss  due  to C.  Bit 

clearing  account  for  shop  expenaes C.  173 

condemned  or  destroyed,  material  released C.     33 

cost  of  repairing  locomotives  and  commercial  cars C.  413 

damaged  in  Jointly  operated  yard C.  SS6 

basis  for  charging C.  69S 

depreciation  on,  accruing  prior  to  July  1,  1907 C.  67i 

when  furnished  to  an  industrial  company C.  SS9 

and  renewal  of C.  49,  112,  109,  171,  172 

pending  fixed  rate C.  348 

on  charges  required  when Q,  167 

on,  determination  of  rate  at  which  charges  should  be  made C.  168,  109 

percentage  applied,  principle  involved C.  848 

purchased  under  trust  agreement C.     48 

valuation  on  which  charges  should  be  made C.  107 

destroyed  on  foreign  lines C.  176 

destroyed,  replacement  accounts,  charged  when C.  4M1 

or  sold C.  189,  176 

donkey  engine  used  for  pulling  stumps,  etc.,  in  the  operation  of  a  gravel  pit.  . .  .C.  600 

electric,  of  power  plants,  how  charged C.     58 

electric,  superintendent  of,  pay  and  expenses 34 

of  electric  traction  power  plants,  repairs  and  renewals 47 

electrical,  and  the  electric  equipment  of  cars C.     £f 

electrically  propelled,  repairs  of C.     57 

empty,  switching,  when  not  in  connection  with  loaded  movement 98,  C.  461 

fitting, up  and  repairing  flat  cars  with  tanks  for  transportation  of  gas  for  Ushtinc 

cars 43.  C.  481 

floating,  disposition  of  residual  value  when  retired 41,  C.  496 

insurance  on,  how  charged 1 10,  C.   182 

used  in  maintenance  or  construction  work,  repairs  of 43 

hire  of.     See  Income  Account. 

registration,  cost  of 114 

periodicals,  cost  of Office  Expense  aocount  aerved. 

joint,  maintaining  at  terminals 8|,  (3 

rolling  stock.    See  "  Cars,"  "  locomotives,"  etc. 

floating,  retired,  basis  of  value  for  depreciation,  treatment  of  renewida  aoooiints 

43,  C.  4M6 

freight,  expense  of  clearing  house  for  distribution  of •Mp  C.  801 

gasoline  motor  car  used  as  a  passenger  coach G.  465 

gondola  freight  cars,  rebuilding  and  improvement  of,   and  application  of  S900 

minimum  in  Additions  and  Betterments  Classification ..C  6S8 

government  suits  in  connection  with  defective  appliances  on M,  C.  8157 

haul  of,  payment  under  guaranty  to  another  carrier  for .98,  C.  S90 

hire  of,  including  repairs,  for  joint  switching  service C.  660 

by  switching  road C.     02 

in  connection  with  additions  and  betterments  work C.   182 

hired,  destroyed  by  derailment  expense  connected  with C.  456 

insurance  recovered  in  connection  with C.  j363 
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Equipment,  insuring  all  classes  of  (except  used  in  "  Outside  Operations  ") 110 

nt  joint  terminals,  maintenance  of C.  S55 

lease  of,  payment  to  mill  company  in  connection  with C.  6S0 

loaned  to  contractor  on  construction  work C.     53- 

locomotive  hired  for  yard  service C.  368 

motor  car  for  use  of  general  manager 18,  C.  464 

notes,  interest  on C.  4^4 

operation  of,  over  another  carrier's  tracks,  accounting  in  connection  with.  .  .C.  677,  692 
of  another  carrier,  cost  of  repairing,  how  treated  in  connection  with  joint  facility  C.  393 

other  carriers'  used  in  clearing  wrecks C.  243 

passenger,  switching,  cost  of C.     80 

payment  of  car  trust  instalments  in  purchase  of C.  S64 

purchase  of,  interest  on  deferred  payments  for C.  579 

purchased  during  construction  and  diverted  before  delivery ' C.  415 

under  car-trust  plan,  instead  of  for  cash,  difference  in  price  on  account  of .  .  C.  S67 

payments  of  principal  and  interest C.  515 

under  trust  plan,  how  shown  on  general  balance  sheet C.  642 

rebuilding  old  locomotives 25,  C.  420 

renewals  account  when  charges  should  be  made  to C.  175 

rent  of  when  used  in  recovering  lost  freight  of  other  carriers ,C.  282 

how  to  be  charged  in  Additions  and  Betterments  work C.  669 

repairs  to  bad  order  cars  used  exclusively  in  work  service C.  235 

used  in  ballasting  track  not  previously  ballasted C.  48S 

replacement  account,  and  cost  of  rebuilding  old  locomotives C.  4^0 

accounts,  purpose  of C.  486 

of  a  carrier  whose  road  is  absorbed,  availability  to  the  absorbing  carrier  C.  4^^ 
sale  of  locomotives,  and  how  handled  through  Renewals  and  Replacement  ac- 
counts   C.  S51 

used  during  construction C.  4^0 

work,  classification  of  a  concrete  mixer  when  mounted  on  car  and  when  not 

mounted C.  388 

cost  of  a  calyx  drill  and  outfit  used  in  construction  and  operation C.  318 

cost  of  concrete  mixer  mounted  on  cars C.  388 

in  commercial  service,  how  treated C.  4821 

wreck  of,  loss  due  to C.  618,  BSS 

Erasers,  rubber  and  steel 20,  49,  58,  59,  97,  113 

Error  of  agent,  causing  claim  on  account  of  misrouting  shipment 98,  C.  511,  612 

in  billing,  causing  overcharge  on  shipment 98,  C.  S19 

foreign  road's  proportion 98 

freight,  causing  demurrage  charges 98,  C.  S44 

in  delivery  of  bonded  freight,  fine  imposed  on  account  of 98,  C.  S4S 

in  routing  freight,  refund  of  revenue C.  213,  319 

Errors  and  faults  of  employees,  payments  and  losses  due  to 114,  98,  C.  613,  614,  616 

in  operating  accounts  of  previous  year,  adjustment  to  correct C.  682 

Estimates  and  actual  expenditures,  adjustment  of C.  4^6 

Examiners,  ticket,  at  stations,  wages  of 63 

Examining  boards,  pay  of  members 61 

watches  of  employees 89 

Excess  baggage  revenue,  all  charges  for  baggage  car  transportation  not  included  in.C.     88 

Exchange  and  interest C.  366 

on  drafts  and  checks 114,  C.  207 

Excursion,  involving  rent  of  engine  and  coaches  delivered  at  junction,  and  charge  for 

trackage  and   wages C.  622 

ticket  to  one  point,  used  to  an  intermediate  point C.  216 

Exhibit  agents  for  Industrial  and  Immigration  Bureaus,  pay  and  expenses  of 58 

Expenditures  for  betterments,  charged  to  Operating  Expenses  prior  to  July  1,  1907. C.  498 

for  new  construction  and  additions  and  betterments,  how  charged C.  667,  6^^ 

Expenses,  basis  on  which  charged C.  ^ 

engineering  department,  studies  in  connection  with  proposed  work C. 
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Expenses,  extraordinary,  carried  beyond  the  fiscal  year C.     I 

in  connection  with  prop>erty  not  used  in  the  operation  of  a  railroad C    U 

of  locomotives,  how  divided C.  IH 

of  president  and  his  clerks  and  attendants 186,  193,  C.    81 

rail  line,  explanation  of  text  in  connection  with  operating  floatinc  equipment.  .C.  137 

Experimental  farms 0 

Explosives.     See  dynamite. 

Expositions,  stock  shows,  etc.,  premiums  and  donations  (when  not  aooount  55) 0 

Express  agent  (except  at  stations),  pay  of 0 

agents  at  stations,  pay  of 0 

buildings,  repairs  and  renewals M 

cars,  repairs  of ]| 

rev.enue  from  switching C.  MO 

charges  on  advertising  matter 0 

general  ofl5ce  supplies 119, 10 

supplies  for  Industrial  and  Immigration  Bureau 0 

office  supplies Office  Expense  account  of  office  ■errei 

station  supplies 0 

supplies  of  traffic  and  soliciting  agents M 

companies,  rents  paid  by,  for  facilities  furnished C.  Ill 

revenue C.  Ill 

service N 

transferring  incidental  to  break  in  line 0 

incidental  to  wrecks 0 

or  parcels,  lost  or  damaged  while  in  care  of  the  company  for  transportation H 

Extension  of  main  line,  classification  of  cost  of C.  10 

Extinguishers.    See  Fire  Extinguishers. 

Extraordinary  expenses C.      S 

expenses,  in  connection  with  the  operation  of  joint  facilities C  4I1 


F. 

Fairs,  stock  shows  and  expositions,  premiums  and  donations  to  (unless  55) 58 

False  arrest  for  attempted  burning  of  shop,  fees  and  judgment  in  damage  suit  con- 
nected with 21 ,    C.  616 

work,  construction  and  removal,  part  of  the  expense  of  work  to  which  it  is  incident, 

8,  9,  10 

Fans,  electric  for  offices An  OflBce  Expense  of  office  served. 

passenger  cars  (when  a  fixture  and  not  **  Outside  Operation  ") 31 

stations 66 

Fare,  disposal  of  excess,  over  rates  prescribed  by  State  Commission  retainable  under 

court  decision C.  605 

injured  persons  and  their  attendants,  paid  for  M.  of  E.  department 48 

M.  of  W.  &  S.  department; 19 

transportation  department 103 

reimbursement  of,  as  result  of  misinformation  by  ticket  agent 98,  C.  616 

Fares,  collected  from  caretakers- in  charge  of  cars  hauled  as  freight C.  -^-^ 

refunded  detective  agencies  when  engaged  in  carrier's  service C.  628 

Farm  crossings,  abolition  of 11 

crossings,  at  grade,  maintenance  of 11 

Farms,  experimental 58 

Fast  freight  lines,  expenses  of  soliciting  agents  for 57,  C.  338 

freight  lines,  expense  of  stationery  and  printing  for 59,  C.  244 

Faucets  for  M.  of  E.  (when  unassignable) O.  A.  "Shop  Expenses." 

M.  of  W 18 

station  supplies 66 

Feather  dusters  for  car  cleaning 89 

offices OflBce  served. 

signal  towers 70,  90 

stations 66 

Feed  for  stock  delayed  by  wreck 89 

and  water  for  stock  at  stations  and  stock  pens 66 

wires  for  electric  traction 15 

Feeder  terminals  and  wiring  for  electric  traction  power  plants 47 

shop  power  plants 46 

other  than  traction  and  shop  power  plants 13,  16 

Feeding  live  stock  at  stations  and  stock  pens,  wages  expense 63 

Fees,  attorney's,  delayed  in  payment C.  S79 

of  directors  for  attending  meeting 1 14,  C.  448 

and  expenses  paid  directors 114 

membership,  in  agents'  associations 66 

associations  to  protect  carriers  in  use  of  patents 109 

boards  of  trade  or  like  bodies 56 

car  service  associations 64 

of  associations  of  general  officers , 106 

in  master  mechanics'  and  car  builders'  associations ^  24 

traffic  associations $6 

notarial,  in  connection  with  aflSdavits  o  f  employees  concerning  shippers'  claims 

99,  109,  C.  607 

witness,  or  special  (not  specifically  provided  for  elsewhere) 1 09 

in  connection  with  reports  to  National  and  State  governments 114,  C.  629 

witness,  in  damage  suit  connected  with  attempted  burning  of  shop 21,  C.  616 

455 
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Dining-cars,  cleaning  exterior  of C. 

repairs  of "Outflide  Operations.** 

Dippers  for  M.  of  W.  A  S It 

for  stations ii 

Director  of  operation,  pay  of 41 

Directories 1,  24,  53,  54,  58,  61,  66,  108,  lit 

city,  for  stations M 

Directors'  fees  and  expenses 114*  C.  448 

publishing  notices  of  election  of 114 

Dirt,  used  as  ballast  instead  of  stone,  gravel,  etc 2,  C.  4tf7 

Disbursements,  auditor  of,  pay  and  expenses  of IM 

auditor  of,  clerks  of,  pay  and  expenses  of 187 

office  expenses  of 188 

Discount  on  bonds  issued C.     18 

on  bonds C.  605,  604,  SOS 

issued  for  Additions  and  Betterments,  charge  to  Discount  on  SecuritieB  Issued. 

issued  for  construction C.  101 

foreign  stamp  in  relation  to C.  610 

for  cash,  on  materials  and  supplies  purchased C.  5W 

on  notes  secured  by  bonds  of  longer  period,  extinguishment  of C.  687 

on  securities,  capital  stock  issued  without  consideration,  as  related  to C.  68t 

on  securities  given  as  commission C.  334 

Disinfecting  cars,  labor  and  supplies  for 88 

live  stock  pens  (when  not  **  Outside  Operations  ")  pay  of  employees 83 

machines,  portable,  for  cars 88 

stations,  pay  of  employees 83 

by  other  than  employees 88 

Dismantled  equipment  account,  when  permissible Cl  111 

Dispatchers ,  chief,  pay  and  expenses  of 82 

train,  pay  and  incidental  office  expense  of,  including  force 82 

Dispatching  locomotives 73,  81 

trains 82 

telegraph  operators  handling  orders  for 62,  C.   168 

Disposition  of  unclaimed  wages , C.  467 

Distributing  ballast 2 

material  from  storehouses O.  A.  "Storehouse  Expenses." 

passenger  timetables,  folders,  and  notices  to  shippers 9$ 

and  setting  up  portable  snow  fences ^ 7 

track  superstructure  material  (except  ballast) 6«   18 

Distribution    of    collections    from    other    carriers   for   facilities   at   terminal   freight    - 

houses C.  414 

of  equipment,  repairs  expense  at  joint  shops C.   398 

of  expense  of  cleaning  and  furnishing  supplies  for  cars C.  410 

of  expense  of  furnishing  supplies  acquired  under  contract C.  412 

of  expense  of  joint  fuel  stations C.  411 

of  expense  of  operating  jointly  used  roundhouse C.  409 

of  expense  of  repairing  commercial  cars  and  locomotives C.  418 

of  extraordinary   expenses,   the  results  of  casualties  in  the  operation  of  joint 
facilities C.  491 

District  agents  (soliciting  traffic),  pay  and  expenses  of 84 

Ditches  in  roadway  superstructure  work,  operating 6 

tile  and  open,  constructing  and  cleaning 6 

Ditching  cars,  repairs  of 48 

channels  of  streams  to  protect  embankments 8 

gravel  pits 3 

lines  for  M.  of  E.  when  unassignable O.  A.  "Shop  Expenses." 

machinei<  not  permanently  mounted  on  cars C.  ^fJO 

Diverting  trains S9 

Dividend  notices,  publishing 114 
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Flangers,  wages  of  crew  and  supplies J 

Flat  cars,  cane  racks  fitted  to,  for  sugar  cane  season ^  .  .  .  .  S#,  G.  Bit 

repairs  of M 

Float  bridges,  repairs  and  renewals  of 17 

Floating  equipment  (when  not  used  in  "  Outside  Operations  ")  depreciation  w^hen  used 

in  repairs  and  construction  work 4S 

when  not  used  in  repairs  and  construction  work 43 

operation  of  car  ferry  in  lieu  of  bridge M,  C.  489 

when  used  for  inspection  of  bridges 61,  C.  880 

renewals,  when  used  in  repairs  and  construction  work , 44 

when  not  used  in  repairs  and  construction  work 41 

repairs  When  used  in  repairs  and  construction  work 42 

when  not  used  in  repairs  and  construction  work 4§ 

stationery  and  printing,  in  operation  of 97,  C.  200 

Flood,  purchase  of  land  to  restore  grade  washed  away  by C.  400 

Floods,  protecting  bridges  from 9 

buildings  and  grounds  from,  by  walls  and  embankments 1$ 

roadway  from 6 

Floor  coverings  for  offices Office  expense  of  oflSioe  nerved. 

purchasing  agent O.  A.  "Purchasing  department  expenses." 

storekeeper O.  A.  "Storehouse  expenses." 

stations M 

Flooring  fruit  cars,  boards  for .* 9f 

Flowers  for  station  grounds 1$ 

dining  cars "  Outside  Operations." 

Flues,  locomotives,  cleaning  at  enginohouses,  yard  engine 7J 

road  engine 81 

cleaning  at  shops 2S 

Folders  for  advertising SS 

publishing  and  distributing fS 

Footbridges,  overhead  at  stations  (not  public  highways) |^ 

lighting M 

at  stations  (not  public  highways)  maintenance f$ 

lighting,  etc 66 

Foreign  agencies,  expense  of 94 

Foremen,  bridge,  wages  and  expenses 9 

enginehousc  and  clerks,  wages  and  expenses  of,  road  engines 81 

yard  engines 7J 

fencing,  wages  and  expenses 1| 

freight  house,  wages  of 61 

gang Charge  to  work  done. 

general,  having  immediate  charge  of  departments Charge  to  work  done. 

supervising  subordinate  departmental  foremen 24 

yard,  wages  of 67 

painting,   wages  of Accounts  served. 

section,  and  gang,  wages  of Accounts 

shop,  the  work  done  (when  unassignable) O.  A.  "Shop 

signal,  wages  of IS 

station,  wages  of 61 

subdivision,  of  building  repairs,  wages  of 16 

third  rail  (electric)  wages  of 18 

yard,  in  passenger  and  freight  yard  switching  service,  wages  of 68 

Forges  at  M.  of  E.  shops,  fuel  for  (when  unassignable) O.  A.  "Shop  Expenses." 

repairs  and  renewals  of 3,  18,  46 

Forks  and  handles  for  M.  of  E.  (when  unassignable) O.  A.  "Shop  Expenses." 

ballast  for  M.  of  W.  &  S 18 

coke  for  M.  of  E.  (when  unassignable) O.  A.  "Shop  Expenses." 

for  fuel  stations 78,  83 

Forms,  blank  or  printed 20,  49,  88,  89,  97.  1|# 
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Forms,  legal,  for  legal  department,  printing 109 

Foundations  for  buildings 13,   16 

machinery  and  boilers 13,16 

stationary  scales 16 

Foundry  machinery  and  tools,  repairs  and  renewals  of 16 

repairs  and  renewals  of 16 

Frames  for  advertising  matter 55 

Framing  crossties  for  bridges 9 

for  water  troughs 16 

Framework  for  shafting 16,  46,  47 

Franchise,  annual,  taxes  paid  on  account  of C.  4S8 

granted  for  building  docks  and  wharves  on  tide  land C.  43 1 

Fraudulent  compress  receipt,  reimbursement  to  holder  of  bill  of  lading  issued  against 

98,  C.  61g 

Freight  accounts,  auditor  of,  wages  and  expenses 106 

accounts,  auditor  of,  clerks  of,  wages  and  expenses  of 107 

office  expenses  of 1 08 

agencies,  outside,  pay  and  expenses  of 54 

agents,  foreign,  wages  and  expenses  of 54 

agents,  station,  wages  of 63 

wages  of  force 63 

incidental  expenses  of 66 

agent,  general,  pay  and  expenses  of 53 

clerks  of,  pay  and  expenses  of 53 

traveling  and  office  expenses  of 53 

agents'  division,  and  clerks,  pay  and  expenses  of 53 

brakemen,  in  revenue  service,  wages 88 

callers,  station,  wages 63 

car  repairs,  repayments  to  and  from  other  roads 34 

old  material  released 34 

cars,  charges  on  company  shipments  over  line  of  carrier  owning  material. C.  476 

condemned,  cost  of  destroying 34 

salvage  from Carried  to  **  Equipment  Replacement  Suspense." 

destroyed,  salvage  from. Carried  to  "Equipment  Replacement  Suspense." 

of  foreign  lines,  damaged  in  transit,  repairs  of,  when  way  billed 99 

of  foreign  lines,  in  carriers'  service,  repairs  to 34 

having  trackage  rights,  damaged  in  collision  or  wreck,  cost  of  repairing. .    101 

destroyed  while  in  service,  payments  for  or  insurance  recovered 34 

pay  and  supplies  of  inspectors 34 

lightweighing,  expenses  of 34 

oiling,  labor  and  supplies 89 

per  diem  charges Income  Accounc,  "Hire  of  Equipment." 

repairs  of 34 

stoves  and  heaters  for  temporary  use,  cost  of 89 

sale  of Proceeds  carried  to  "Equipment  Replacement  Suspense." 

temporary  grain  doors  for  and  lining  of 89 

charges  on  Additional  and  Betterments  material ^ C.  559 

on  ballast 2 

on  coal Added  to  cost  of  coal. 

company  material  sold  (when  not  joint  facilities)  Deductions  from  proceeds  of  sale. 

of  foreign  roads Follow  the  cost  of  material. 

on  lost  or  damaged  shipments  paid  other  carriers 99 

on  office  supplies Office  Expense  accounts  served. 

other  track  material 2,  5,  16 

rails 2,  4.  16 

repair  material ' C.  395 

station  supplies 66 

ties 2,  3,  16 

uncollectible  disposal  of .  C.  588,  689,  608,  6t4 
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Freight  checkers,  wages  of H 

claim  agent  and  assistant,  pay  and  expenses  of 1|| 

agent,  clerks  of,  pay  and  expenses  of ||7 

oflBce  expenses  of ||| 

clerks,  collectors,  and  handlers  at  stations,  wages  of §| 

commercial,  loading  and  unloading,  payments  to  other  companies  or  individuals  for    il 
conveyers  at  stations,  docks  and  piers,  pay  of  employees  operating   (w^hen  not 

'*  Outside  Operations  ") H 

operating  supplies  for  (when  not  "  Outside  Operations  ") ^ 

damage,  adjusters  of,  pay  and  expenses  of  employees  and  others  serving  aa f9 

settlements  for ff 

damaged,  repacking  and  boxing ^ 

earnings,  division  of  between  switching  and  freight q^  210 

elevators,  at  stations 1^ 

supplies  and  power  for ^ 

engincmen  in  road  revenue  service,  wages  of 3§ 

yard  service  (where  regular  switching  service  is  maintained) 7| 

expense  of  transferring  to  and  from  ship  side ^    q^  gjf 

handlers  at  stations,  wages  of ^ 

supplies  for ]  ]  *  "     ^ 

handling  implements  at  stations ^ 

house  foremen,  station,  pay  of ^ 

labor  at  stations,  wages  of ^ 

lines,  fast,  expenses  of gj 

over  line  owning  jointly  operated  tracks q^  44I 

loaders  and  unloadcrs,  wages  of ^ 

loading  and  unloading  by  warehouse  companies,  or  contractors ^    CM 

loss,  damage  or  delays  direct  payments  and  incidental  expenses *  ff 

lost  or  damaged 99^  q^  279 

lost,  recovered  for  another  carrier q^  288 

packing  material,  used  at  stations  for. ^ 

protection  to,  when  exposed  to  injury  on  cars g^ 

revenue C.  81,  83,  94,  212,  218,  219,  220.  276,499,  688 

solicitors,  pay  and  expenses  of 14 

stations,  furniture  for ^ 

heating  supplies  for ^ 

labor  at ^ 

laborers,  pay  of ^ 

lighting  supplies  for ['[     ^ 

rent  of ^ 

repairs  of [[[     |« 

stationery  for fj 

supplies  for ^ 

tallymen,  wages  of .  . ^ 

trucks  at ^ 

storage  of,  payments  to  warehouse  companies  for ^ 

tarifTs,  cost  of If 

traffic  officials  and  employees  (named  in  Account  53)  wages  and  oxpenaes  of . .  . .     fj 

stationery  and  printing ^ 

train  cars,  depreciation ^ 

inspection J4 

renewals j| 

repairs J4 

conductors  in  road  revenue  service,  wages  of 

trainmen  in  road  revenue  service,  wages  of 

transferring,  because  of  defective  tracks,  bridge  or  tunnels 

at  stations 

at  wrecks 

imclaimed  or  damaged,  sale  of ._ 
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• 

Freight  trains,  mileage  of  baggage  cars  deadheaded  in • . .  . C.  6^0 

when  hauling  bad  order  cars C.  642 

transfer  from  yard  to  point  on  main  line,  classification  of  service  for C.  641 

unclaimed  and  damaged,  rent  of  building  for  storage  of 99,  C.  638 

yard  brakeman,  wages  of 68 

conductors  and  brakemen,  supplies  for 70 

conductors,  wages  of 68 

enginemen,  wages  of 71 

Freshets  and  washouts,  expense  of  keeping  track  clear  and  restoring  roadbed 6 

Frog  and  guard  rail  blocking 2,  5,   16 

Frogs  for  track 2,  5,  16 

wrecking  for  cars 89 

locomotives 76,  85 

stations 66 

Fruit  cars,  boards  for  flooring 89 

repairs  of 34 

Fuel  agents  and  clerks,  pay  and  expenses  of 73,  82 

Fuel,  handling  incidental  to  delivery Added  to  cost  of  fuel. 

freight   charges    on Added  to  cost  of  fuel. 

for  car  heating  plants  at  stations  and  yards 89 

department,  labor  furnished  by  mechanical  department 73,  82,  C.  402 

drawbridge  operation .  .' 92 

electric  traction  power  houses  and  substations 86 

forges  at  M.  of  E.  shops  (when  unassignable) O.  A.  "Shop  Expenses." 

M.  of  W.  &  S 2,  18  • 

gas  pumping  plants  supplying  gas  to  cars 89 

heating  bridge  watchhouses,  except  at  drawbridges 9 

car  inspectors'  shanties 31,  34,  43 

cars,  including  cost  of  handling 89 

crossing  gate  keepers'  and  watchmen's  shanties 91 

offices Ofl&ce  Expense  accounts  served. 

rented  building C.  326 

signal  and  interlocking  towers  (except  those  exclusively  yard) 90 

in  passenger  and  freight  yards 70 

shops,  M.  of  E.  (when  unassignable) O,  A.  "Shop  Expenses." 

stations,   freight  and   passenger  ofiBices   and   other  buildings    (including  all 

delivery  expense)   66 

water  for  cleaning  cars 89 

yard  offices 70 

houses,  repairs  of 16 

inspectors,  pay  of 73,  82 

locomotive,  labor  stocking Added  to  cost  of  fuel. 

loaded  into  tenders j 73,  82 

hauling  cars  of  officials T 1,  24,  53,  61,  106,  107,  109 

in  non-revenue  Service Accounts  served. 

in  passenger  and  freight  yard  service 73 

road  revenue  service 81 

work  train  service To  work  done  through  O.  A.  "Work  Train  Suspense." 

profit  from  sale  of C.  684 

for  M,  of  E.  shops  (when  unassignable) O.  A.  "Shop  Expenses." 

and  other  supplies  for  gasoline  motor  cars C.  73 

plants,  dump  cars  for 16 

repairs  and  machinery  for 16 

for  restaurants  leased  to  outside  parties 66,  C.   136 

for  road  locomotives 82 

rotary  snow  plow ' .  .        7 

sand  dryers 85,  C.  76 

scales 16 

station  incliacs,  tracks  on,  repairs  and  renewals  of 16 
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Freight  trains,  mileage  of  baggage  care  deadheaded  in C.  640 

when   hauling  bad  order  care ' C.  64£ 

transfer  from  yard  to  point  on  main  line,  classification  of  service  for C.  641 

unclaimed  and  damaged,  rent  of  building  for  storage  of 9f,  C.  638 

yard  brakeman,  wages  of 68 

conductors  and  brakemen,  supplies  for 70 

conductors,  wages  of 68 

enginemen,  wages  of 71 

Freshets  and  washouts,  expense  of  keeping  track  clear  and  restoring  roadbed 6 

Frog  and  guard  rail  blocking 2,  5,  16 

Frogs  for  track 2,  5,  16 

wrecking  for  cars 99 

locomotives 76,  85 

stations 66 

Fruit  cars,  boards  for  flooring 89 

repairs  of 34 

Fuel  agents  and  clerks,  pay  and  expenses  of 73,  82 

Fuel,  handling  incidental  to  delivery Added  to  cost  of  fuel. 

freight    charges   on Added  to  cost  of  fuel. 

for  car  heating  plants  at  stations  and  yards 89 

department,  labor  furnished  by  mechanical  department 73,  82,  C.  402 

drawbridge  oi>eration .  • 92 

electric  traction  power  houses  and  substations 86 

forges  at  M.  of  E.  shops  (when  unassignable) O.  A.  "Shop  Expenses." 

M.  of  W.  &  S 2,  18 

gas  pumping  plants  supplying  gas  to  cars 89 

heating  bridge  watchhouses.  except  at  drawbridges 9 

car  insi>ectors'  shanties 31,  34,  43 

cars,  including  cost  of  handling 89 

crossing  gate  keepers*  and  watchmen's  shanties 91 

offices Office  Expense  accounts  served. 

rented  building C.  326 

signal  and  interlocking  towers  (except  those  exclusively  yard) 90 

in  passenger  and  freight  yards 70 

shops.  M.  of  E.  (when  unassignable) O.  A.  "Shop  Expenses." 

stations,    freight  and   passenger  offices   and   other  buildings   (including  all 

delivery'  expense)   66 

water  for  cleaning  cars 89 

yard  offices 70 

houses,  repairs  of 16 

inspectors,  pay  of 73.  82 

locomotive,  labor  stocking Added  to  cost  of  fuel. 

loaded  into  tenders j 73,  82 

hauling  cars  of  officials 1,  24,  53.  61,  106,  107,  109 

in  non-revenue  service Accounts  served. 

in  passenger  and  freight  yard  service 73 

road  revenue  service 81 

work  train  service To  work  done  through  O.  A.  "Work  Train  Suspense." 

profit  from  sale  of C.  684 

for  M.  of  E.  shops  (when  unassignable) O.  A.  "Shop  Expenses." 

and  other  supplies  for  gasoline  motor  care C.  73 

plants,  dump  cars  for 16 

repairs  and  machinery  for 16 

for  restaurants  leased  to  outside  parties 66,  C.   136 

for  road  locomotives 82 

rotary  snow  plow '. .        7 

sand  dryers 85.  C.  75 

scales 16 

btaiion  incIiQes.  tracks  on,  repairs  and  renewals  of 16 


G. 


Gages,  gas  for  lighting  passenger  cars  in  revenue  service  (not  "  Outside  Operations  ") 

with  pumping  and  hose 89 

gas  for  lighting  officials'  cars 1,  24,  53,  61 .  106,  107,  109 

passenger  cars 31 

offices Office  Expense  of  office  served. 

stations,  station  grounds,  station  officer  and  other  station  buildings 66 

M.  of  E.  shops  (when  unassignable) O.  A.  "Shop  Expenses*" 

Gaging,  track,  labor,  in  ballast  pit 2 

in  roadway  and  yards 6 

in  buildings 16 

Gang  planks  for  stations 66 

Garbage  and  refuse,  cost  of  removing  from  team  tracks  at  stations 6,  C.  475 

Gardening,  landscape,  at  stations 16 

Garnishment  suits,  how  to  credit  fees  received  on  account  of C.  229 

Gas,  acetylene  for  locomotive  lights,  supplies  for 76,  85 

burners 13,  16 

compressing  houses,  repairs  and  renewals  of 16 

fixtures  for  buildings 13,   16 

cars 31 

for  lighting  streets  adjoining  stations 66 

light  piping  for  passenger  cars  when  not  *'  Outside  Operations  " 31 

pumping  plants  for  gassing  cars  (when  not  '*  Outside  Operation  ")  supplies  and  fuel 

for 89 

pumps 16 

supply  for  coaches,  iron  tanks  placed  on  flat  car  for a 43,  C.  481 

tanks  for  passenger  cars 31 

tanks,  repairs  and  renewals  of 16 

Gasoline-engine  batteries  for  locomotive  water  stations 74,  83 

for  locomotive  water  stations 74,  83 

storage   barrels   for  locomotive   water  stations 74,  83 

motor  cars C.     73 

Gate  keepers'  boxes  at,  M.  of  E.  shops,  heating  and  lighting  (when  unassignable) 

O.  A.  "Shop  Expenses." 

'  M.  of  E.  wages  and  supplies  of  (when  unassignable) O.  A.  "Shop  Expenses." 

street  crossing  wages  and  supplies 91 

Gatemen  at  crossings,  pay  of 90,  C.  204 

at  railroad  crossings,  wages  and  supplies 90 

at  station  (not  crossing) ,  wages 63 

Gates,  crossing  (highway) 11 

at  crossings  of  other  railways 13 

General  accountant,  pay  of 106 

administration  joint  tracks,  yards  and  terminals  Cr 1 16 

Dr 115 

agent,  salary  of C.  209 

agent  of  coal  traffic  and  assistant,  pay  and  expenses  of .     53 

agent,  salary C.  209 

463 


464  RAILROAD    EXPENSES 

Genoral  agents  (soliciting  traffic),  pay  and  expenses  of M 

attorney  and  assistants,  pay  of 

force  of.  pay  of 

auditor  and  assistants,  pay  and  expenses  of 

clerks  of,  pay  and  expenses  of 

office  expenses  of 

baggage  agent  and  assistant,  pay  and  office  expenses  of || 

agent  clerks  of,  pay  of || 

balance  sheet,   relation  to  general   ledger  account C.  t^t 

balance   sheet   statement,    form    of,    in    connection    with    diBoount     on    boiuis. 

c.sos,  eoA.M 

car  inspector,  pay  and  expenses jig^  C  264 

coal  agent  and  assistant,  pay  and  expenses  of 0 

coal  agent's  clerks,  pay  and  expenses  of || 

expres<*  agent,  pay  of || 

foremen  when  in  charge  of  subordinate  shop  or  departmental  foremen 14 

when  in  direct  charge  of  work Charged  directly  to  ^rork  done.  C.  S48 

freight  agent  and  assistant,  pay  and  expenses  of |] 

clerks  of.  pay  and  expenses  of |] 

land  and  tax  agent  and  assistants    pay  of |§| 

ledger  account,  principle  governing  in  handling,  in  relation  to  general  balance 

sheet C.  545 

manager,  clerks  of,  pay  and  expenses  of |^  24^  ^ 

when  also  acting  as  purchasing  agent C.  155 

pay  and  expenses  of |   34  §| 

assistant  and  dorks,  pay  and  expenses  of,  when  directly  in  chargie  of  BC 

of  W.  <fe  S I 

pay  and  expenses  of  when  directly  in  charge  of  tnuuqK>rtation 51 

officers,  cars  of.     See  Officials.  Cars  of. 

officers,  salaries  of,  when  on  construction  work C.  JLSt 

membership  fees  of.  in  railway  and  other  associations ||| 

travpling  expenses  of Charged  to  Office  Expenses  of  office 

office  building,  pay  of  superintendent  and  assistant  janitors,  cleaners,  elevator 

men,  stationary  enginemen,  etc lU 

supplies  and  expenses ||| 

offices,  attendants  in.     See  "  Attendants," 
clerks  in.     See  "  Clerks." 

furniture    in C.  618.     See  alao  "  Funutan  ** 

heating,  lighting  and  all  expenses  and  supplies  for  (except  stationery  m.w»^ 

Printinjf^ I.  24,  M,  #1.  |M,  lt» 

horses,  harness,  wages,  automobiles,  and  all  supplies  and  expenses  of. . .  .IM,  lt9 

rent  and  repairs  of  rented 1,  24,  U,  61.  IM,  It9 

rent  when  occupied  by  other  than  general  officers C  594 

repairs  and  renewals  of |^ 

passenger  agent  and  assistants,  pay  and  expenses  of f| 

clerks  of.  pay  and  expenses  of f| 

purchasing  agent  and  clerks,  pay  of,  and  all  traveling  and  other  expenaea.., 

O.  A.  "  Purchasing  Department  Bzpeiiaes.** 

solicitor  and  a.«sistants,  pay  of Iff 

clerks  of.  pay  of Iff 

storekeeper,  pay  and  expenses  of O.  A.  **  Storehouae  Bxpenasa.** 

force,  of.  pay  of O.  A.  "  Storehouae  Htzpenaea.** 

superintendent  and  assistants,  pay  and  expenses  of ^ 

when  managing  road C  jqq 

clerks  of.  pay  and  expenses  of ^^     §| 

superintendent  of  motive  power,  assistant  to,  pay  and  expenses  erf 

clerks  of.  pay  and  expenses  of 

rolling  stock  and  machinery,  pay  and  expenses  of 

clerks  of,  pay  and  expenses  of 
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Geueral,  superintendent,  rolling  stock,  pay  and  expenses  of 24 

clerks  of,  pay  and  expenses 24 

superintendent  of  transportation,  pay  and  expenses  of 61 

clerks  of,  pay  and  expenses  of 61 

ticket  agent  and  assistant,  pay  and  expenses  of 53 

clerks  of,  pay  and  expenses  of 53 

yard  foreman,  pay  of 67 

clerks  of,  pay  of 67 

expenses  of 70 

niaster,  pay  of 67 

clerks  of,  pay  of 67 

expenses  of 70 

Generators  and  parts,  for  electric  traction  power  plants. 47 

for  lighting  plants 16 

for  shop  power  plants 46 

Glasses,  drinking,  for  M.  of  E.  (when  unassignable) O.  A.  "Shop  Expenses." 

drinking  for  offices Office  Expense  of  office  served. 

for  cars 89 

stations 66 

Glazing  buildings 13,   16 

Globes  and  chimneys,  lamp  at  stations 66 

lantern,  for  bridge  watchmen  (not  at  drawbridges) 9 

drawbridge  tenders 92 

highway  crossing  men 91 

M.  of  E.  (when  unassignable) O.  A.  "Shop  Expenses." 

M.  of  W.  &  S 18 

stations 66 

trainmen,  in  revenue  service 89 

in  non-revenue  service Charged  to  work  done 

yardmen . 70 

Gondola  cars,  repairs  of 34 

Gongs  for  locomotives 25 

highway  crossings 11 

stations 66 

Government,  national,  pay  of  attorneys  in  matters  with 109,  C.  617 

national  or  state,  notarial  fees  in  connection  with  reports  to 1 14,  C.  622 

suits,  safety  appliance  law,  expense  of 50,  C.  337 

troops,  revenue  from  special  trains  carrjdng C.  325 

Grade  crossings,  fences,  cattle  guards  and  signs. 11 

highway,  repairs  and  renewals  of 11 

over  and  under,  repairs  and  renewals  of 10 

Hprinkling 11 

Grades,  changing,  labor  and  material 6,  C.     21 

washed  away,  cost  of  replacing C.  460 

Grading,  advertising. for  bids  in  connection  with C.  604 

G  rading  cars,  repairs  of 43 

station  and  shop  grounds 16 

Grain  cribs,  repairs  and  renewals  of 16 

doors,  boards,  temporary,  receipts  from  sale  of , 89 

fixed  or  permanent,  for  freight  cars 34 

for  freight  cars,  temporary 89 

elevators  (when  not  "  Outside  Operations  ")  repairs  and  renewals  of 16,  C.  67 

inspection,  payments  to  produce  exchange 63,  C.   199 

payments  to  companies  for  service C.  219 

transferring  en  route,  payments  to  elevator  companies  for 63,  C.  300,  472 

warehouses   (when  not  "Outside  Operations")   repairs  and  renewals  of 16 

Graphite  for  drawbridge  lubrication 93 

Grass  and  weeds,  cutting  and  burning  along  roadway 6 

scythes  for  M.  of  W.  &  S 18 
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General,  superintendent,  rolling  stock,  pay  and  expenses  of 34 

clerks  of,  pay  and  expenses 34 

superintendent  of  transportation,  pay  and  ezi>enae8  of 61 

clerks  of,  pay  and  expenses  of 61 

ticket  agent  and  assistant,  pay  and  ezi>enses  of 5 J 

clerks  of,  pay  and  expenses  of 53 

yard  foreman,  pay  of 67 

clerks  of,  pay  of 67 

ezi>ense8  of 70 

nfaster,  pay  of 67 

clerks  of,  pay  of 67 

expenses  of 70 

Generators  and  parts,  for  electric  traction  power  plants. 47 

for  lighting  plants 16 

for  shop  power  plants 46 

Glasses,  drinking,  for  M.  of  E.  (when  unassignable) O.  A.  "Shop  Expenses." 

drinking  for  offices Office  Expense  of  office  served. 

for  cars 8f 

stations 66 

Glaxing  buildings 13,   16 

Globes  and  chimneys,  lamp  at  stations 66 

lantern,  for  bridge  watchmen  (not  at  drawbridges) • 

drawbridge  tenders W 

highway  crossing  men fl 

M.  of  E.  (when  unassignable) O,  A.  "Shop  Exi>en8e8." 

M.  of  W.  «k  S 18 

stations 66 

trainmen,  in  revenue  service 8f 

in  non-revenue  service Charged  to  work  done 

yardmen . 70 

Gondola  cars,  repairs  of 34 

Gongs  for  locomotives 35 

highway  crossings II 

stations 66 

Government,  national,  pay  of  attorneys  in  matters  with 109,  C.  617 

national  or  state,  notarial  fees  in  connection  with  reports  to 114,0.  622 

suits,  safety  appliance  law,  ezi>ense  of 50,  C.  337 

troops,  revenue  from  special  trains  carrjring C.  325 

Grade  crossings,  fences,  cattle  guards  and  signs II 

highway,  repairs  and  renewals  of 11 

over  and  under,  repairs  and  renewals  of 10 

sprinkling II 

Grades,  changing,  labor  and  material 6,  C.     21 

washed  away,  cost  of  replacing C.  460 

Grading,  advertising. for  bids  in  connection  with C.  604 

Grading  cars,  repairs  of 43 

station  and  .shop  grounds 16 

Grain  cribs,  repairs  and  renewals  of 16 

doors,  boards,  temporary,  receipts  from  sale  of 8f 

fixed  or  permanent,  for  freight  cars 34 

for  freight  cars,  temporary 99 

elevators  (when  not  "  Outside  Operations  ")  repairs  and  renewals  of 16.  C.  67 

inspection,  payments  to  produce  exchange 63,  C-  199 

payments  to  companies  for  service C.  219 

transferring  en  route,  payments  to  elevator  companies  for 63,  C.  300,  472 

warehouses   (when  not  "Outside  Operations")   repairs  and  renewals  of 16 

Graphite  for  drawbridge  lubrication 93 

Grass  and  weeds,  cutting  and  burning  along  roadway 6 

scythes  for  M.  of  W.  &  S 18 
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(Jrutc   Hhukcrs   for   Iopomotivo« 74,  M 

(Iravel  for  bullaMt 3 

oars,  repairH  of 41 

dockinR  to  bridROH  for  protoction  against  fire 9 

pitH,  preparatory  work  to  operation  of 3 

ooHt  of  Hhantios,  bunkhousos,  offices  and  like  buildings  at  ballast  pit 3 

pita,  ballast,  clearing  account  for  expense  of C.  114 

inHtalling  interlocking  and  signal  apparatus 3 

machinery  for 3 

of,  depreciation : 3 

♦  racks  in 3 

and  q\mrry  rights  and  privileges 3 

interlockers  at 2,  C.     W 

sale,  <'redite<l C.  230 

(Irease  buckets  for  cars 89 

at  enginehouse-. 73,  II 

locomotives 7i,  IS 

for  lubricating  cars 19 

electric  traction  power  plants M 

locomotives 71, 14 

M.  of  K.  shop  machinery  and  tools  and  power  plants  (when  unaaMgjiable) . . . 

O.  A.  "  Shop  EgpaMM." 

for  pip<'  joint,  for  M.  of  K.  (when  unassignable) O.  A.  **  Shi^  Bnwww." 

Greenhouws.  repairs  and  renewals  of II 

(•rinding  com|>ound  for  M.  of  E.  (when  unamignable) O.  A.  "Shop  BifwifW.** 

(■rimlstones  for  M.  of  K.  shopi* 41 

M.  of  W.  &  S II 

Grounds,  n-nt  of.  on  which  tenants  have  constructed  buildings C.  StS 

at  shops  and  stations,  or  atljacent  to  buildings,  repairs  to,  indading  feneea,  hedgM, 

walls,  sidewalks  and  streets II 

station,   cleaning ||,  II 

and  yard,  rents  from C.  407 

Ouarantei*  of  principal  and  interest  on  bonds  of  another  carrier,  how  shown  on  ceaeral 

balance  sheet C.  S78 

''luaranty.  chartered  tr.'iins  run  under,  treatment  of  amount  received  for.  C.  85,  221,  222,  227 

or  freight  n'venue  by  industrial  company    C.  W 

funl  to  another  carrier  of  minimum  revenue  from  haul  of  passenger  can  orer  its 

line  9t,  C.  S80 

fund  tit  protect  Chautauqua  against  Iom.  contribution  to   SS.  114,  C  S9i 

o:  passoncer  revenue  to  insxxn^  operation  of  train:* C.  87,  90 

v.;::ard-raii  olanps.  fasteners  and  tro«  blocks  in  ballast  pit* 3 

in  roadway  anvi  yard  .    ..         S 

•.n  track  in  b;:;M;nes  || 

:r.  track  o:-  Iri.ices  9 

v-f-.^'kr.l-rA:'  w:r» "  f-^r  o'.ectnc  tract:on  IS 

^.i-.:;ir.i-r.i;".'S.  «-.^<;  of.  \r\  con^truof.or.  and  advii;:or.#  and  betterments  woi^ C.  88S 

VI. ■!%-*•,, I. ......    .^«f.««.v^^.%i%i.    I'd  ^«\.  .-.---*«.-«••«»*•*•«•••        ov 

^.j'lAr.i"-  ..'T  .^r'.vTC*'  •..........,••       9 

•   Si>. «j.T..:*a..»».«..x  •".».«»•  •■■•-•-•••-•••«»•,,«»•  II 


H. 


Hack-saw  blades  for  M.  of  E.  (when  unaasignable) O.  A.  "  Shop  Expenses." 

M.  of  W.  A:  S 18 

Hammers,  babbit,  for  M.  of  E.  (when  unassignable) O.  A.  "Shop  Expenses." 

B.  S.  compound  for  M.  of  E.  ^when  unassignable) O.  A.  "Shop  Expenses." 

for  cars W 

for  locomotives 76,  ftS 

for  M.  of  E.   (when  unassignable) O.  A.  "Shop  Expenses.** 

spiking,  paWng,  and  napping  for  M.  of  W.  AS 18 

for  stations 66 

for  trains 99 

Hampers  for  stations 66 

Handbills  for  advertising 55 

Hand-car  houses,  repairs  and  renewals  of 16 

car  for  M.  of  E.  shops 46 

for  M.  of  W.  A  S 18 

oil.  waste  and  supplies 18 

cars  used  in  construction  and  later  on  completed  road C.  600 

clamps  for  M.  of  E.  (when  unassignable) "O.  A.  Shop  Expenses.*' 

fire  extinguishers  for  stations 66 

for  offices Expense  account  served. 

for  train  supply 99 

leathers  for  M.  of  E.  (when  unassignable) O.  A.  "  Shop  Expense." 

saws  for  locomotives 76,  85 

for  M-  of  E.  ^when  unassignable) O.  A.  "  Shop  Expenses." 

M.  of  W.  A  S 18 

stations 66 

train  supplies 99 

tools,  (small)  and  tool  steel  for  M.  of  E.  (when  unassignable)  .  .O.  A.  "Shop  Expense." 

trucks  for  roadway  and  track  work,  oil  waste  and  supplied  for 18 

stations , 66 

Handles,  adze,  file,  fork,  mop,  etc.,  for  M.  of  E.  (when  unassignable) 

O.  A.  "Shop  Expenses." 

for  M.  of  W.  A  S.  tools 18 

for  station  tools 66 

Hangers,  signal  and  bell  cord,  for  passenger  cars 11 

Harness  for  horses  in  general  office  service 198 

at  M.  of  E.  shops  (when  unassignable) O.  A.  "Shop  Expenses." 

at  stations 66 

Hatchets  for  cars 89 

locomotives 76,  85 

M.  of  E.  (when  unassignable) O.  A.  "Shop  Expenses." 

M.  of  W.  A  S 18 

stations 66 

Hay  cars,  repairs  of 34 

bouses  (when  not  "  Outside  Operations  ")  repairs  and  renewals  (^ 16 

revenue  from,  cut  from  right  of  way C.  252 

to  stop  leaks  in  cars  used  for  ballast C.  449 

467 
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Head  blocks,  cost  of 3,  2,  M 

lamps  for  locomotives 2f 

light  chimneys,  for  locomotive 74,  fl 

wicks  and  oil,  for  locomotives 74,  SI 

Hearing  of  engineers,  firemen,  trainmen,  cost  of  apparatus  for  testing 89 

pay  of  examiners 61 

Heat  appliances,  steam,  for  buildings 13,  It 

locomotives 2S,  38 

Heaters,  feed-water  for  electric  traction  power  plants 47 

in  freight  cars,  temporary 89 

Heating  boilers,  at  shops,  repairs  and  renewals  of H 

bridge  watchhouses  at  drawbridges 93 

not  at  drawbridges 9 

car  inspectors'  shanties 31 ,  34,  41 

plant,  permanent  fixtures  of 1# 

plants  at  yards,  operating 89 

cars  in  non-revenue  service Account  aerrsd. 

in  revenue  service,  pay  and  supplies  for 89 

crossing  flagmen's  Hhanties M 

electric  traction  power  plants,  cost  of 9$ 

enginehouses 72,  81 

fixtures  in  buildings 13,  1# 

in  cars  (permanent) 31,  34,  41 

furnaces  for  buildings 14 

general  oflBces 186 

greenhouses 14 

interlocking  plants  and  signal  towers  in  yards 78 

on  road 98 

lighting  and  icing  cars 89 

locomotive  fuel  stations 73,  83 

water  stations 74,  88 

M.  of  E.  shop  offices  ^when  unassignable^ O.  A.  "Shop  EbcpenteB.'* 

office  of  superintendent  of  telegraph 14,  94 

offices Office  Expense  of  office  wrrcd. 

M.ofK 34 

M.  of  W.  A  S 1 

of  traffic  solicitor!* 84 

train  dospatchers* 43 

stations,  supplies • 44 

V»Ay  of  emp»oye<»!* #3 

stort'housm^s .      O.  A.  "Storehouae  Eapemea." 

«v.Ki»v'.#!on  too',  houses.  M.  of*V\"    Jc  S  18 

irAi'isp^^rtAtiOn  olfioos.  .  .  41 

>  srd:v.astt  rs"  ort\o,  s ....  78 

H^■xi»^■s.  ."i".o:*.s  r-.^I::  ot  « sy    .  II 

Abo  v.:  sl'.o-,"  Av.vi  station  icrov.r.o.s  I4 

HfkTojrr.i-j-'hs   .  Char ^xi  usder  Stationery  and  PrintiBg. 

Ht-".;vT>s.  a:  rou:*..ihou5os.  ^wy  of  C  J08 

H;^h^  Av  'oT'.vijp.-*.  o\  irr  oao.    .  ...  |8 

orv\i!#.r.c  f;itcktx;v7:?  AV..i  :r Afv..-.  j'av  of  Ar.vi  supp/.e*  •.:j<:\i  by    fl 

V"sv.V.s   r\-,\s'."s  Ar.o.  r.'v^'w a'.*  11 

-v  ;>'">.*  »-:  OfV.-.  v.p:.  ;o  *  *..:vr.A:*'  *:-Ax*.."  .•rx'i*»;-c«  19 

jC-.-w-:.-  .•-.^5;s  -■  c<.  -,;^^;-^  .S".i  r-,".-.;'n a",*  .-f  1| 

o.       V- -.  V  .     ;x- -  <o "  A.  :  "v  . :-  .- s  r-,- s v.". : ; r^  : -o "  19^  GL  MM 

:•. :  re  v- 1  «■  -.  i: .  v. .-  a  -  ,i  .-  -\-  w  :  :•.  .* .' "  r.  Ox- 1 .  .♦  r.  w. :  \  *■•  ■  r  .•> .  tjC  «<■  t'.  -.>r  as  wharf Zl.  U,  GL  4Itt 
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• 

Hire,  of  equipment,  in  case  of  a  switching  road,  treatment  of  per  diem  reclaims. .  C.  270 
in  connection  with  dining-car  service  conducted  as  Outside  Op^ation. .  .  .C.  444 
in  connection  with  transferring  cars  delayed  on  account  of  impr(q;>er  loading 

C.  130.  131 

disposition  of  all  payments  on  account  of C.  125 

owned  by  mill  company  not  a  conunon  carrier C.  630 

on  a  per  diem  basis,  and  the  destruction  of  such  equipntent  by  deraihnent .  C.  456 
purchased    during    construction    and    diverted    for    several    months    before 

delivery C.  415 

treatment  of  per  diem  reclaims C.  249 

treatment  of  rent  of  a  locomotive  for  use  in  switching  service  for  three  roads  C.  368 

U3e  of  account  by  switching  roads C.     52 

for  use  of  wreck  train  and  crew C.  243 

used  on  construction  work,  amount  paid  by  contractor  for C.     53 

of  equipment Income  Account. 

when    equipment    is    used    in    "  Additions    and    Betterments."     A     fair    rental 

should  be  charged  proper  Additions  and  Betterments  Accounts C.   132 

locomotive  <and  crew>,  hired  to  an  industry  at  a  rate  per  hour C.  228 

penalty  for  retention  of  cars  on  line C.  4^^ 

rent  of  engines  and  coaches  delivered  at  junction  of  carrier  by  connecting  line  in- 
volving a  charge  for  trackage  and  wages C.  522 

switch  engines  used  at  a  joint  terminal C.  -520 

Hoes,  ash,  for  locomotives 76.  ftS 

for  M.  of  E.  (when  unassignable) O.  A.  "Shop  Expenses." 

for  M   of  W.  A  S 18 

for  stations 66 

Hods,  coal An  Office  Expense  of  office  served. 

Hoisting  engines  at  locomotive  coaling  plants 16 

cost  of  operating 7J.  82 

for  M   of  W.  A  S 18 

Hoists,  ash  and  coal 16 

at  electric  traction  power  plants 47 

f power  and  hand)  at  shops 46 

Holes,  ballast  test,  inking 2 

Hooks  for   ash  pits 72,  81 

brush  for  M.  of  W.  A  S 18 

cant,  for  M.  of  W.  A  S 18 

clinker  for  locomotives 76,  85 

coat,  for  passenger  cars 11 

curbing  for  M.  of  W 18 

at  engine  houses 72.  81 

fire  for  M.  of  E.  stationary  boilers  (when  unassignable)  . .  .  .O.  A.  "Shop  Expenses.'* 

for  kocomotives 76,  85 

for  lubricating  cars 8^ 

meat .  retinning 8^ 

Hoops,  order,  for  cars 8^ 

packing,  for  cars 8^ 

stations,  for  handling  freight 66 

Horses  carrying  fiagmen  preceding  trains  in  city  streets  (yard  limits)  expense  of  ... .      78 

and  keep  in  general  office  service 188 

at  M.  of  E.  shops  (when  unassignable) O.  A.  "Sh<^  Expenses." 

for  purchasing  dei>artment O.  A.  "  Purchasing  Department  Elxpenaea." 

for  storehouses   O.  A.  "Storehouse  Expenses." 

an  i  vehicles  for  stations 66 

Hose  carts  for  fire  hose 16 

couplings    except  fire)  for  stations 66 

fire ; 13.16 

for  car-heating  plants  at  stations  and  yards 89 

cinderpits  and  washing  out  boilers 73.  81 
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Uo'M'  for  rloAninfc  cars I| 

'  *    loromotiv*'  fm-l  Htationit  (oxropt  fire) 73.  13 

' "  loconjotivo  wator  stations  '.thaw  out) 74,  IS 

' '   M.  of  K.  HhopN  (whon  unnHrtiKnable) O.  A.  "Shop  EzpeiuM." 

' '    puH.'M-nKor  ciirM.  .ntoam  hoat Jl 

' '    rtprinklinfc  (crado  crosHinnH  (including  pip<'a  and  water) II 

' '    Htntions  (rxrcpt  fire) M 

'  *  fin-  piirpoHCH li 

KUH.  for  Huppiyinn  r-jirn 81 

hoiiHcH,  rcpttirH  and  rcncwulH  of li 

rcclH  for  fin'  how U 

loconiotivcH 7#,  U 

(other  than  firr)  for  M.  of  K.  nhopH  (when  unaasiRnablp)    .  O.  A.  **  Shop  EzpeoMS." 

HtationH  (rxccpt  fire) 14 

Htandpipr 74*  W 

llospitnl  attendance  and  contribiitionH  to 19,  48,  Itl 

Medieal  and  InHurunee  fundn,  adjustment  of  renerves  in,  and  treatment  of  ez- 
])enHi'«  incident  to C.  4^9 

IIoHtlerH  and  helpers,  handling  coal  at  ehuten 73,  82,  C.  408 

pay   of  anti    tools  for 73.  81 

Mouses  at  ballast  pits 3 

not  us(>d  in  connection  with  rail  operations,  rent  of C.  130,  141 

occupieil  by  employees,  rent  free  in  lieu  of  an  increase  in  wages,  principle  for 

treatment  of    C.  488 

power,  for  electric  tract  .on.  equipment  of 47 

repairs  ami  renewals  of      II 

all  such   ^when   not   "  Outside  ("tperations  ">   as  boarding,  eating,  freight,  hote, 
power,  pump,  tool  houses,  etc 14 

Hydrants .  .  14 

for  cleaning  cars _ 14 

Hydraulic  jack,  compvnmd  for  M.  of  K.  ^when  unas8ignable> O.  A.  "  Shop  E^qjienMa." 

and  other  pi^rtable  jacks  at  shops,  repairs  and  renewals  of 44 

outfits  for  M.  of  W 11 

111  1X15?   .•      .      •• .«»».•.•  •->••••••«.     •>»i>.B**.«*a««a»*»»««»««»9««a»  IV 


loe  barrels  for  stations M 

boxes  for  freight  cars 34 

passenger  cars J| 

stations M 

buckets  for  cars '. 89 

stations M 

carts  for  stations M 

chests  (if  part  of  structure) |4 

cutting,  to  protect  docks  and  wharves  (when  not  '*  Outside  Operations  ") 17 

for  cars 89 

in  non-revenue  service Accounts  served. 

of  officials I.  24.  53.  *l,  108.  109 

for  drinking  water  (including  oatmeal)  for  M.  of  W.  &  S.  repair  men 18 

for  general  offices I.  24,  53.  *l.  108.  109 

for  restaurants  leased  to  outside  parties M.  C.   136 

for  offices Office  Expense  account  served. 

for  outside  agencies 54 

for  shops,  M.  of  E.  (when  unassignable) O.  A.  **  Shop  Expenses." 

for  signal  and  interlocking  'towers 70,  90 

for  stations M 

picks  and  tongs Follow  cost  of  ice. 

piling  and  protection  to  prevent  damage  from  (when  not  "  Outside  Operations  ")     17 
removing  from  M.  of  E.  transfer  tables  and  shop  yards  (when  unassignable) .  .  . 

O.  A.  •'  Shop  Expenses." 

station  platforms,  walks,  at  stock  pens,  pay  of  employees 03 

switches 7 

switches,  salt  for 7 

tracks 7 

turntables 72,  81 

yard  tracks 7 

tanks  for  passenger  cars 31 

thawing  (locomotive  water  supply) 74.  83 

tongs  for  stations 00 

in  water  tanks,  breaking  and  thawing 74,  83 

houses,  cost  of  cleaning  and  filling Add  to  cost  of  ice,  C.  6^4 

repairs  and  renewals  of,  including  machinery I4 

Icing  cars,  pay  of  employees,  cost  of  ice  and  tools  incidental  to 89 

charges  collected  from  other  companies  and  individuals 89 

and  watering  cars  in  non-revenue  service Accounts  served. 

of  officials I.  24.  53,  01.  100.  107,  109 

charges,    when    borne    by  shipper    and    when    amount   collected    represents  a 

profit W,  C.  638 

revenue  and  expenses,  how  distinguished C.  136 

Immigrant  cars,  repairs  of 31 

Immigration  and  industrial  agents,  pay  and  expenses  of 

bureaus,  expenses  of 

Implements,  hand,  for  handling  freight  and  baggage  at  stations 00 

471 
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Inipreflsion  books  and  paprr 30.  49.  58.   59,  •?,  113 

stamps 20.49.58.59.97.111 

Improvements,  public,  assosssments  for  ^when  not    Bettermonta) 4.  It 

I  nrandesoent  lamps See  also  '*  Electric  lampe." 

lamps  and  carbons  for  liffhtinK  M.  of  E.  shops  and  yards  (when  unassignable)  .... 

O.  A.  "  Shop  Expenses." 

for  lightinK  stations,  station  offices,  and  other  station  buildings M 

Inclines,  coal  chutes  (including  tracks  thereon  and  delivery  of  superstructure  material)     1$ 
fuel  station,  tracks  on,  including  cost  of  delivery  tracks,  superstructure  material..     1$ 

to  pontoons,  slips,  bulkheads  and  jetties  (when  not  "  Outside  Operations  ") 17 

Indexes 30.  49.  58.  59.  97.  113 

Industrial  companies,  payment  to,  for  services  of  switching  locomotive C.  220 

and  immigration  bureaus 55 

agents,  pay  and  expenses  of 55 

exhibit  agents,  pay  and  expenses  of   55 

Industry'  spur  track  built  for -. C.  St5 

Information  bureaus  at  stations,  pay  and  expenses  of  employees i3 

Injured  persons  and  attendants,  railway  and  carriage  fares  for 19.  48.  153 

Injuries  to  persons,  account  to  which  chargeable C.  184. 105 

M.  of  E 45 

M.  of  W.  AS it 

transportation 113 

amounts  paid  for,  during  construction C.  314 

on  construction  work C.  309 

damages  paid  account  of  ejectment  of  passenger  from  train 183.  C.  78 

by  defective  highway 19.  C.  304 

delayed,  payment  of  judgment,  account  of C.  4^4 

insurance C-  ii* 

insurance  covering,  when  a  carrier  assumes  its  own  risks  and  creates  a  fund  by 

charge  to  Operating  Expenses 19,  48.  183.  C.  5fff 

office  expenses  of  claim  agent  in  charge  of 19.  48.  lOJ.  C.  SSt 

in  operation  of  a  joint  facility C.  304 

pay  and  expenses  of  employees  attending  inquest 19.  48.  lOJ.  C.  34 

rent  of  offices  for  use  of  claims  department 19.  48.  183,  C.  35 

reserve  accounts,  adjustment  of C.  156 

resulting  from  causalties  in  the  operation  of  joint  yards,  etc C.  401 

witness  fees  in  connection  with 19,  48,  103.  C.  310 

Injury  claims,  adjustment  of.  pay  and  expenses  of  employees  and  others  called  in  con- 
sultation regarding 19.  48.  103 

amount  of  final  judgments,  including  plaintiff's  court  costs , . .  19,  48.  103 

connection  with  "  Outside  Operations  " .  . .  .  See  Classification  of  "  Outside  Operations." 

cost  of  insurance  against 1 15 

to  freight  on  cars,  protection  against 89 

lawsuits,  pay  and  expenses  of  employees  and  others  serving  as  witnesKS. . . .  19.  48.  103 

witni'ss  fees 189 

Injury  to  liorso  occasioned  by  defective  crossing 183,  C.  896 

Ink  and  inkstands 38,  49,  18,  59,  97,  113 

Inqufsts.  pay  oi  omployees  and  others  attending 19,  48,  188,  C.  34 

In^ipector?.  accounting  department,  pay 107 

bridge,  pay  and  expenses f 

car,  boating  shanties  of 81,  14,  43 

pay  and  material  u«ed  in  light  repairs 81, 14,  43 

at  joint  terminal C.  477 

distinction  between  superintendence  and  super\'iaion C.  204 

chief  car.  pay  of 34 

customs,  at  stations,  payments  for  time  of 03 

6re  ai; J  sanitary,  pay  of I 

f reiuht  oar J4 

I**  ^'4  » •-.. ••■■•■*••■-•••«•«««»  '^k   '^ 
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Inspectors,  general  car 24 

of  locomotives 25t  28 

of  tools  and  machinery 24 

traveling  boiler 24 

of  smokestacks  and  ashpans 73,  81 

traveling  train  and  station 41 

work  car 43 

Inspectors'  shanties,  of  M.  A.  E.,  heating  and  lighting  (when  unassignable) O.  A. 

••  Shop  Expenses." 

small  hand  tools 31 ,  34,  43 

Inspection See  also  under  thing  inspected. 

of  bridges,  steam  launch  used  for 41 ,  C.  389 

grain,  payments  for 63,  C.  199 

joint  car,  division  of  expenses C.  56,  477 

and  weighing  bureaus,  expenses  of 64 

Instructors,  air  brake,  pay  and  expenses  of 61 

Instruments,  engineering  and  drafting I>  24 

telegraph  and  telephone  lines 14 

for  signal  work 13 

Insulating  mats,  plugs,  etc.,  electric  traction  power  transmission 15 

third  rail 15 

Insulators  and  connections,   transmission  of  electric  traction  power I& 

telegraph  and  telephone  lines 14 

track 2,  5,  16 

Insurance 110 

amounts  recovered C.     30 

on  floating  equipment 1 10,  C.   182 

fund  for,  created  by  charges  to  operating  expenses 1 10,  C.  31 

funds,  adjustment  of  reserves  in  and  treatment  of  expenses  incident  to C.  4^9 

interest  on,,  sufficiently  large  to  take  care  of  all  losses  and  premiums C.  6X6 

indemnity  on  baggage 100 

on  bridges,  trestles  and  culverts 9 

buildings,  fixtures,  and  grounds 13,  16 

crops,  buildings,  fences,  and  other  property  of  other  individuals  or  companies 

not  intrusted  for  transportation 101 

freight ff 

cars  of  foreign  lines  in  carriers*  service 34 

repairable •. 34 

totally  destroyed **  Equipment  Replacement  Suspense  " 

premiums  paid  for,  on  employees  engaged  in  construction C.  609 

on  jointly  owned  building,  premiums  paid  for C.  629 

liability,  created  by  charges  to  Operating  Expenses  for  personal  injuries C.  626 

loss  of  station  funds  when  not  covered  by 98,  C.  46S 

marine,  on  material C.  46S 

premium  paid  on  material 1 10,  C.  181 

against  loss  by  fire,  accident  or  other  causes  (except  when  *'  Outside  Opera- 
tions ") 110 

charged  on  basis  of  accruals C.  29 

commissions  for  collecting C.  99 

recovered  from  insurance  companies C.  30,  31 

on  equipment  destroyed C.  353 

reinsurance  when  a  carrier  acts  as  its  own  insurer C.  31 

Insuring,  cost  of.  on  all  classes  equipment  (except  "  Outside  Operations  ") 110 

I nterest  on  bank  deposits C.  365 

on  bonds  of  terminal  company  operated  for  joint  benefit  contributions  toward. C.  6S7 

bonus  paid  in  purchase  of  equipment  on  car-trust  plan  instead  of  for  cash C.  S67 

and  commission  in  Classification  of  Expenditures  for  Road  and  Equipment  .  .C.  505 
on  deferred  payments  for  equipment  purchased C.  579 
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Interest  on   insurance   funds  sufficiently   large   to  take  care  of  all    loascMi    and  pre- 
miums   C.  SM 

on  notes  given  in  payment  for  construction  material  or  new  equipment C.  jfZf 

and  principal  of  car  trust  notes,  payments  on  account  of Q,  gjg 

tables 30.  49,  88.  S9,  #7,  IIJ 

valuation,  rent  of  property  based  on C.  U 

Interlockers,  block  and  other  signals,  repairs  and  renewals  of,  lubrication  of C.  TV 

operation  of,  in  yards  exclusively If 

on  line ]    ft 

jointly C.  278,  383.  S12 

block  and  other  signal  systems,  bonding  rail  for Q^    4| 

at  crossings,  operation  of C.  ajjg,  468 

Interlocking  plant,  on  joint  track,  tenant  paying  part  of  cost C.  Ml 

plant  partially  erected  and  then  abandoned,   disposition  of  cost  of  labor  and 

material Q,  jy^ 

plants,  joint  operation  of C.  116.  117.  272.  276.  Ml 

damage  to C  471 

and  other  signal  apparatus  at  gravel  pits,  installing  and  operating 3,  C    M 

and  signal  plants,  including  buildings  and  all  appliances,  repairs  and  Tenewals  of    IJ 
(other  than  exclusively  yard) ,  labor,  heat,  light,  water  and  supplies,  operatinc    M 

in  passenger  and  freight  yards,  heat,  water,  light  and  supplies  for 7t 

yards,  pay  of,  employees  operating If 

Invalids'  rolling  chairs  at  stations || 

Inventories,  expense  of  taking* O.  A.  "  Storehouse  KYponni" 

Inventory,  adjustment  of  material  accounts  to  basis  of C  9 

Investigation  of  accidents,  wages  of  employees  attending 1,  24.  81,  C.  4M 

Invoice  books 30.  40,  88,  89.  97*,  IIJ 

Irons  for  lubricating  cars ff 

locomotives 7§^  §| 

(engine  house  equipment) 72,  fl 


J. 


Jack  levers  for  M.  of  W.  &  S 18 

Jacks  for  car  equipment 89 

hydraulic  and  other  portable,  at  shops 46 

screw  and  ratchet  for  M.  of  W 18 

for  locomotive  equipment 76,  85 

at  shops 46 

track  for  M.  of  W.  &  S 18 

Jackscrews  for  car  equipment 89 

locomotive  equipment 76,  85 

Janitor  service  furnished  tenants  in  rented  buildings •. C.  SS6 

Janitors,  in  general  offices,  pay  of 1 07 

offices  other  than  general Accounts   served, 

station,  pay  of 63 

Jars,  battery,  telegraph  and  telephone  lines 14 

Jetties,  repairs  and  renewals  of  (when  not  "  Outside  Operations  ") .  , 17 

Joint  car  inspection C.  56 

car  inspectors  employed  by  terminal  company,  proportion  of  wages  paid  by  tenant 

line .C.  477 

damage  to  cars  in  a  yard  jointly  operated C.  356 

dining-car  line,  loss  in  operation  of C  4^7 

employees,  salaries  of .' C.  118,  193,  258 

explanation  of  account  "  Maintaining  Joint  Equipment  at  Terminals  " C.  355 

facilities  (general  administration) 1 15,  1 16 

(M.  of  E.) 51.  52 

(M.  of  W.  &  S.) 22,  23 

(tracks  and  facilities,  operation) 104,  105 

(yards  and  terminals,  operation) 77,  78 

accident  in    connection    with  operation,   involving  damage  to  property   or 

personal  injury C.  364 

accounts  for  alternate  operation  of  switching  track C.  635 

accounts,  what  company  should  render  bills C.   160 

accounts  with  carrier  not  reporting  to  commission C.  636 

accounts  with  terminal  company C.  637 

casualties  in  connection  with C.  491 

cleaning,  repairing  and  furnishing  supplies  for  passenger  cars C.  410 

cost  of  repairing  another  carrier's  equipment  in  connection  with C.  393 

damage  to  interlocking  plant  operated  jointly C.  471 

defined C.  159,  193,  215,  258,  284,  286.  327,  410,  411,  477,  493,  497,  535 

delivery  of  live  stock  to  stock  yards  on  line  by  connecting  carrier's  own 

equipment C.  263 

distinguished  from  account  Rents  of  Buildings  and  Other  Propei^y C.  327 

embracing  trackage  rights  over  a  line,  payment  for  which  is  made  at  a  cer- 
tain rate  per  car C.  268 

explanation  of  the  word  '*  joint  " C.   159 

freight  charges  on  material  used  in  connection  with C.  395 

furnishing  supplies  to  locomotives C.  412 

handling  trains  over  another  carrier's  tracks  for  which  a  rate  per  car  is 

charged C.   133 

log  handling C.  539 

manner  of  handling  delayed  bills C.  247 

operation  of  building  insurance  premiums  paid  in  connection  with C.  6S9 

operation  of  a  crossing  where  flagmen  are  employed C.  493 

of  drawbridge. .  .  .  ? C.  360 
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Joint  facilitiefl.  operatioD.  embraces  all  elements  of  operating  ezpenae C.    46 

of  freight  houses C.  414 

of  fuel  station C  411 

of  interlocker  at  crossings C.  283,  C.  SOI 

of  interlockers  at  outlying  points  and  in  joint  tracks C.  3U 

of  interlocking  plants C.    1 16,   117,  173 

of  interlocking  plants,  also  crossings  protected  by  mapual  aigiuda.  .  .  .C.  STS 

lessee  owning  no  equipment C.  408 

of  locomotive  and  repairs  and  car  cleaning  at  union  stations C.  S85 

of  a  roundhouse C.  409 

of  station  and  yards,  through  what  accounts  handled C.  101 

of  stations,  interlockers,  water  stations,  etc C.  278 

of  terminal C.  371,  C.  482 

of  track  and  terminal C.  294,  205 

of  tracks  and  bridges,  disposition  of  revenue  from C.  4S7 

of  tracks,  divis'.on  under  contract  for,  of  amounts  received  under  lease  C  tfSff 

of  tracks  and  yards C.  285 

yards,  terminals  and  other  facilities C.  881 

participation  in  deficit  from  operation  of  union  station C.  320 

pay  for  use  of  track,  station  buildings,  and  other  facilities  on  valuation  basis 

and  proportion  of  expenses C.  215 

payment  for,  based  on  a  fiat  rent  per  annum C.  250 

based  on  interest  on  valuation,  in  addition  to  a  portion  of  the  operating 

expenses C.  273 

percentage  added  to  bills,  representing  labor  charges  and  profit C.  304 

rent  paid  in  connection  with  t'he  joint  operation  of  tracks C.   200,201 

rents  paid  for  trackage  rights  in  operation  of  joint  facility C.  120,  121 

received  from  electric  line  for  use  of  one  mile  of  track C.  495 

restaurant  at  station,  operated  as.  .  .  . .' C.  640 

salaries  of  agency  employees C.  118 

signals  to  protect  crossings C.  272,  308 

station  employees C.  193,  258.  277 

taxes  on,  paid  as  part  of  rent C.     15 

on  property  used  jointly C.     10 

use  of  side  track C.  308 

use  of  track  for  passenger  trains C.  382 

use  of  tracks,  etc.,  rent  paid  upon  basis  of  valuation  and  in  addition  a  pro- 
portion of  revenue C.  ^72 

watchmen  at  crossings C.  350 

water  stations C.  857,  358 

water  supply  and  turntable C.  74 

freight  charKcs  over  operating  line  and  percentages  added  for  superintendeneo  and 

store  expenses  in  connection  with  joint  track  bills C.  44^ 

hire  of  ecjuipment   (including  repairs)    in   connection  with  switch   ensinflS  used 

at  joint  terminals C.  StO 

interlocking  plant,  tenant  company  paying  part  of  cost C.  S3t 

Revenue  account  and  Income  account C.  400 

accounts C.  S07 

treatment  of  maintenance  and  operation  of  leased  track C.  S7S 

use  of  track  by  electric  and  steam  railways C.  40S 

on  tonnage  basis,  revenue  from C.  400 

Journal  bearings 21,  28,  31,  34,  43 

Judgments     See  nlso  Lawsuits. 

against  carriers,  and  heavy  expenses,  treatment  of  in  accounts C.      5 

in  damage  suit  connected  with  attempted  burning  of  shop 21,  C.  016 

delayed  payment  of,  in  casualty  claims C.  404 

in  case  of  indictment  on  account  of  defective  appliances  on  cars 88,  C.  887 

in  controversy  connected  with  closed  construction  aclbount C.  800 

Junction  yards  and  terminals  defined , C>  877 


Keys,  coach 89 

seat 89 

for  stations 66 

switch ■; C.  299 

switch  for  enginemen 76,  85 

M.  of  W.  employees 18 

station  employees 66 

trainmen 89 

yard  men  in  passenger  and  freight  yard  service 70 

Kitchen  cars,  repairs  of 31 

Knives,  drawing — for  M.  of  W.  &  S 18 
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Labor,  ballasting  track 2,  4,  1$ 

engaged  in  maintenance Aeoounts  aerred. 

cleaning  station  grounds  (by  station  cleaners) (J 

distribution  of,  connection  with  shop  expense C.  179 

to  follow  cost  of  material , C.     44 

in  joint  operation  of  station \ C,  414 

laying  rails,  ties,  and  applying  other  track  superstructure  material 2,  i,  16 

laying  track  material 3,  i,  li 

lighting  switch  lamps 63,  66,  69,  C.   196,  197 

percentage  added  to,  when  rendering  bills  to  other  carriers C.  246,  262,  304 

producing,  quarrying,  loading  and  first  unloading  ballast 3 

at  station 6J 

operating,  heating,  lighting,  elevators,  and  freight  handling  power  plants, 

pay  of 61 

at  stock  pens  (other  than  repairs) 61 

taking  up  tracks 3,  6,  16 

track,  tracks  to  and  in  guard  pits  or  quarries 3 

of  transfer  crew  taking  freight  from  yard  to  destination  on  main  line,  olaan- 

fication  of C.  6J^ 

transferring  freight  between  ship  side  and  cars,  at  dock C.  517 

unloading,  distributing,  track  superstructure  material  (except  ballast) 3,  6,  16 

unskilled,  M.  of  E.  pay  of  (when  unassignable) O.  A.  "  Shop  Ezpenaee.** 

work  train ATOOunts  served. 

Laboratories 16 

and  test  rooms,  M.  of  E.,  supplies  for  (when  unassignable) .  .O.  A.  *'  Shop  ESzpeneee.  " 

Ladders  for  cleaning,  icing  and  watering  cars 8f 

at  enginehouses 73,  81 

for  M.  of  E.  shops  (when  unassignable) O.  A.  "  Shop  Ezpenaee." 

M.  of  W.  &  S 18 

station  use : : 66 

storehouses O.  A.  "  Storehouse  Expenses.*' 

Lading,  bills  of #7 

Lakes,  rent  of.  for  locomotive  water  supply 74,  81 

Lampblack  enginchouse  use 73,  81 

for  M.  of  E.  (when  unassignable) O.  A.  '*  Shop  Ex]>enses.** 

at  Htations 66 

Lamp  boards  for  cars 8f 

fixtures,   when  in  cars Appropriate  equipment  repairs  expense  account. 

when  in  buildings,  repairs  of  buildings II,  |6 

parts  for  cars  in  revenue  service 89 

locomotives 76,  81 

roundhouses 73,  81 

officials'  cars Office  expense  of  their  offiee. 

offices  or  shop Expense  of  the  office  or  shop  served. 

Lampmen  (other  than  exclusively  yard) ,  pay  and  supplies 9f 

in  passenger  and  freight  yards,  pay  of 69 

Lamps,  arc 11,  16 

for  buildings  when  permanent  fixtures II,   16 

when  not  permanent  fixtures Expense  of  office  or  sh<q>  ■eryed. 
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Lamps,  for   cars   and  locomotives Appropriate  equipment  repairs  account. 

deck,  for  freight  cars 34 

incandescent  electric Ofl&ce  or. shop  expense  of  ofl&ce  or  shop  served. 

for  cars  in  revenue  service 89 

for  lighting  cars,  filling,  wages  of  employees .  .  ,  . , 89 

semaphore 13 

not  at  stations  or  yards 90 

signal 13 

on   turntables 72,   81 

switch 2,5,16 

labor  tending,  at  points  having  no  regular  switching  service 63 

in  yards  having  regular  switching  service 69 

lighting  and  care  of 63,  66,  69,  C.  196,  197 

supplies  for  at  points  having  no  regular  switching  service 66,  C.  68 

supplies  for,  in  yards  having  regular  switching  service 70 

train  signal  for  cars 89 

supplies 89 

labor  filling  and  cleaning 89 

water  stations 74,  83 

which  are  fixtures  in  buildings 13,   16 

which  are  used  in  station  buildings  but  are  not  permanent  fixtures 66 

Land  for  buildings,  cost  of  (when  chargeable  to  expenses) 13,  16 

and  tax  agent,  general,  and  assistants,  pay  and  expenses  of 106 

clerks  of,  pay  and  expenses  of 107 

office  expenses  of 108,  C.  255 

and  tax  commissioners,  commissions  paid  to,  in  lieu  of  salaries 106 

for  dirt  to  replace  grade  washed  away  by  flood,  6,  and  Additions  and  Betterments.  C.  4^0 

damage  to,  during  construction  of  line  in  a  previous  year,  payment  for C.  68S 

damaged  by  overflow  because  of  insufficient  opening  under  bridge 101,  C.  392 

by  collisions,  wrecks,  etc 101,  C.  392 

leased  to  provide  driveway  to  side  track C.  370 

leased  to  prevent  a  street  crossing  tracks C.  307 

not  in  rail  operation,  rent  from C.  296 

receipts  from  timber  on C.  432 

option  on,  where  option  is  forfeited C.  4^5 

rent  of,  for  depot C.  306 

rented  for  station  grounds  and  yards C.  407 

rent  from,  for  union  station C.  292 

for  right  of  way,  cost  of  securing  title  to,  after  construction  accounts  arc  closed. C.  4^"^ 

for  snow  fences,  payments  for  use  of 7 

on  which  station  buildings  and  tracks  are  located,  rent  of C.  664 

I>andings,  repairs  and  renewals  of  (when  not  "  Outside  Operations  ") 17 

Lands,  cost  of  overhead  bridges  constructed  as  consideration  for  exchange  of C.  376 

Landscape  gardening  about  buildings,   including  cost   of  plants,   trees,   shrubs,   and 

maintaining  and  operating  nurseries 16 

gardening   along  roadway    (when  not  chargeable  to   "  Buildings,   Fixture^  and 

grounds  ") 6 

Landslides,  temporary  use  of  tracks  of  other  companies  on  account  of 89 

Lanterns  for  bridge,  trestle  and  culvert  repairs 9 

for  cars  of  officials 1.  24,  53,  61.  106,  107,  109 

in  revenue  service 89 

for  drawbridge  operation,  including  supplies 92 

fittings  for  station  use 66 

for  highway  crossing  men,  and  their  supplies 91 

locomotives , 76,  85 

M.  of  W.,  including  oil  and  wicking 18 

signal  and  interlocking  plants 70,  90 

station  employees,  including  oil  and  wicking 66 

stations .• 66 
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Lanterns,    trainmen,    filling,    cleaning,    trimming    and    lighting,   pay  of    emfrfojrees 

exclusively  engaged  in 91 

in  non-revenue  train  service Accoonts  served. 

in  revenue  train  service 8i 

oil  and  wicking  for 8i 

trainmen  in  worktrain  service Accounts  senred. 

yard  service,  passenger  and  freight,  oil,  wicks,  etc.,  for 79 

waste  for  cleaning 9, 18,  M,  70,  73.  73,  74,  7i,  etc 

Launch,  steam,  for  inspection  of  bridges  and  transportation  of  officials 61,  C.  380 

Laundry  work  for  cars  in  non-revenue  service Accounts  senred. 

of  officials I,  34,  53,  il.   106.   107,  109 

in  paymaster's  service 107 

revenue  service  (when  not  "  Outside  Operations  ") 09 

offices Office  Expense  accounts  served. 

Law  books  for  legal  department Iff 

briefH,  forms,  testimony  and  reports,  printing Ii9 

and  court  expenses  (not  otherwise  provided  for) Iff 

expenses 109 

chargeable  to  cost  of  construction  work.  Additions  and  Betterments  account  served. 

in  connection  with  injuries  to  persons 19,  48,  103,  C.  310 

Lawn  mowers 18 

Lawsuits,  amount  of  final  judgment,  including  plainti£F*8  court  costs,  as  follows:    for 

damage  to  stock  on  right  of  way 103 

for  injury  caused  by  M.  of  E.  department 48 

M.  of  W .  department 19 

transportation  department lOS 

for  loss  and  damage  baggage 100 

freight 99 

to  property 191 

damage  or  injury,  witness  fees 199 

injury,  pay  and  expenses  of  employees  serving  as  witnesses 19,  48,  lOS 

loss  and  damage,  pay  and  expenses  of  employees  serving  as  witnesses.  .99,  190,  101,  193 

witness  fees  and  judgments  in  connection  with 31,  C.  690,  616 

Tiawycrs'  fees  (not  otherwise  provided) ' 199 

Lead  for  M.  of  E.  (when  unassignable) O.  A.  **  Shop  Expenses." 

red  or  white  M.  of  E,  (when  unassignable) . .' O.  A.  **  Shop  Expwises.'* 

for  M.  of  W Maintenance  accounts  served. 

Jjcathers,  hand,  for  M.  of  E.  (when  unassignable) O.  A.  '*  Shop  Expenses.*' 

Lease  of  terminals C.  280 

Leased  bridge  property  owned  by  bridge  company,  accounts  relating  to C.  S9B 

cars  destroyed  in  wreck,  disposal  of  excess  in  replacement  fund  for C.  618 

equipment  owned  by  mill  company,  payments  for C.  690 

ground  for  roadway C.  370 

property,  improvements  to,  by  lessee  company C.  549 

reimbursement  to  be  made  by  lessor C.  8S9 

track  owned  by  tram  road,  receipts  and  payments,  connection  with C.  60i 

Legal  department,  rent  of  offices  for 199,  C.  345 

expense  in  connection  with  new  bond  issue C.  676 

firm  employed  at  Washington  to  represent  company,  compensation  to...  199,  C.  617 

forms,  printing 199 

services  of  attorneys  not  specially  provided  for,  fees  and  retainers 199 

penalties  paid  for  violation  of  twenty-eight-hour  stock  law 98,  C.  6MS 

Letter  boxes  at  stations ; M 

Lettering  cars 31,  34,  43 

Level  rods I 

Levels I,  18 

engineers* I 

spirit,  for  M.  of  E.  (when  unassignable) O.  A.    "  Shcqi  Expenses.*' 

track 18 
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Lever  ears 18 

Levermen  (other  than  exclusively  yard,  pay  and  supplies) 90 

in  passenger  and  freight  yards,  pay  of 69 

Levers  for  interlocking  plants 13 

jack  for  locomotive  equipment 76,  85 

M.  of  W 18 

power,  for  electrically  propelled  cars 37 

Library  cars,  repairs  of 31 

License   for   commissary   department.    See   Classification   '*  Outside   Operations." 

fees,  paid  to  cities  for  privilege  of  occupying  or  crossing  streets C.  122 

for  stationary  engineer  at  shops  (shop  expense) C.  499 

ticket  agents 66 

of  wharfinger,  cost  of t C.  369 

revenue C.   128 

Light,  electric.     See  also  Electric  Light. 

Lights,  electric,  at  crossings 91 ,  C.  269 

electric,   distribution   of  power  cost C.   177,    178,    180 

expense  of,  for  rented  buildings C.  S26 

signal,  on  turntables  and  transfer  tables  at  engine  houses 72,  81 

switch,  in  yards  where  regular  switching  service  is  maintained,  supplies  for 70 

Lighters,  fire,  for  starting  locomotive  fires 72,  81 

Lighting  ballast  pits  or  quarries 2 

bridge  watchhouses ^.92 

cars  in  non-revenue  service Accounts  served. 

permanent  fixtures  to  outside  lighting  plant  for 16 

in  revenue  service,  pay  of  employees  and  supplies 89 

docks  and  wharves  (when  not  Outside  Operations)  cost  of  current 66 

labor 63 

supplies  for 66 

electric  traction  power  and  substation  planta 86 

enginehouses 72,  81 

fuel  stations  (locomotive) 73,  82 

general  offices 1 ,  24,  53,  61 ,  108,  109 

interlocking  and  signal  towers  (yard  only) 70 

(other  than  yard  only) 90 

locomotives 76,  85 

machinery  at  terminal  station  for  furnishing  electric  light  for  passenger  cars .  .  .  C.  60S 

offices Office    Expense    accounts    served. 

of  assistant  general  managers 1,61 

of  general   managers 1 ,   24,  61 

M.  of  E.   (not  otlfferwise  provided) 24 

M.  of  W.  and  S I 

of  superintendent  of  telegraph 14,  94 

of  traffic  soliciting  agents '. 54 

of  train  dispatchers 62 

shops,  shop  offices,  and  other  M.  of  E.  places  where  mechanical  work  is  done 

(when  unassignable) O.  A.  "  Shop  Expenses." 

stations,  station  offices,  other  station  buildings,  and  street  approaches  thereto, 

cost  of  supplies  for 66 

storehouses O.  A.  *'  Storehouse  Expenses." 

street  crossings,  not  at  stations 91 

streets  at  stations 66 

subdivision  tool  houses 18 

switches  at  points  where  no  regular  switching  service  is  maintained,  labor 63 

supplies 66 

switches  and  semaphores  in  passenger  and  freight  yards,  labor 69 

supplies 70 

switchtender  houses,  in  passenger  and  freight  yards 70 

telegraph  offices  confined  exclusively  to  train  movement 62 
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Lighting  telegraph  offices  used  for  station  srrvico M 

telegraph  and  relay  offices 94 

traffic  offices 53,  S4.  M,  17.  IS 

transportation  offices  {n<»t  otherwiHo  provided) if 

tunnels 8 

for  track  repair  men 4 

turntables 72,  81 

yardmasters'  offices     78 

yards,  passenger  and  freight 78 

Lightning  arresters  on  buildings IX,  14 

for  electrically  propelled  cars J7 

for  telegraph  and  telephone  lines 14 

Lightweighing,  freight  cars i4 

Limbs,  artificial 19,  48,  I8S 

Lime  cars,  repairs  of JM 

I^inemen,  telegraph  and  telephone,  wages,  tools  and  supplies  of 14 

Linen  for  cars  in  non-revenue  service Accounts  aerved. 

for  cars  of  officials Office  Expense  of  their  ofl^. 

paymaster's  car 187 

revenue  cars  (not  "  Outside  Operations  ") 89 

Line,  main,  classification  of  cost  of  extension  of C.  59S 

Lining  bars  for  M.  of  W.  &  S JI8 

for  freight  cars,  temporary • 89 

Links  and  pins  for  freight  cars i4 

locomotives 35,  J8 

work  cars 41 

Linoleum  for  offices Office  Expense  of  office  served. 

passenger  cars Jl 

stations M 

Litigation  regarding  patents,  how  to  treat  expenses  in  connection  with 109,  C.  287 

Livery  for  horses  serving  general  office 188 

shops  (when  unassignable) O.  A.  "  8h<9  Expenses." 

in  station  service M 

Li  v<j  stock  agent,  pay  and  expenses  of 

agent,  clerks,  pay  and  expenses  of , 

cars,  cost  of  double  decking J4 

feed  for  on  delayed  trains 89 

killed  or  injured  crossing  right  of  way,  and  incidental  expense  of  removing. |83 

fares  collected  from  caretakers  of C.  44M 

loss,  damage  or  delays  to,  in  transit,  payments  for  and  incidental  expenses 99 

pens,  disinfecting,  pay  of  employees 48 

labor  at  (not  repairs) 48 

labor  clearing  snow  and  ice 48 

at  stations  and  stock  pens,  wages  expense  loading,  unloading,  feeding,  waterins.      48 

water  and  feed  for,  at  stations 44 

Loading  ballast  at  ballast  pit 3 

cinders  at  ash  pit 73,  81 

fuel  into  tenders % 78,  83 

and  unloading  live  stock  at  stations  and  stock  pens 48 

revenue  freight  payments  to  other  companies  and  individuals 48 

revenue  freight  at  stations 48 

Local  treasurer,  pay  and  expenses  of 194 

clerks  of,  pay  and  expenses  of 197 

office  expenses  of 

Locks,  customs,  on  cars 

for  portable  boxes  for  locomotives 74,  88 

at  stations ■. 44 

switch 3,  8,  19 

T^ocomotive  boiler  washing,  labor  and  supplies  for , 72f  81 
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Locomotive  boilers,  inspection  of 25 

and  tubes,  compounds  for  scales 74,  83 

crews,  fuel  and  all  supplies  expense  for  work  train..  .  .Chargeable  through  work  train 

clearing  account  to  account  served, 
hauling  cars  of  officials.   See  Officials,  Cars  of. 

paymaster's  car 107 

non-revenue  train  service Accounts  served. 

and  crew  hired  to  an  industry  for  shifting  at  a  rate  per  hour C.  ££8 

crews,  revenue  service,  road,  pay  of 80 

yard,  pay  of 71 

and  crew,  switching  at  mines C.  69 

of  wharf  company  rented  for  switching C.  416 

work  train  service Accounts  served. 

damage  to,  caused  by  defective  track  of  another  carrier 25,  101,  C.  399 

damaged,  running  to  shop,  wages  of  enginemen  if  able  to  complete  run  after  break- 
down        80 

special  service;  watching  or  bringing  to  shops 25,  C.  54 

engineer,  traveling,  pay  and  expenses  of 61 

firemen,  traveling,  pay  and  expenses  of 61 

fires,  mechanical  blowers  and  lighters  for  starting 72,  81 

flues,  cleaning,  at  enginehouses 72,  81 

shops 25 

fuel,  freight  charges  on Fuel  and  supplies  accounts  served. 

loading  into  tenders '. 73,  82 

non-revenue  train  service Accounts  served. 

revenue  service,  road 82 

yard 73 

stations,  expenses  of,  and  supplies  for 73,  82 

weighers  and  clerks  at,  pay  of 73,  82 

stocking  labor Fuel  and  supplies  accounts  served. 

when  hauling  cars  of  officials See  "  Officials,  Cars  of." 

paymaster's  car 107 

work  train  service Accounts  served. 

hauling  cars  of  officials See  "  Officials,  cars  of." 

non-revenue  train  service Accounts  served. 

paymaster's  car 107 

headlights,  oil,  wicks,  etc 76,  85 

line  of,  in  connection  with  switching  service C.  368 

hired  on  a  per  diem  basis,  classification  of  mileage  for C.  381 

inspectors,  pay  of 25,  28 

lamps  (signal  only) 76,  85 

lanterns  and  lantern  supplier 76,  85 

miles,  classification  of,  for  picnic,  chartered  and  special  trains C.  224 

classification  of,  when  locomotive  is  switching  at  coal  and  ore  docks C.   135 

distribution  between  passenger  and  freight C.   103 

non-revenue,  serWce  for  outside  parties  on  per  diem  basis C.  381 

parts,  royalties  on  patents 25,  28 

relief,  expenses  and  mileage  of,  between  shops  and  point  of  service C.  639 

repairs 25,  28 

supervision  of 25,  28 

traveling  expenses  of  employees  engaged  in 25,  28 

value  of  old  material  released 25,  28 

service  at  gravel  pits 2 

shops,  machinery  and  tools  at 46 

signal  lights,  supplies  for 76,  85 

supplies,  in  non-revenue  train  service Accounts  served. 

other  than  fuel,  lubricants  and  water,  in  road  revenue  service 85 

yard  revenue  service 76 

hauling  cars  of  officers.    See  '*  Officials,  Cars  of." 
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Locomotive,  worktrain  service Aooounta  served. 

switching,  moved  under  own  8<oam  to  shops,  mileage  of C.  659 

done  while  in  road  service C.  70 

tenders,   shoveling  snow  in 74,  83 

temporary  connections  between  water  cars  and 74,  83 

water  purifying  plants,  cost  of  operating 74,  83 

stations,  labor  and  supplies  operating ,74,  83 

supply  furnished  other  roads 74,  83 

non-revenue  service Ac^counta  sezved. 

revenue  service,  payments  for 74,  83 

right  of  way  for  pipe  lines 74,  83 

superintendent  of,  pay  and  expenses 74,  83 

water  rights,  payment  for 74,  83 

tanks,  breaking  ice  in  and  thawing  out 74,  83 

work,  mileage  of.  as  basis  for  distribution  of  expenses C.  384 

train  service Aecounts  aerred. 

Locomotives,  Additions  and  Betterments,  application  of  1200  minimum.  .C.  147,  670,  671 

67t 

hire  of C.  669 

apportionment  of  expenses  of C.  188,  180,  ISO 

cleaning,  labor  and  supplies  for 72,  81 

depreciation  on C.     38 

dispatching 72,  81 

dumping,  labor  and  supplies  for 72,  81 

dvnamo  and  acetylene  gas,  supplies  for 78,  8S 

electric,  crews  of, 7f 

depreciation JO 

renewals  of 29 

repairs  of  (parts  and  appliances  analogous  to  those  of  steam  locomotives)  ...     28 

fire  boxes  of,  cleaning 72,  81 

firing  up 72,  81 

of  foreign  lines  damaged  in  carrier's  service,  repairs  of 25,  28 

damaged  in  transit,  repairs  of,  when  waybilled 90 

destroyed  in  carrier's  service,  payments  for,  or  insurance  recovered 2i,  28 

having  trackage  rights,  cost  of  repairing  damages 101 

front  end  paint  and  applying,  at  enginehouses 72,  81 

furniture,  tools  and  other  movable  articles  and  supplies 70,  88 

hauling  cars  of  ofiicials,  all  supplies  and  expenses 1,  24,  53,  61,  106,  107,  109 

hire  of  switching,  used  in  the  operation  of  a  joint  terminal C.  6i0 

hired  to  contractor  on  construction  work C.     53 

insurance  premiums  on HO 

recovered  when  locomotive  is  destroyed.  . ."  Equipment  Replacement  Suflfiense.** 

recovered  when  locomotive  can  be  repaired 35,  28 

loss  or  damage  to,  when  waybilled  as  freight,  with  all  expenses  directly  incident 

thereto 99 

lubricants.     See  Lubricants  and  Lubricating. 

metallic  packing   for 25,  28,  C.  250 

old,  cost  of  rebuilding C.  4M0 

paint  applied  to  front  end 72,  81 ,  C.  301 

rent  of,  in  Additions  and  Betterments C.  66B 

rents  paid  for  stalls  for  housing G.  888 

repairs  to,  and  car  cleaning  for  other  carriers  at  terminals C.  636 

repairs  to,  when  handling  new  ballast C.  4BS 

road  foreman  of,  pay  and  expenses 41 

fuel  for 83 

lubricants  for 84 

other  supplies 

water  for 

running  or  roundhouse,  repairs  of 38,  38 
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Locomotives,  sale  of C.  351   "  Equipment  Replacement  Suspense." 

sand  for,  cost  of  production 85 

signal  lamps  for 76,  85 

siphons  for 74,  83 

special  service,  bringing  to  shops,  watching,  trying,  etc 25,  28,  C.  54 

sponging  (except  when  undergoing  repairs) 72,  81 

(when  undergoing  repairs  in  shops) 25,  28 

steam,  depreciation  of 27 

renewals  of 26 

repairs  of 25 

supplies  for  (other  than  fuel,  lubricants  and  water) 76,  85 

switching,  computation  of  mileage C.  239,  240 

and  tenders  condemned,  cost  of  cutting  up 25,  28 

salvage  from "  Equipment  Replacement  Suspense." 

destroyed,  salvage  from "  Equipment  Replacement  Suspense." 

switching,  computation  of  mileage C.  29,  240 

testing  after  repairs 25,  28 

turned  on  "  Y,"  expense  of C.  6£1 

when  not  involving  enginehouse  men 89 

turning  by  connecting  line 81 ,  C.  74 

watching 72,  81 

water  for,  analysis  of 74,  83 

apportionment  of  cost  between  yard  and  road C.  253 

pay  of  superintendent  in  charge  treating 74,  83,  C.  201 

receipts  from  sale  of C.  194 

water  furnished  by  connecting  line,  cost  of 83,  C.  74 

wiping,  labor  and  supplies 72,  81 

in  work  trains,  repairs  of 43,  C.  413 

yard,  fuel  for 73,  82 

lubricants  for '. 75 

other  supplies  for     76 

water  for 74,  83 

Log  chutes  and  rollways  erected  over  tracks 10 

loader,  when  charged  to  expenses 66,  C.  236 

train,   classification  of  mileage  for , C.  383 

trains,  revenue  from  use  of  tracks  by C.  96 

Logging  cars,  repairs  of 34 

Longshoremen  at  freight  stations  (not  "  Outside  Operations  ") 63 

Loss  of  company  material  in  transit 99 

in  baggage  car 99,  C.  6£7 

Loss  and  damage,  baggage,  payments  for 100 

claims,  adjustment  of,  pay  and  expenses  of  employers  and  others  called  in  con- 
sultation regarding 99,  100,  101,  102 

freight,  payments  and  direct  expenses  incident  to 99 

lawsuits,    pay  and    expenses    of    employees    and    others  while    serving    as   wit- 
nesses  99,  100,  101,  102 

witness  fees 109 

claims,  notarial  fees  in  connection  with  employees'  affidavits  concerning . 99,  109,  C.  607 

on   company   material 99,  C.  8 

payments  in  connection  with  milk  shipments 99,  C.  6S6 

or  damage  to  personal  effects,  jewelry,  etc.,  of  passengers  in  wreck  or  accident. ...  100 

103,  C.  386 

and   damage,  reserve  accounts  for,   adjustment  of C.   156 

on  destroyed  shipments,  how  to  charge  the  earned  and  unearned  revenue  thereon  C.279 

by  duplicate  payment  of  pay  check,  lost  in  mail 1 14,  C.  347 

by  fire C.  6gl 

of  money  advanced  an  agent  for  the  payment  of  customs  duties,  through  robbery 

of  station 98,  C.  34^ 

of  monev.  at  stations  by  theft,  reimbursing  for : . . .     98 
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LoM  from  robbery  of  conductor  on  electric  line M.  C.  400 

station  funds  by  burglary,  when  not  covered  by  insurance M,  C.  45S 

by  wreck C.  618,  08S 

Losses  due  to  uncoUectable  charges C.  S88,  S89,  MS,  614 

Lost  car  agent,  pay  and  expenses il 

Lubricants  for  cars,  pay  of  employees  distributing M 

for  cars  in  non-revenuf  service Aec9iiiita  Mtrvd. 

revenue  service M 

for  electric  traction  power  plants M 

for  locomotives  in  non-revenue  train  service Aeeovmta  iimL 

pay  of  employees  distributing 72,  tl 

in  road  revenue  wrvice S4 

in    work-train    service.     To  appropriate    account    through   O.    A.    "  Work-^jrain 


for  locomotives  in  yard  service 71 

Lubricating  cars,  freight M 

in  non-revenue  service AcecHinte  serrcd. 

passenger 99 

in  revenue  service,  pay  of  employees  and  supplies  for 99 

electric  traction  power  plants,  labor  and  supplies M 

irons  for  cars 99 

(enginehouse  equipment) 73, 81 

for  locomotives   7§,  tf 

locomotives  in  revenue  service,  employees  engaged  in 72,  M 

non-revenue  service,  labor  and  supplies  for AeeonntB  aerred. 

revenue  service,  oil  and  other  compounds  for 71,  84 

M.  of  E.  shop  machinery  and  tools  (when  unassignable) O.  A.  **  Shop 

switches  and  signaU  (other  than  exclusively  yard)  labor  and  material  for, 

in  yards  where  resular  switching  ser>'ice  is  maintained,  lubricanta  for. 

yards  where  regular  .owitching  service  is  maintained,  pay  of  emplogreoa 

in W 

turntables  at  enginehouses.  labor  and  supplies 73«  81 

Lubricators  and  oiling  devices  for  electric  traction  power  plants *  47 

Lumber  for  dunnage  for  cars 89 

for  permanent  grain  doors  fqr  freight  cars $4 

sheds M 

stakes,  boards,  or  slats  to  fit  cars  for  carrying 99 

Lye  for  M.  of  E.  (when  unassignable) O.  A  *'  Shop  Ezponaaa." 

used  in  enginehouses 71,  81 


M. 

Machine  shops,  furniture  for.     See  Furniture. 

repairs  and  renewals  of 16 

Machinery  ballast  pit,  depreciation  and  repairs 2 

operating  expense 2 

Machinery,  in  bridges  and  buildings  department,  carpenter  shops,  maintenance  of  46,  C.  311 

car  shop 46 

docks  and  wharves  (except  when  part  of  ferry  slips  and  transfer  bridges  and 

when  not  "  Outside  Operations  ") 13,  16,  46 

electric  for  shop  purposes C.  58,  59 

elevator  (passenger  and  freight,  not  grain) 16 

ferry  slips  and  transfer  bridges  (not  "  Outside  Operations  ") 17 

foundations  for 13,  16 

fuel  station 16 

inspection  of,  at  ballast  pits 2 

buildings  not  for  signal  or  interlocking  purposes 16 

of  power  plant  equipment 47 

at  signal  and  interlocking  towers 13 

at  shops 46 

inspector  of  (M.  of  E.),  wages  and  expenses  of 24 

for  interlocking  and  signal  plant  (compressors,  boilers,  dynamos,  engines) 13 

for  locomotive  shop 46 

M.  of  E.  shop,  cost  of  lubricating,  (when  unassignable) O.  A.  **  Shop  Expenses." 

shop  power  plant 46 

of  bridges  and  building  department 46 

scaffolding  for 46 

station  power  plant  for  handling  freight 16 

at  terminal  station  for  furnishing  electric  light  for  passenger  cars C.  608 

Machines,  calculating Charged  to  appropriate  stationery  and  printing  accounts. 

disinfecting  when  portable  for  use  on  cars 89 

sewing,  at  shops 46 

straightening,  for  M.  of  W.  &  S 18 

Magnets  (engineering  instruments) 1 

Maids  and  matrons  at  stations,  wages  of , 63 

on  revenue  trains,  wages  of 89 

Mail  bags  at  stations 66 

cars,  repairs  of 31 

catchers  for  passenger  cars 31 

compensation  paid  for  carrying,  between  station  and  post  office 63,  66,  C.  6B8 

cranes,  repairs  and  renewals  of 16 

room  employees  of  general  offices,  wages  of 107 

service,  superintendent,  pay  of 61 

at  stations,  pay  of  employees  carrying  and  weighing 63 

transferring  on  account  of  defective  tracks,  bridges  or  tunnels 89 

at  stations  by  non-employees 66 

at  wrecks 93 

trucks  at  stations 66 

Main  rods  for  track 2,  5,  16 

Maintaining  joint  equipment  at  terminals,  Dr 51,  C.  S66 

487 
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Maintaining,  joint  equipment  at  terminals,  Cr S3,  C.  SSi 

joint  tracks,  yards  and  other  facilities,  Dr 32 

Cr U 

Maintenance  of  equipment,  employees  (when  unassignable) O.  A.  **  Shop  EzpenoM.** 

general  office  clerks,  pay  and  expenses  of 34 

officials,  pay  and  expenses  of 34 

other  expenses It 

and  operation,  cost  of,  in  connection  with  joint  operations C.  SSJ8,  SS6,  6S7 

leased  property C.  S99,  88$ 

of  way  and  structures,  clerks,  pay  and  expenses 1 

officials,  pay  and  expenses 1 

other  expenses 31 

Manager  of  advertising  department,  pay  and  expenses SI 

of  advertising,  clerks  of,  pay  and  expenses SI 

office  expenses  of SI 

assistant  general,  when  directly  in  charge  of  M.  of  W.  A.  S.,  i>ay  of 1 

of  transportation,  pay  of il 

general,  pay  and  expenses  of I,  24,  61 

clerks  of,  pay  and  expenses  of 1,  34, 61 

office  expenses  of 1,  34,  61 

of  transportation,  pay  of 61 

Managers,  traffic,  and  assistants,  pay  and  expenses  of S3 

clerks  of,  pay  and  expenses  of S3 

office  expenses  of S3 

Manifold  pens Appropriate  Stationery  and  Printing  Aocomit. 

Mantles,  lamp,  for  M.  of  E.  shops  (when  unassignable) O.  A.  "  Shop  Ezpenaet.*' 

offices Office  Expense  account  serred. 

stations 66 

Map  cases  (classed  as  furniture).     See  Furniture. 

Maps 1.  24.  53.  54,  58.  61.  M,  IM.  lt» 

for  advertising §§ 

and  cases  for  stations 66 

for  offices Office  Expense  account*  — ive<L 

for  transportation  offices 61 

Marking  brushes  for  M.  of  E.  (when  unassignable) O.  A.  "  Shop  Bzpeoaet.'* 

stations 66 

pots  for  M.  of  E.  (when  unassignable) O.  A.  "  Shop  Ezpenaet.'* 

at  stations #6 

Marline  at  stations 66 

Masonry,  bridge 9 

for  buildings IS,  16 

overhead  bridges 19 

Master  car  builder,  pay  and  expense  of 34 

clerks  of,  pay  and  expenses  of 34 

office  expenses  of 34 

car  builders*  association,  dues 34 

rules  in  connection  with  cost  of  removing  advertisements  from  can. . .  .89,  C.  281 

rules,  shop  expenses  not  in  conffict  with C.  257 

car  and  locomotive  painter,  pay  and  expenses  of 34 

carpenter,  M.  of  W.  &  S.,  pay  and  expenses  of | 

mechanic,  pay  and  expenses  of 34 

mechanics'  association,  dues 34 

train,  assistants  and  clerks,  pay  and  expenses  of ^| 

yard  assistant  and  clerks,  expenses  of 79 

pay  of 

Masters,  depot  or  station,  pay  of , 

Matches  for  enginehouses 7J^  ^ 

locomotives 79^  99 

offices Office  Ezpenae  aoeounta 
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Matches  for  stations 66 

train  service '    89 

Material  accounts,  adjustment  of,  to  basis  of  inventory C.  9 

in  connection  with  equipment  destroyed,  sold  or  retired C.  169,   170 

rails  and  ties,  adjustment  of C.  332,  333,  334,  4S5 

salvage  from  spur  track  taken  up  and  not  replaced C.  509 

bins 16 

company's  freight  charges  on C.  /^76 

loss  of,  in  transit  in  baggage  car C.  6S7 

lost  in  transit 99 

in  revenue,  classification  of  mileage C.  418 

construction  and  new  equipment,  interest  on  notes  given  in  payment  for C.  474 

cost  of  labor  to  follow C.     44 

distribution  of  store  expenses  to C.  184,  186 

freight  charges  added  to,  in  joint  operation C.  441 

freight  charges  on,  when  used  in  additions  and  betterments  work C.  659 

when  used  in  a  joint  facility  operation C.  396 

insurance  on C.   IRl 

and  labor  in  the  construction  of  a  temporary  trestle  in  a  road  under  construction  C.  506 
in  shops,  percentage  added  to  bills  on  account  of  rent,  depreciation  and  taxes 

on  buildings,  and  supervision  and  accounting . C.  494 

percentage  added  to,  representing  superintendence,  handling  transportation, 

etc C.  £62 

machine  insurance  on  purchased C.  4^3 

obsolete,  when  taken  out  of  stock  and  sold  as  scrap C.   153 

percentage  added  to  cost  of,  when  rendering  bills  to  other  carriers .  .  .  C.  246,  262,  394 
purchased  for  interlocking  plant  not  completed,  cost  of  material  and  labor .  .  .  .  C.  524 

purchased,  not  for  immediate  use C.  333 

released  from  equipment  condemned  or  destroyed C.  33 

scrap,  collected  along  line  of  road,  and  sold,  the  scrap  having  lost  its  identity.  .C.  514 

taken  from  temporary  tracks  during  construction C.  316 

taken  up,  such  as  angle  bars,  frogs,  etc C.   144 

when  not  possible  to  preserve  identity C.   174 

in  stock,  cost  of  handling  and  adjustment  of  Store  Expenses  account C.  61 

and  supplies,  cash  discount  on C.  366 

for  construction,  duties  and  expenses  paid  in  connection  with C.  594 

furnished  at  a  terminal,  how  distributed C.  412 

profits  derived  from  sale  of C.  684,  598 

in  temporary  sidings  and  spur  tracks,  cost  of,  and  how  handled  when  track  is 

abandoned C.  560 

train,  delivering  ballast 2,  C.   104 

used  for  additions  and  betterments  work,  store  and  other  expenses  in  connection 

with C.  373 

Matrons  and  maids  at  stations,  pay  of 63 

Mats,  insulating,  electric  traction  power  transmission 15 

and  matting  for  offices Office  Expense  accounts  served. 

passenger  cars  (when  not  "  Outside  Operations  ") 31 

stations t6 

Mattresses  and  pillows.     See  Beds  and  Bedding. 

Mauls,  spike  for  M.  of  W 18 

Meals  to  employees  during  strikes 21,  50,  98 

Measures,  liquid,  for  M.  of  E.  (when  unassignable) O.  A.  **  Shop  Expenses." 

for  stations 66 

Mechanical  blowers,  for  starting  locomotive  fires 72,  81 

engineer  and  assistant,  pay  and  expenses  of !>  24 

clerks  of,  pay  and  expenses  of 24 

superintendent,  pay  and  expenses  of 24 

Mechanic,  master,  pay  and  expenses  of 24 

Mechanics,  electric  traction  power  transmiasion,  pay  of 15 
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Mechanics,  interlocking  and  signal,  pay  of 13 

Medical  boxes  for  cars ■   99 

for  locomotives W,  8S 

for  stations M 

for  yards ^ 71 

and  surgical  supplies  used  in  specific  cases 19,  48,  I9S 

Membership  fees  in  agents'  associations M 

in  associations  protecting  use  of  patents lit 

in  boards  of  trade  and  like  bodies H 

of  general  officers  in  railway  and  other  associations IM 

in  master  car  builders'  and  master  mechanics'  associations 34 

in  traffic  associations H 

Messenger  service,  general  offices 197 

M.  of  W.  &  S I 

M.  of  E 34 

stations tt 

storehouse O.  A.  "  Storehouse  Expenses.** 

telegraph  office 94 

traffic  department ' fj 

transportation  offices  (not  telegraph  or  yard) (I 

Metallic  packing  for  locomotives 39,  39 

Metal  polish  for  cars 99 

for  locomotives 79,  89 

for  offices Office  Expense  of  office  served. 

for'stations 99 

Meters  for  electric  traction  power  plants 47 

shop  power  plants 49 

for'water U.  19.  49.  47 

Mile  signs 11 

Mileage  for  baggage  cars  or  caboose  deadheaded  in  revenue  trains C.  840 

books,  coupons  found  in  covers  returned  for  redemption C.  80.  89.  201 

car,  manner  of  keeping,  for  the  various  classes C.  243 

for  all  cars  in  revenue  trains C.  418 

for  circus  cars  in  a  regular  train  for  a  lump  sum,  treatment  of  revenue C.  941 

for  combination  coach  on  passenger  train,  in  which  a  small  amount  of  freight  is 

handled C.  4MS 

exchange  order  bureau,  expenses  of C.  271 

for  detouring  trains C.  109 

for  locomotive,  hired  on  a  per  diem  basis C.  881 

of  locomotive  sent  from  shops  to  relieve  switching  engine C.  6S9 

for  locomotive  switching  at  docks C.  135 

for  lumber  company's  log  train,  handled  over  carrier's  tracks C.  888 

for  mixed  trains,  distribution  of,  to  services C.  103 

for  motor  or  trailer  cars C.  237 

for  non-revenue  cars  in  revenue  service C.  288 

for  passenger  train  handling  special  coach C.  94^ 

trains,  run  under  a  guaranty,  classification  of C.  221 

for  service  divided  between  road  and  switching ,,  ,C-     70 

for  special  coach  handled  in  regular  passenger  train .- .G^  846 

statistics,  in  the  operation  of  tracks  of  other  roads  owning  no  equipment C.  4^ 

when  operating  under  trackage  rights C.  SS9 

for  switching  locomotive  moving  under  own  steam  to  shops C.  889 

for  switching  locomotives C-  280.  240 

for  switching  or  yard  service C.  882 

for  train  hauling  bad-order  cars  to  .shops C.  848 

car,  etc.,  when  train  runs  over  tracks  of  another  carrier C.  808 

hauling  fire  engine  and  apparatus  without  charge Q,  94$ 

operated  on  another  carrier's  line Q,  977 

for  work  cars  held  between  working  limits,  arbitrary  allowance  for C.  949 
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Milage,  work  locomotive,  for  basis  of  distribution  of  expenses C.  384 

work  train C.   104 

Milk  cars,  repairs  of 31 

Milk,  revenue  from  transportation  of,  how  classified C.  83 

shipments  on  passenger  trains,  loss  and  damage  payments  in  connection  with  99,  *C.  626 

stands,  repairs  and  renewals 16 

Mill  company  not  common  carrier,  payments  to,  for  use  of  equipment  and  track .  .  .  .  C.  6S0 

Milling  in  transit,  revenue C.  92 

Mills,  planing,  repairs  and  renewals  of  (not  including  machinery) 16 

planing  machinery  for 46 

Mine  switching C.  69,  70,  71,  72 

Mimeographs Appropriate  Stationery  and  Printing  Accounts. 

Minimum,  payments  to  another  carrier  under  guaranty  of 98,  C.  580 

Mirrors  (classified  as  furniture) See  Furniture. 

at  stations 66 

Miscellaneous  revenue C.  99,  229,  230,  232,  252,  328,  521,  684 

structures C.   150 

transportation  revenue C.  92,  93,  94,  225,  263,  C.  522,  634 

Misinformation  by  ticket  agent,  reimbursement  to  passenger  due  to 98,  C.  615 

Misrouting  shipments,  causing  extra  drayage  charges 98,  C.  611 

causing  overcharge  on  connecting  lines 98,  C.  512 

Mixed  train  mileage C.   103 

Modoc  and  other  liquids  for  cleaning  cars 89 

Money  drawers 16,  66 

Money,  loss  of  station  funds  by  burglary 98,  C.  453 

premiums  paid  on  currency  for  payrolls 1 14,  C.  346 

stolen  from  safe 98,  C.  342 

stolen  from  stations,  reimbursing  for 98 

Monkey  wrenches  for  M.  of  W.  &  S 18 

Monument  stones 11 

Mops  and  handles  for  cleaning  cars 89 

M.  of  E.  (when  unassignable) O.  A.  "  Shop  Expenses." 

offices Office  Expense  Accounts  served. 

stations 66 

Motive  power,  assistant  to  general  superintendent  of,  pay  and  expenses  of 24 

superintendent  of,  pay  and  expenses  of 24 

clerks  of,  pay  and  expenses  of 24 

office  expenses  of 24 

Motor  car,  for  use  of  general  manager 18,  C.  4^4 

Motor  cars,  electric,  in  passenger  service,  repairs  to  car  feature  of 31 

repairs  to  motor  feature  of 37 

gasoline,  used  as  passenger  coaches C.  465 

wages  of  motormen 80,  C.  73 

inspection  cars,  for  M.  of  W.  &  S 18 

Motormen,  deadheading 79 

on  officials'   cars Office  Expense  account  served. 

operating  gasoline  motor  car,  wages  of .  . 80,  C.  73 

piloting  electric  trains  or  cars  over  home  line,  pay  and  expenses  of 79 

on  revenue  trains 79 

running  electric  locomotives  or  cars,  pay  of 79 

Motor-miles,  disposition  of C.  237 

Motor  pans  for  electrically  propelled  cars 37 

Motors  and  appliances  for  electrically  propelled  cars,  repairs  of 37 

Mowing  right  of  way,  pay  of  employees 6 

station  and  shop  grounds 16 

Mucilage  and  brushes Appropriate  Stationery  and  Printing  account. 

Mud  scows,  operation  of  (when  not  "  Outside  Operations  ") 17 

Municipal  corporations,  amounts  paid  to,  for  fire  protection C.  305 


Nailfl  for  boxing  at  Btations ii 

Napkins,  sanitary,  at  stations ii 

Neostyles Appropriate  Stationery  and  Piintins  aceoant. 

New  primary  accounts,  ruling  concerning C.  158 

Newspapers  and  periodicals,  advertisements  in  to  secure  traffic SI 

for  cars  of  officials Office  Expenae  of  official  Berved. 

general  office  use IM,  Iff 

general  traffic  offices U 

M.  of  E.  offices 24 

M.  of  W.  &  S.  offices 1 

passenger  cars M 

revenue  trains  (not  *'  Outside  Operations  ") M 

stations i§ 

transportation  officials §| 

handled  in  baggage  cars,  revenue  from C.  88 

Nippers  for  M.  of  W.  «&  S |8 

Non-revenue  trains  in  use  of  officials Office  Expense  of  official  BeiTed. 

Notarial  fees  in  connection  with  affidavits  of  employees  concerning  shippers*  olaims 

9f,  109.  C.  «W 

in  connection  with  reports  to  National  and  State  governments 114,  C.  Stt 

not  otherwise  provided  for Iff 

Notes  secured  by  bonds  of  longer  period,  extinguishment  of  discount  on C.  687 

Notices Appropriate  Stationery  and  Printing  aoooonts. 

for  cars S9 

to  shippers  for  general  distribution,  publishing  and  distributing S| 

Number  boards,  bridge f 

Numbering  stamps Appropriate  Stationery  and  Printing  Aoooiintt. 

Nurseries,  operating  and  maintaining,  for  landscape  gardening  of  shop  and  station 

grounds 15 

Nursing,  expense  of , |9^  4j^  |§| 

Nut  locks 3,  S,  li 

Nuts,  track 2,  f  i  li 
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Oatmeal  and  ice  for  drinking  water  of  track  repair  men 18 

Observation  cars,  repairs  of 31 

Ofl5ce  attendants Charged  to  office  in  which  employed. 

clerks Charged  to  office  in  which  employed. 

railings  when  not  rented  offices 16 

repairs  when  not  rented  offices 13,  16 

when  rented  office Office  expense,  see  "  Rent  of  Offices." 

supplies  (except  stationery)  and  expenses  such  as  water,  ice,  heat,  light,  furniture, 
rent,  and  traveling  expenses  of  officials  and  employees,  chargeable 
as  below. 

for  the  general  office  of  the  department,  M.  of  W.  AS I 

M.  of  E 24 

traffic 53 

transportation 61 

general  offices,  traveling  expenses,   officials 106 

clerks 107 

office  expense 108 

particular  offices,  advertising  offices 55 

car  inspectors'  office 34 

car  repair  office 34 

claim  office Injury  and  damage  accounts  served. 

despatcher's  office 62 

enginehouse  foreman's  office 72,  81 

industrial  and  immigration  bureau 58 

legal  department 109 

locomotive  fuel  stations , 73,  82 

outside  agencies 54 

purchasing  agent's  office...  ......  .O.  A.  "  Purchasing  Department  Expense." 

relief  department Ill 

signal  engineer's  office 13 

signal  towers  (not  exclusively  yard) 90 

(exclusively  yard) 70 

stations 66 

storekeeper's  office O.  A.  "  Storehouse  Expenses." 

superintendent  of  telegraph  office 14,  94 

telegraph  and  relay  offices 94 

telegraph  offices  (for  train  movement  only) 62 

yardmaster's  office 70 

general,  rent  and  expenses  of,  when  occupied  by  superintendents  and  officers  other 

than  general C.  404 

Officials  of  accounting  department,  pay  and  expenses  of 106 

clerks  of,  pay  and  expenses  of 107* 

office  expenses  of 108 

cars  of,  attendants  on 1 ,  24,  53,  61 ,  107,  109 

furniture  and  fixtures  such  as  carpets,  furniture,  electric  bells,  electric  fans, 

bedding,  stoves,  typewriter  stands 31 

lubricating Office  expense  of  officials  served,  1,  24,  53,  61,  106,  107,  109 
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Officials  cars,  repairs  of 21 

running  expenses  for  crews,  supplies,  cleaning  and  gas .  .  Office  expense  of  offieiab 

served,  1.  24,  53.  41,  106,  lf7.  !•» 

stationery  for Stationery  and  Printing  account  of  officiala  served. 

supplies  for,  such  as  bedding,  linen,  cooking  utensils,  crockery,  mlverware 
and  table  furnishings  and  miscellaneous  supplies  such  as  soap,  wattera' 
linen,  towels,  etc . . .  Traveling  expenses  of  general   officers  and  office  expenses 

of  otheis. 
in  charge  of  preparation  and  distribution  of  traffic,  tariffs,  classifications,  rates 

and    divisions,    pay   of U 

engineering  department,  pay  of 1 

general,  pay  and  expenses  of  (see  text) » IM 

legal  department,  pay  and  expenses  of Iff 

maintenance  of  equipment,  pay  and  expenses  of 24 

of  way  and  structures,  pay  and  expenses  of 1 

membership  fees  in  railroad  or  like  associations.     See  "  Membership  fees.*' 

traffic,  pay  and  expenses  of U 

transportation,  pay  and  expenses  of §| 

Offset  bars , 3.  S,  li 

Oil,  boiled,  used  in  enginehouses 72,  81 

brushes  for  M.  of  E.  (when  unassignable) O.  A.  "Shop  Expenses.** 

cans,  for  bridge,  trestle  and  culvert  repairs . f 

cars m 

drawbridges f2 

fuel  stations 72,  93 

highway  crossing  men f  1 

locomotives 76,  SI 

lubricating  cars S9 

M.  of  E.  shops  (when  unassignable) O.  A.  *'  Shop  Expenses." 

M .  of  W 18 

stations ^ 6§ 

for  car  inspectors*  lamps  and  torches J|^  J4^  4l 

distributing  for  cars 89 

locomotives 72,  81 

for  drawbridge  operation f] 

fuel  for  locomotives 7J^  82 

for  fuel  stations 7J^  g} 

highway  crossing  men f | 

houses liL 

** •••■-■"•••.«.,,         IV 

lanterns  for  bridge,  trestle  and  culvert  repairs f 

of-  station  employees ^ 

trainmen  in  non-revenue  service Aceoiuxts  sniwed. 

in  road  revenue  service Hf 

in  yard  revenue  service M 

for  lighting  cars,  cost  of |f 

stations,  station  offices  and  other  station  buildings ^ 

tunnels § 

for  locoraotive  headlights  and  signals 7*  88 

water  stations 7^   3| 

lubricating,  for  cars,  etc.     See  also  Lubricants  and  Lubricating 

for  lubrication  of  work  trains q^  245 

M.  of  E.  shops  (when  unassignable) O.  A.  '*  Shop  Expenses.** 

roadbed  oiling ^ 

station  use ^ 

subdivision  tool  houses,  M.  of  W.  &  S.  heating  and  lighting |g 

tank  cars,  repairs  of j| 

tanks,  repairs  and  renewals  of ||^ 

for  train  signal  lamps gp 

non-revenue  service AooQunta  Bn'i-md 
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Oil,  waste  and  supplies  for  M.  of  W.  hand  cars,  hand  trucks  and  lanterns  of  track  re- 
pair men,  watchmen,  patrolmen  and  track  walkers 18 

wicks,  etc.,    for   semaphore   lamps   in    other   than   passenger,    freight   and   shop 

yards 90 

etc.,  for  switch  lamps  at  points  with  no  regular  switching  service 66 

for  switch  and  semaphore  lamps,  or  other  signals  and  lanterns  in  yards  with 

regular  switching  service 70 

Oilcloth  for  stations 66 

Oilers  car,  pay  of,  including  tools  and  supplies 89 

at  electric  traction  power  and  substations,  pay  and  supplies 86 

locomotives 72,  81 

Oiling  devices  for  power  plants 13,  16,  46,  47 

roadbed,  labor  and  material 6 

Oilstones 1 ,  18,  24 

for  M.  of  E.  (when  unassignable) Open  Account  "  Shop  Expenses." 

M.  of  W.  &  S 18 

offices Office  Expense  accounts  served. 

Operators,  at  stations 63,  C.  251 

telegraph,  stationed  along  line  to  protect  trains  during  additions  and  betterments 

work C.  14^ 

at  freight  stations .  .  *. 63,  C.   198 

salaries  and  supplies  of,  in  traffic  officers'  offices  and  outside  agencies.  53,  54,  C.  619 

and  telephone,  in  general  offices,  salaries  of C.  53S 

telephone,  general  offices 107 

turntables,  wages 72,  81 

at  towers  handling  orders  for  movement  of  trains,  pay  of 62,  C.  63 

Operating  floating  equipment 95 

joint  tracks  and  facilities,  Cr 105 

Dr 104 

yards  and  terminals,  Cr 78 

Dr 77 

power  plants 86 

floating  equipment,  rail  line  expense  in  connection  therewith,  explanation  of  text .  C.   137 

Operation,  cost  of,  in  connection  with  joint  operations C.  632,  636,  637 

in  connection  with  leased  property C.  592,  632 

defined C.  46 

director  of,  pay  of 61 

Option  on  property,  payment  for,  and  disposition  i),ending  use  of  property C.  436 

Order  hoops  for  cars • 89 

( )re  cars,  repairs  of 34 

Ore  and  coal  conveyers 16 

Other  expenses,  maintenance  of  equipment 50 

general 114 

(M.  of  W.  &  S.) 21 

(traffic) 60 

(transportation) 98 

Other  supplies  for  road  locomotives 85 

yard  locomotives 76 

track  material  including  inspection  and  freight  charges 2,  5,  16 

passenger  train  revenue C.  85,  86,  87,  88,  89,  90,  227,  261,  439,  631,  644 

permanent  investments C.   143 

Outfit  cars,  repairs  of 43 

Outhouses,  repairs  and  renewals  of 16 

Outside  agencies 54 

salaries  and  supplies  of  telegraph  operators  in 54,  C.  619 

Operations,  additions  and  betterments  to  property  used  in C.  23 

allowances  as  provided  in  Introductory  Letter  in  Classification  of  "  Outside 

Operations." C.     24 

business  of  regularly  supplying  commodities C.  684 
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Outside  Operations,  boat  lines,  covering  the  operation  of  tug  and  barse  lines,  beti 

points  on  coast > C.  141 

at  coal  and  ore  docks,  loading  and  unloading,  and  trimming C.  Jj^ 

cold-storage  plant,  treatment  of C.  14S 

damage  to  property  by  a  tug  boat  operated  as C.  470 

demurrage  paid  for  detention  of  boats ^ C.  27 

dining  car  line C.  4i7 

dining  and  other  cars  conducted  as,  cleaning  exterior  of C.  9n 

dining-car  service  jointly  operated  at  a  loss  to  each  line C.  444 

electric  current  for  propulsion  of  locomotives  and  cars  and  sold  eommeroially  C.  45S 

explanation  of,  in  connection  with  electric  light  and  power  plants C.  4M 

not  provided  for  in  official  classification C.  1 

parlor  car  service,  treatment  of  revenues  and  exi>enae8  of C.  26 

repairs  to  parlor  and  sleeping  cars,  also  depreciation  and  renewals C.  66 

repairs  to  sleeping  cars C.  188 

restaurant  at  a  station,  expenses  of ". C.  540 

rooms  rented  to  employees,  as  related  to C.  015 

stock  yards,  treatment  of  revenues  and  expenses  when  not  separable  from  rail 

operations C.  26 

taxes  on  property C.  16 

telegraph  and  telephone  lines,  commercial,  revenues  and  expenses C.  4S 

warehouse  companies,  payment  to  for  loading  and  unloading C.  66 

Overcharge  claims,  notarial  fees  in  connection  with  affidavits  conoemins.  .  .99,  199,  C.  Wt 

on  connecting  line,  caused  by  error  in  misrouting  a  shipment 98,  C.  5li 

error  in  billing  to  wrong  destination 98,  C.  4id,  919 

freight,  adjustment  of  reserve  funds  for C.  311 

not  collectible  from  carriers  on  account  of  being  less  than  the  voucher  mininnim 

imder  Freight  Claims  Association  Rules C.  459 

reserves  to  cover,  adjustment  of C.  4 

Overflow  of  water,  during  construction  period,  damage  caused  thereby. C.  38,  314,  317,  302 

Overhead  bridges,  cautions  for H 

repairs  and  renewals |f 

footbridges  at  stations  (not  public  highways) |§ 

Over  and  under  grade  crossings •. .     |§ 

Overtime  service  during  strike (j. 

Ownership,  consideration  of,  in  joint  facilities  accounts C. 


p. 

Package  and  parcel  room,  employees  at  stations,  pay  of 63 

Packages  in  baggage  cars,  revenue  from  transportation  of C.     88 

Packers,  truck,  pay  of  (locomotive) 72,  81 

Packing  hooks  and  irons  for  cars 89 

(engine  hose  use) 72,  81 

locomotives 76,  85 

Packing,  metallic  for  locomotive 25,  28,  C.  2^6 

rubber,  for  locomotive  water  stations 74,  83 

spoons  for  locomotives 76,  85 

Padlocks  and  customs  locks  on  doors 89 

for  M.  of  E.  (when  unassignable) O.  A.  '*  Shop  Expenses." 

M.  of  W 18 

stations 66 

Pads Charged  to  Stationery  and  Printing  account  served. 

Pails  for  bridges,  trestles  and  culverts 9 

cars 89 

cleaning  cars < 89 

drawbridges 92 

interlocking  and  signal  plants 70,  90 

stations 66 

M.  of  W.  (except  for  bridge  and  trestle  fire  protection) 18 

for  bridge  fire  protection 9 

for  building  fire  protection 16 

Paint  applied  to  front  end  of  locomotive 73,  81 ,  C.  391 

brushes  and  pots  for  M.  of  E.  (when  unassignable) O.  A.  "  Shop  Expenses." 

M.  of  W 18 

Painter,  master  car  and  locomotive,  pay  and  expenses 24 

Painters*  cars,  repairs  of 43 

Painting  buildings 13,16 

cars,  cleaning,  scrubbing  and  removing  old  paint  preparatory  to 31,  34,  43 

docks,  ferry  slips  and  other  landings  (when  not  "  Outside  Operations  ") 17 

Paints,  water  color Stationery  and  Printing  accounts  served. 

Pamphlets  for  advertising 55 

Pans,  dust,  for  M.  of  E.  shops  (when  unassignable) ; O.  A.  "  Shop  Expenses." 

offices Office  Expense  account  served. 

stations 66 

trains 89 

motor,  for  electrically  propelled  cars 37 

Pantographs 1 ,  24 

Paper  baskets Stationery  and  Printing  Account  served. 

for  desk  supplies,  drawing,  duplicating,  photographing,  wrapping,  etc ....  Stationery 

and  Printing  accounts  served. 

clips,  cutters  and  fasteners Stationery  and  Printing  Accounts  served. 

emery,  for  M,  of  E.  (when  unassignable) O.  A.  **  Shop  Expenses." 

files Stationery   and  Printing  accounts  served. 

lining  for  cars 89 

weights Stationery  and  Printing  accounts  served. 

Papering  buildings  (when  not  rented  to  carrier) 89 
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Papyogruphfl Stationery  and  Printins  accounts  Mircd. 

Parallel  rulerB I,  24 

Parrol  and  package  room,  employees  at  stations,  pay  of tl 

room  tags  for  stations fj 

Parcels,  payments  for  loss  or  damage  to,  at  parcel  rooms Ill 

Parlor  car  service,  outside  operation C.  26 

car  service,  treatment  of  earnings  from C.  SM 

cars,  repairs,  depreciation  and  renewals CM 

Passageways,  overhead,  cost  of C.  S78 

Passenger  accounts,  auditor  of,  pay  and  expenses  of Ill 

clerks  of  pay  and  expenses  of ^ If} 

office  expenses  of Ill 

agencies,  outside,  pay  and  expenses  of f4 

agent,  general  and  assistant,  pay,  traveling  and  office  expenses  of II 

clerks,  pay,  traveling  and  office  expenses  of tt 

Pa8senger-baggag<?-mail  c-ars,  repairs  of 31 

Passenger  car.  flat  rate  received  in  part  payment  for  use  of  private C.  $44 

payment  to  terminal  company  for  transfer  of,  to  connectins  line C.  $is 

cars,  carburetor  lighting  appliances  which  are  fixtures 31 

cleaning M 

(if  in  non-revenue  service) Accounts  imd. 

condemned,  cost  of  cutting  up |3 

salvage  from **  Equipment  Replacement  Suspense.** 

electric  lighting  fixtures  permanently  attached •. 31 

emergency  equipment  of M 

of  foreign  lines  damaged  when  in  transit  on  waybills ff 

having  trackage  rights,  cost  of  repairing  damages  to 101 

in  service,  repairs  to 3I 

gas  and  heat  for M 

heating  and  lighting  fixtures  and  appliances 31 

inspection  of 31 

insurance  recovered  when  car  is  destroyed."  Equipment  Replacement  Suspense.** 

when  car  can  be  repaired 31 

lubrication  of,  wages  and  supplies SI 

(non-revenue  service)  supplies  and  expenses Account  serred. 

payments  for  switching 9S,  C.  80 

repairs  of,  old  material  released 31 

repayments  to  and  from  other  roads  for * ,  .      31 

(when  not  "  Outside  Operations  ") 31 

sale  of "  Equipment  Replacement  Suqpienae.'* 

coach,  mileage  and  revenue  of  special C.  648 

elevators  in  general  offices,  employees  operating 107 

power  and  supplies 100 

repairs  of 10 

in  stations,  employees  operating 0| 

power  and  supplies 00 

failure  of  train  to  stop  for,  damages  on  account  of •S,  103,  C.  79 

fare,  reimbursement  of,  account  of  misinformation  by  ticket  agent M,  C.  616 

fares,  disposal  of  excess  in,  over  rates  prescribed  by  State  Commiasion  whmi  r^ 

tained    under   court   decision C.  605 

revenue C.  84.  85,  216.  320.  44^,  5419,  fl»l,  64S 

station  agents,  pay  of 03 

clerks,  pay  of 03 

employees,  pay  of 01 

stations,  heat,  light,  ice,  water  and  other  supplies  for 00 

station,  rent  received  for  space  in C.  V7 

rooms  in,  rented  to  employees,  revenue  and  expenses  in  conneotion  with.  .C. 

temporary  track  support  in  connection  with  improvements  at C. 

statistics,  when   revenue  is  credited  to  account  No.  10 ,C.  294 
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Passenger  tarifTs ...,.' 59 

timetables,  folders  and  notices  to  shippers  for  general  distribution,  publishing  and 

distributing 55 

traffic,  advertising 55 

associations,  expenses  of 56 

officers,  pay  and  expenses  of 53 

offices,  heat,  light,  water  and  ice  for 53,  54,  55,  58 

solicitors,  pay  and  expenses 54 

stationery  and  printing 58,  59 

train  cars,  depreciation 33 

inspection 31 

renewals 32 

repairs 31 

train,  mileage,  when  hauling  bad-order  cars  or  fire  apparatus C.  6^2 

mileage,  where  the   revenue  is  divided C.  221 

milk  shipments  on,  loss  and  damage  claims  connected  with 99,  C.  626 

service,  through,  one  carrier  paying  expenses  and  billing  another  for  pro- 
portion   C.  284,  286,  363 

special  theatrical,  revenue  and  statistics  of C.  631 

statistics  for,  when  operated  on  another  carrier's  line C.  677 

supplies 89 

trainmen,  calling 67 

on  cars  of  officials 1.  24.  53,  61.  106,  107,  109 

in  non-revenue  service,  pay Accounts  served. 

on  paymaster's  car 107 

in  road  revenue  service,  pay  of 88 

Passengers,  ejectment  of,  damages  by  reason  of 103,  C.  78 

injured  at  station  by  work  train,  damages  paid  to 19,  C.  165 

provisions,  or  board  for,  on  delayed  trains 89 

transfer  of,  between  depots C.  320 

transferring,  on  account  of  defective  tracks,  bridges  or  tunnels 89 

of,  at  wrecks 93 

Passes,  printing  for  traffic  department 59 

transportation  department 97 

issue  by  General  Officers 113 

M.  of  W.  &  S.  and  M.  of  E Not  specified. 

Patents,  membership  fees  in  associations  protecting  use  of 109 

Patent  royalties  on  equipment  parts 25,  28,  31,  34,  43 

Patents,  litigation  regarding  expenses  of 109,  C.  287 

Patrolling  and  watching  tracks *    6 

Patterns,  cost  of  making  and  storing 18,  46 

Paving  and  improving  streets,  assessments  for,  when  charged  to  expenses 6,  16 

used  as  roadway 6 

Pay  cars,  attendants  on,  furniture  and  supplies  for,  and  running  expense.  See  Officials,  cars  of. 

repairs  of 31 

Pay  check  lost  and  collection  made  by  another  party,  disposition  of  loss 1 14,  C.  347 

of  crossing  flagmen  when  not  a  joint  operation 91,  C.  493 

of  employees,  attending  investigations 61,  C.  446 

of  employees  operating  interlockers  and  other  signals 69,  C.  468 

of  rock  watchmen 6,  C.  443 

of  trackmen  unloading  coal  at  stations 66,  C.  447 

Payments  to  a  carrier  for  use  of  locomotives  and  cars  in  running  trains  over  own 

tracks C.   196 

Paymasters  and  their  clerks,  pay  and  expenses  of 107 

Payrolls,  premium  paid  to  procure  currency  for 1 14,  C.  S46 

Penalties  for  delivery  of  bonded  freight  without  government  inspection 98,  C.  S43 

for  failure  to  furnish  cars  under  reciprocal  demurrage  laws 98,  C.  77 

for  violation  of  twenty-eight  hour  stock  law 98,  C.  62S 

Penalty  collections  on  trains,  disposition  of  unclaimed C.  89 
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Pencil  sharpeners Stationery  and  Printing  aooount 

Pencils,  penholders,  racks Stationery  and  Printinc  aoeount 

Pons  (electric,  gIa8s,*manifold,  ruling) Stationery  and  Printing  aeooaiit 

Pens,  stock  (when  not  "  Outside  Operations"),  operating,  labor il 

supplies  and  expenses M 

repairs  and  renewals || 

Pension  funds,  adjustment  of 1 12,  C.  301 

treatment  of  amounts  paid 1 12,  C.  306 

Pensions 113 

Percentages,  added  to  bills,  representing  rent,  depreciation,  and  taxes  on  buildiiigv, 

also  supervision  and  accounting C.  48i 

added  to  bills,  representing  superintendence — handling,  transportation,  etc. .  . .  C.  268 
added  to  joint  track  bills  to  cover  cost  of  superintendence,  shop  ezpenacw,  freiclit 

charges,  etc C.  441 

or  profit  added  to  bills  to  other  carriers C.   246,  262,  394 

Per  diem  charges,  accrual  of,  due  to  detention  of  cars  at  custom  points C.  S97 

additional  rates  in  switching  tariff  to  cover C.  60§ 

paid  on  equipment  to  road  under  construction C.  415 

penalty  on  cars  retained  beyond  the  allotted  time C.  47$ 

reclaims C.  '246 

rental  of  frejght  cars Income  Account,  "Hire  of  Equipment.** 

by  a  switching  road,  how  treated C.  270 

Perforators Stationery  and  Printing  account  seired. 

PeriodiQals  and  newspapers.     See  also  *'  Newspapers." 

on  cars,  covers  for  (when  not  Outside  Operations) §9 

Perishable  freight,  faros  collected  from  caretakers  of C.  44$ 

Permission  to  cross  tracks  and  right  of  way,  disposition  of  revenue  therefrom C.  128 

Permits,  building |  J^  If 

Personal  injury  claims,  payment  of  M.  of  W.  A  S If 

M.  of  E 48 

transportation 1§| 

Personal  property  loss  or  damage  or  destruction i99,  191 

Persons  insuring  against  accident,  cost  of 11§ 

Photographing  property  (not  for  advertising) ; 1 

Photographs  for  advertising gf 

Physicians  and  surgeons,  salary  and  expenses  of I9,  48,  |8| 

Picks,  clay  and  tamping  for  M.  of  W 18 

for  coaling  stations 7J,  83 

ice,  for  icing  cars 89 , 

•  for  office  use Office  Expense  account  senred. 

for  stations ^ 

for  locomotives 74,  88 

for  M.  of  E.   (when  unassignable) O.  A.  "  Shop  Expensea." 

for  water  stations 74,  g) 

Piers,  bridge 9,  If 

buildings  on  (when  not  "  Outside  Operations  ") 18 

protecting  banks 8 

repairs  and  renewals  of  (when  not  '*  Outside  Operations  ") 17 

Pile  driver  used  on  construction  of  a  bridge,  rent  of C.  266 

drivers  in  bridge  repairs,  operating 9 

rent  of 9 

on  cars,  repairs  of 48 

floating,  repairs  of 48 

not  on  cars,  repairs  of 18 

operations    of,   repairing  docks  and    other    landings  (when  not    **  Outade 

Operations") |7 

in  roadway  work,  operating 8 

rent  of ^ 8 

Piling  for  buildings 14 
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Piling  for  docks  and  wharves  (when  not  Outside  Operations) 17 

protecting  banks 6 

for  roadway : 6 

Pilot  service  on  electric  trains ^ 79 

on  home  line 88 

in    temporary    use    of    tracks    of    other    companies,    in    weather    or    accident 

emergency 89 

Pilots,  slatting,  cost  of 7 

Pinch  bars  for  locomotives 76,  85 

M.  of  W 18 

stations 66 

trains  in  revenue  service 89 

Pins Stationery  and  Printing  accounts  served. 

Pins  and  links  for  freight  cars 34 

locomotives 25,  28 

work  cars 43 

Pipe  joint  grease  for  M.  of  E.  (when  unassignable) O.  A.  "  Shop  Expenses." 

Pipe  lines  for  locomotive  water  supply,  repairs  and  renewals  of 16 

Pipes  for  heating  buildings 13,  16 

protecting 13,  16 

sewer 9,  10,  11,  13,  16 

laid  under  tracks ' 9 

stand 16 

steam,  in  buildings 13,  16 

and  gas  for  passenger  cars 31 

water,  for  supplying  water  to  buildings 13,  16 

Piping  fixtures  for  cleaning,  heating  and  lighting  cars 16 

and  steam-fitting  for  electric  traction  power  plants 47 

Pits,  cinder 16 

cleaning,  labor  and  supplies  for 72,  81 

drop 16 

gravel.     See  "  Ballast  pits." 

scale,  draining 16 

turntable 16 

Plane  tables 1 ,  24 

Planimeters 1 »  24 

Planing  mills  (buildings)  repairs  and  renewals  of 16 

(machinery) 46 

Planking  cars  for  shipments  of  billets  and  other  material 89 

Plants,  electric  traction,  equipment  of 47 

electric  traction,  buildings 16 

for  landscape  gardening,  shop  and  station  grounds 16 

pneumatic,  for  signal  and  interlocking 13 

power,  other  than  electric  traction 16,  46 

Platform  cars,  repairs  of 34 

Platforms,  coaling 16 

for  stationary  scales  of  all  kinds 16 

for  station,  passenger  or  freight,  shop  and  yard 16 

Pliers  for  M.  of  W.  &  S 18 

telegraph  and  telephone  repairmen 14 

Plowing  fire  guards 6 

Plows  for  M.  of  W.  &  S 18 

snow,  attached  to  locomotive  pilots,  repairs  of 7 

moved  by  locomotives,  repairs  of 43 

not  attached  to,  or  moved  by  locomotives,  repairs  of 7 

Plugging  bars  for  locomotives 76,  85 

Plugs,  fire 16 

insulating,  electric  power  transmission 15 

Plummets  for  M.  of  W.  AS 1 
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, Pneumatic  power  for  operating  signal  and  interlocking  plants 7fi  N 

sanding  equipment  for  locomotives 31,  ]| 

Pockets,  coal Ift 

Point  switches  in  track,  in  ballast  pit 2 

in  roadway  and  yards S 

in  buildings li 

Points,  switch  in  track  in  ballast  pit 2 

in  roadway  and  yards S 

in  buildings li 

Pokers  for  locomotives 74,  Si 

stove,  for  enginohous<*s 73,  SI 

signal  and  interlocking  towers 71,  •• 

stations M 

Poles,  amounts  received  from  telephone  companies  for  use  of C.  SiS 

pike,  for  M.  of  W.  &  S IS 

switch  for  locomotives 7i,  Si 

telegraph,  of  other  companies,  rent  of M 

for  telegraph  and  telephone  lines 14 

trolley,  for  electrically  propelled  cars 27 

for  wires  transmitting  electric  traction  power IS 

Policemen  acting  as  detectives.     See  "  Detecting  thieves,  etc." 

and  watchmen  in  general  offices,  pay  and  expenses  of It7 

M.  of  K.,  pay  of  and  supplies  for  (when  unassignable).  .O.  A.  '*  Shop  EzpeoMi." 

and  detectives  at  stations,  expenses  and  supplies  for iS 

pay  of ii 

in  yard.««,  pay  of 47 

expenses  and  supplies  for ,     7S 

Poling  cars,  repairs  of .# 34 

Ponds  for  locomotive  water  supply,  rent  of 74,  81 

water  supply  (not  for  locomotive) IS 

Pontoons,  repairs  and  renewals  of  (when  not  "  Outside  Operations  ") 17 

Portable  boxes  for  locomotives 74,  Si 

furnaces  for  M.  of  W.  &  S IS 

scales  for  M.  of  E.  shops 44 

for  offices Office  Expense  of  office  aerred. 

for  stations 44 

Porters  on  cars  of  officials 1,  34,  S3,  41,  197,  lit 

in  general  office  service,  pay  and  expenses 1,  34,  83,  41,  197,  1ft 

in  non-revenue  train  service Account  •erred. 

in  offices  of  purchasing  department O.  A.  "  Purchasing  Department  Bxpensn." 

in  revenue  train  service,  pay  of 88 

station,  pay  of 41 

in  storehouses O.  A.  "  Storehouae  Elxpeues." 

P(>Htag(> Stationery  and  Printing  Accounts  aerved. 

and  expresri  on  adv(jrtising  matter Si 

for  industrial  and  immigration  bureaus B8 

for  purchasing  department O.  A.  "  Purchasing  DexMtftment  Tiponif  " 

scales 1.  24,  53,  88.  41.  M.  199.  lit 

for  stations 44 

for  .storekeepers O.  A.  "  Storehouae  EizpenaeiL" 

J'ostal  cars,  repairs  of '. 31 

J'osters  for  advertising 88 

removing  from  cars 9t 

Post  hole  diggers  and  tampers IS 

Posting  bills,  cost  of 88 

Postmaster  and  force  in  general  offices,  pay  and  expenses 197 

Posts,  boundary 11 

mile,  section,  slow,  stop,  whistle,  water  station,  and  water  trough || 

bump 2.  Si  M 
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Posts,  signal 13 

Potash  for  M.  of  E.  (when  unassignable) O.  A.  "  Shop  Expenses." 

Pots,  marking,  at  stations 66 

at  storehouses O.  A.  "  Storehouse  Expenses." 

paint  for  M.  of  W.  &  S." 18 

Poultry  cars,  repairs  of 34 

Powder  at  ballast  pits 2 

for  roadway  work 6 

Power,  cost  of,  clearing  account  for C.  60 

generated  for  shop  purposes C.  58,  59,  60 

house,  electric,  use  of  clearing  account  for C.   178,  180 

houses,  electric  traction,  or  shop,  repairs  and  renewals  of 16 

and  substations  (electric  traction),  pay  of  employees  and  supplies  operating     86 

levers  for  electrically  propelled  cars 37 

and  lighting  plants,  electric,  when  to  be  treated  as  an  outside  operation .C.  490 

and  motor  boxes  for  electrically  propelled  cars 37 

plant  equipment 47 

application  of  account !    58,  C.  58,  59 

plants,  electric,  conducted  as  an  outside  operation C.  433 

(electric  traction)  operating,  labor  and  supplies  for 86 

for  elevators  in  general  offices 16 

labor,  operating .' 107 

supplies  for  operating 108 

for  elevators  at  stations,  pay  of  employees  operating 63 

supplies  for  operating 66 

equipment  of 13,   16,  46,  47 

electric  or  other,  for  shops 46 

other  than  electric  traction  and  shops 13,  16 

(electric  traction) 47 

for  freight  handling  at  stations,  pay  of  employees  operating ; 63 

supplies  for  operating 66 

interlocking  and  signal  (including  buildings) 13 

at  M.  of  E.  shops,   operating,  labor  and  supplies  for  (when  unassignable.) 

O.  A.  "  Shop  Expenses." 
for  switches  and  signals  (when  not  exclusively  yard)  operating  cost,  labor  and 

supplies 90 

for  switches  and  signals  in  yards  having  regular  switching  service  and  cost 

of  supplies  for  operating 70 

yards  having  regular  switching  service,  labor  operating 69 

when  to  be  treated  as  an  outside  operation C.  433 

for  propulsion  of  cars,  etc C.  58,  59 

purchased  for  M.  of  E.  shops  (when  unassignable) O.  A.  "  Shop  Expenses." 

mechanical  freight  handling  at  stations 66 

operating  elevators  in  general  offices 108 

at  stations 66 

propulsion  of  electric  locomotives,  trains  or  cars 87 

stations,  superintendent  of  pay  and  expenses  of 16,  47,  86 

supplies  in  connection  with,  treatment  through  shop  expenses C.   177 

for  turntables  and  transfer  tables  at  enginehouses 72,  81 

Premium  on  currency  for  labor  pay  rolls 1 14.  C.  346 

Premiums  on  bonds  redeemed C.  676 

and  donations  to  fairs  (unless  chargeable  to  55) 58 

on  fidelity  bonds  of  station  employees 66 

covering  merchandise  transported /    66 

of  officials  and  employees  (named  in  106  and  107) 108 

M.  of  E.  officers  and  assistants 24 

M.  of  W.  &  S.  officers  and  assistants 1 

outside  agencies 54 

paymasters  and  assistants 108 
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Premiums  on  fidelity  bonds  of  traffic  officials  and  omployees  (named  in  SJ) 8 

trainmen 9 

transportation  officials  and  employees  (named  in  61) M 

for  indemnity  insurance  against  injuries  to  employees  engased  in  constmetioD.C.  ffif 

for  insurance  on  building  jointly  owned ' C.  W 

insurance,  against  loss  or  damage  by  fire,  or  other  accidentnl  rniinciB  ("  Outaide 

Operations  "  excepted) IN 

paid  employees  for  faithful  work,  charged  to  same  account  aa  their  regular  w(^.C.9Ql 
on  roadway  and  track  inspection i 

President,  clerks  of,  pay  and  expenses  of 117 

office  expenses  of IN 

pay  and  expenses  of iH 

Press  representative,  pay  and  expenses  of  (unless  "  Advertising  ") ||7 

Presses,  car  seal  for  stations Ii 

copying  and  wringers Stationery  and  Printing  aceoiint  aavtd. 

.stands  for Claased    aa   "  FumitiiR." 

Principal  assistant  engineer  M.  of  W.  &  ,S.,  pay  and  expenses  of I 

M.  of  W.  &  S.  clerks  of,  pay  and  expenses  of | 

Printing  advertising  matter 0 

annual  reports |U 

auditor's  blanks  for  audit  office  use lU 

briefs,  legal  forms,  testimony,  etc.,  fot  legal  department ||| 

coupons  and  local  tickets  and  baggage  checks §/j  C.  454 

employees'   timetables 17 

passes '.•»,"«.  lU 

and  stationery Stationery  and  Printinjc  acoount  Mrrvd. 

end  stationery,  industrial  and  immigration  bureaus H 

for  purchasing  department O.  A.  "  Purchasing  Department  EzpenMa" 

for  storekeepers O.    A.    "  Storehouae    EzpetHM." 

for  station  agents $] 

tariffs,  cliissificationH,  supplements  and  rate  division  sheets f| 

Private  car,  flat  rate  received  in  part  payment  for  use  of (J.  $44 

cars  hauled  as  freiKht.  fares  collected  from  caretakers  of (J.  44i 

Privy  vauhs  at  shops,  cleaning O.   A.  **  Shop  BSxpeuM." 

at  stations,  cleaning,  payments  for |4 

Produce  car.-^,  repairs  of J4 

Profile  books ..'.".it.  49 

Profit  and  Loss  account,  collections  on  surrender  of  unexpired  lease C.  380 

added  to  cost  of  labor  and  material,  when  rendering  bills  to  other  oarriera.  . .  .C.34A, 

2«IS,8M 
Pronis  from  icing  and  refrigeration,  disposition  of 9f^  Q_  ggg 

on  joint-track  bills,  how  credited Q^  ^1 

from  percentage  added  to  labor  and  material  bills C.  404 

from  sale  of  coal  carried  as  fuel  for  locomotives C.  684 

from  sale  of  equipment,  disposal  of Q^  ggg 

from  sale  of  gravel ^^  jgg 

from  sale  of  locomotives,  how  treated q^  ggi 

from  sale  of  materials  and  supplies  in  stock C.  S9B 

from  sale  of  n*al  estate Q^  ggg 

from  use  of  county  scrip  purchased  helow  face  value Q^  ggg 

Property  abandoned  accounts,  credits  to  Additions  and  Betterments  through C.  Sii 

abandoned  and  not  replaced,  spur  track,  charged  to  operating  ezpenoea,  diBpori 

tion  of  salvage Q^  ggg 

in  the  construction  of  new  double  track C.  B€i 

acquired  and  house  erected  for  use  of  superintendent C.  MO 

additions  to,  through  income  as  provided  in  account  No.  48,  Form  of  Qenanl 

Balance  sheet  statement ,....C.  S48 

through   income  prior  and  subsequent  to  June  30,  1907,  adjustmenfr  ojf  tba 

accounts Q,  JTf 
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Property  altered  or  reconstructed,  appraisal  of,  to  determine  charge  to  Additions  and 

Betterments C.  663 

of  another  carrier  damaged  by  locomotives  of  a  carrier C.  471 

appreciated  by  excessive  charges  to  Operating  Expenses  prior  to  July  1,  1907.  .C.  498 

assessments  against,  for  street  pavings,  sidewalks,  curbs,  sewers,  etc C.  149 

damage  to,  during  construction  of  line  in  a  previous  year,  payment  for C.  683 

damaged  by  inadequate  waterways C.  38 

depreciation  on,  other  than  equipment C.  40,  106 

destruction  of,  by  fire,  loss  due  to C.  6£1 

explanation  of  the  phrase  "  Unduly  burden  such  accounts, "  in  connection  with 

additions  and  betterments C.  66£ 

houses  acquired  with  right  of  way,  rent  of C.   139 

houses  not  on  right  of  way,  rents C.   141 

insurance  on,  when  not  used  in  railroad  operations C.   16 

joint  ownership  of,  accounting  in  connection  with C.  6B9,  63B,  636 

joint   use   of C.   636,   636,   637 

lease  of C.  692,  601,  632,  638 

leased,  additions  and  betterments  to  by  lessee  company,  accounting  for  by  each 

company ' C.  649,   660 

not  used  in  operation  of  road,  rent  of C.   127 

not  used  in  operations,  treatment  of  rents  and  expenses C.  16 

occupied  rent  free  by  employees,  allowance  to  be  made C.  488 

options  on.  tr^eatment  of  amount  paid  when  option  is  forfeited C.  4^^ 

personal,  loss,  damage  or  destruction,  payments  for 100,  101,  102 

rent  of,  based  on  interest  valuation C.   12 

sale  of,  profit  derived  from C.  685 

special  taxes  and  assessments  on,  for  street  improvements C-  537 

Propulsion  current,  j>urchased 87 

Protection  of  trains,  pay  of  operators  for,  during  additions  and  betterments  work. .  .C.  146 

Protractors 1 

Provisions  for  oraployeos  at  washouts 6,  9 

for  employees  at  wrecks 93 

for  special  oars  of  legal  department  officials 109 

M.  of  Vj.  officials 24 

M.  of  W.  &  S.  officials 1 

officials 1,  24,  53.  61,  106,  107,  109 

and  clerks  (named  in  accounts  106  and  107) 106,  107 

traffic  officials  and  clerks 53 

transportation  officials  and  clerks 61 

for  passengers  and  train  employees  on  delayed  trains 89 

Public  improvements,  assessments  for 6,  16 

roads,  expenses  of  opening  to  eliminate  grade  crossings 10 

Publishing  annual  reports  in  newspapers 1 14 

dividends  declared 114 

notices  of  stockholders'  meetings,  election  of  directors,  and  other  corporate  and 

financial,  of  a  general  character 114 

passenger  time-tables,  folders  and  notices  to  shippers  for  general  distribution. . .     55 

Pullers,  spike 18 

Pullman  tourist  cars  destroyed  by  wreck,  payment  made  for  loss  of 31,  C.  633 

Pump  houses  and  machinery,  repairs  and  renewals  of 16 

Pumping  gas  into  cars,  including  cost  of  hose • 89 

Pumpmen  connected  with  general  offices,  pay  of 107 

connected  with  locomotive  water  stations 74,  83 

Pumps  and  appliances 13,  16 

for  electric  traction  power  plants,  lubricants  for  and  operation  of 86 

plants 47 

gas 16 

for  shop  power  plants 46 

Punches  for  baggagemen  at  stations 66 
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PunchoB  for  pyelet Stationery  and  Printing  account  Mmi 

M.  of  W.  &  S.  work || 

not  for  trainmen  or  atationmcn Stationery  and  Piintins  account  •errei 

trainmen 9 

Purchase  of  road,  apprainal  of  equipment  acquired C.  HI 

Purchaned  power  (electric  traction) 0 

Purchaninfc  agent,  and  assistants  and  clerks,  pay  of  and  their  traveling   office  and 

other  expenses,  inoluding  stationery.  .  .O.  A.  **  Purchasing  Department  Ezpenm." 
agents,  exclusively  for  specific  supplies  such  as  ties,  lumber  or   ooal   should  be 
charjred  to  the  particular  supplies  account  of  the  material  purchased. 

Purifiers  for  electric  traction  power  plants 4J 

Purifying  plants  for  locomotive  water,  operating  expense 74^  U 

Push  cars  for  M.  of  W.  AS .....V. .    11 

for  shops 41 

used  in  construction  and  later  on  completed  roads C 


0. 

Quarries,  ballast,  extended  operation  of O.  A.  "  Ballast  Suspense." 

Quarry  rights  and  privileges,  ballast ,. 2 
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Rack  care,  repaire  oi il 

Racks  (advertising) 0 

cane,  fitted  to  fiat  cars  for  sugar-cane  season 8f,  G.  6tt 

check,  for  Rtationn il 

dock  and  wharf  (when  not  "  Outside  Operations  ") 17 

for  freight  cars |4 

for  pasdunger  cars J| 

wood,  when  part  of  structure 1ft 

Radiators  for  heating  buildings  and  offices 13,  II 

in  passenger  cars J| 

Rail  accounts,  .idjustment  of  and  how  handled 4,  C.  832,  833,  3M 

adjustment 4 

benders  for  M.  of  W.  &  S If 

braces,  chairs  and  clips 3t  S,  14,  C.  Ml 

cutters  for  M.  of  E.  (when  unassignable) O.  A.  **  Shop  BaptOBm.** 

M.  of  W.  &  S II 

fastenings  and  joints 2,  i,li 

for  foundations Maintenanoe  aooounti  lernd. 

renewals 4 

rests  along  right  of  way 4,0.  401 

saw  cars,  repairs  of 41 

saws  for  M.  of  W.  &  S || 

third.     See    "Third    Rail." 

tongs  for  M.  of  W.  &  S || 

unloaders  for  M.  of  W.  &  S || 

Railings  (^when  part  of  structure) M 

Rails,  bonding  for  electric  power  transmission,  when  "  ezpenses  " || 

bonding  for  signal  and  interlocking  plants 18,  A.  4c  B.  14,  C.  41 

in  buildings,  not  stations  or  Outside  Operations Ii 

contraction  and  expansion  of,  adjusting , ft 

cutting,  slotting,  dulling,  adzing  for  gathering  and  loading  old 2i,  Ii 

depreciation  on , C.  40 

for  foundations  for  bridges  and  trestles f 

for  signal  towers  and  interlocking  plants |J 

for  frogs  or  switch  points 2,  8,  14 

guard  on  bridges  and  trestles  (including  fastenings) 9 

except  on  bridges  and  trestles  (including  fastenings) 2,  8,  Ii 

in  tunnels $ 

on  inclines  to  or  in  fuel  stations  (including  fastenings) ;     Ift 

inspection  expense  and  freight  charges 2,  4,  1ft 

laying,  unloading  and  distributing 2,  4,  Ift 

renewals  of,  basis  for  adjustment  of  costs  in  expense  accounts C.  4^ 

replacing  aecount  of  damage  by  washout  (labor  and  material) ft 

reserves  for C.  88,  882 

for  tracks  at  all  points  (except  on  inclines  to  and  in  fud  stationB,  in  baUut  pitSi 
enginehouses,  shops,  storehouses  on  transfer  tables,  turntables  uid  ear  floats) . .       4 

for  tracks  to  and  in  ballast  pits  (including  fastenings) ...' 2 

on  bridges 4 

in  enginehouses  (including  fastenings) |4 

SOB 
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Rails  for  tracks  in  shops  and  storehouses  (including  fastenings) 16 

in  stations 4 

on  transfer  tables  and  turntables  (including  fastenings) 16 

on  track  scales 4 

in  tunnels 4 

tram,  when  fastened  to  standard  T-rails  on  highways 11 

weight,  increase  of,  in  additions  and  betterments   work C.  145,  C.  374 

on  tracks  used  jointly,  the  tenant  paying  part  of  cost C.  375 

work-train  service,  picking  up  and  loading  rails  taken  from  track 2,  6,  16 

crews,  supplies  and  expenses  of,  distributing 2,  6,  16 

Railway  and  carriage  fares  for  injured  persons  and  their  attendants  for  "  M.  of  W.  AS."     19 

for  "  M.  of  E." 48 

for  "  Transportation  " 103 

company's  material,  lost  in  transit 99 

crossing  timbers,  cost  of 3 

Rakes  for  M.  of  E.  (when  unassignable) .' O.  A.  "  Shop  Expenses." 

M.  of  W.  «fe  S 18 

stations 66 

Rams,  hydraulic 16 

Ranges  for  passenger  cars  (when  not  "  Outside  Operations  ") 31 

Ranging  poles  for  M.  of  W.  &S I 

Rate  for  depreciation C.   109 

Rate  sheets,  traflBc  printing 59 

tablos Stationery  and  Printing  account  of  office  served. 

Rates,  special,  in  connection  with  handling  soldiers,  commissary,  etc.,  classification 

of  revenue C.  325 

Reading  glasses 1 1  24 

Reading  rooms,  contributions  to,  when  for  trainmen 89 

for  shop  employees O.  A.  "  Shop  Expenses." 

expenses  of 89 

repairs  of 16 

Real  estate  agent  and  assistant,  pay  and  expenses  of 106 

clerks  of,  pay  and  expenses  of 107 

office  expenses  of 108 

profit  from  sale  of C.  685 

Reballasting,  removing  dirt  preparatory  to 6 

Receivers  for  electric  traction  power  plants,  repairs  and  renewals  of 47 

salaries  and  fees  of 106 

ticket,  at  stations,  pay  of 63 

Reclaims,  per  diem,  how  treated C.  249 

on  switching  roads C.  270 

Roconsignment  charges C.     92 

Recoopcring  damaged  freight 99 

Recorders,  speed,  for  locomotives 25,  28 

for  officials'  cars 31 

passcngor  cars 31 

Roroffling  and  weighing  attachments  for  scales  at  stations,  rent  of 66 

Kodemption  of  bonds,  premium  paid C.  676 

Reels  for  fire  hose 16 

for  small  hose  about  station 66 

at  M.  of  E.  shops  (when  unassignable) O.  A.  "  Shop  Expenses." 

hose,  for  locomotives ; 76,  85 

Reference  books  (excluding  wage  and  rate  tables)   for  office  use 

Office  Expense  of  office  served. 

Reflectors  for  stations 16,  66 

Refrigeration  of  cars  (when  borne  by  carrier)  cost  of 89,  C.  274 

charges  collected  from  other  companies  and  individuals 89 

when  borne  by  shippers  and  when  the  amount  collected  represents  a  profit. .  . . 

89,  C.  6S8 
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Pencil  sharpeners Stationery  and  Printins  aceount  aenrad. 

Pencils,  penholders,  racks Stationery  and  Printinc  account  aerrcd. 

Pons  (electric,  glass.^manifold,  ruling) Stationery  and  Printing  account  nrred. 

Pens,  stock  (when  not  "  Outside  Operations"),  operating,  labor il 

supplies  and  expenses M 

repairs  and  renewals li 

Pension  funds,  adjustment  of 1 12,  C.  301 

treatment  of  amounts  paid 1 12,  C.  306 

Pensions 113 

Percentages,  added  to  bills,  representing  rent,  depreciation,  and  taxes  on  buildinsi, 

also  supervision  and  accounting C.  494 

added  to  bills,  representing  superintendence — handling,  transportation,  etc..  .  .C.  362 
added  to  joint  track  bills  to  cover  cost  of  superintendence,  shop  expenses,  freiclit 

charges,  etc C.  44^ 

or  profit  added  to  bills  to  other  carriers C.    246,  262,  S94 

Per  diem  charges,  accrual  of,  due  to  detention  of  cars  at  custom  pointA C.  597 

additional  rates  in  switching  tariff  to  cover C.  909 

paid  on  equipment  to  road  under  construction C.  415 

penalty  on  cars  retained  beyond  the  allotted  time C.  Jt79 

reclaims C.  249 

rental  of  frejght  cars Income  Account,  "Hire  of  Equipment." 

by  a  switching  road,  how  treated C.  270 

Perforators Stationery  and  Printing  account  aenred. 

PeriodiQals  and  newspapers.     See  also  *'  Newspapers." 

on  cars,  covers  for  (when  not  Outside  Operations) 89 

Perishable  freight,  fares  collected  from  caretakers  of C.  449 

Permission  to  cross  tracks  and  right  of  way,  disposition  of  revenue  therefrom C.   128 

Permits,  building 13,  18 

Personal  injury  claims,  payment  of  M.  of  W.  AS 19 

M.  of  E 48 

transportation 181 

Personal  property  loss  or  damage  or  destruction 188,  181 

PtTsons  insuring  against  accident,  cost  of 118 

Photographing  property  (not  for  advertising) I 

Photographs  for  advertising if 

Physicians  and  surgeons,  salary  and  expenses  of 19,  48,  181 

Picks,  clay  and  tamping  for  M.  of  W 18 

for  coaling  stations 73,  83 

ice,  for  icing  cars 89 

•  for  office  use Office  Expense  account  served. 

for  stations 88 

for  locomotives 78,  88 

for  M.  of  E.   (when  unassignable) O.  A.  "  Shop  Elxpoises." 

for  water  stations 74,  83 

Piers,  bridge •#  18 

buildings  on  (when  not  "  Outside  Operations  ") 18 

protecting  banks 8 

repairs  and  renewals  of  (when  not  "  Outside  Operations  ") 17 

Pile  driver  used  on  construction  of  a  bridge,  rent  of C.  266 

drivers  in  bridge  repairs,  operating 9 

rent  of 9 

on  cars,  repairs  of 43 

floating,  repairs  of 43 

not  on  cars,  repairs  of IS 

operations    of,  repairing  docks  and    other    landings  (when  not    "  Outnds 

Operations") 17 

in  roadway  work,  operating 8 

rent  of » 8 

Piling  for  buildings 18 
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Piling  for  docks  and  wharves  (when  not  Outside  Operations) 17 

protecting  banks 6 

for  roadway : 6 

Pilot  service  on  electric  trains , 79 

on  home  line 88 

in    temporary    use    of    tracks    of    other    companies,    in    weather    or    accident 

emergency 89 

Pilots,  slatting,  cost  of 7 

Pinch  bars  for  locomotives 76,  85 

M.  of  W 18 

stations 66 

trains  in  revenue  service 89 

Pins Stationery  and  Printing  accounts  served. 

Pins  and  links  for  freight  cars 34 

locomotives 25,  28 

work  cars 43 

Pipe  joint  grease  for  M.  of  E.  (when  unassignable) O.  A.  "  Shop  Expenses." 

Pipe  lines  for  locomotive  water  supply,  repairs  and  renewals  of 16 

Pipes  for  heating  buildings 13,  16 

protecting 13,16 

sewer 9,  10,  U,  13,  16 

laid  under  tracks * 9 

stand 16 

steam,  in  buildings 13,  16 

and  gas  for  passenger  cars 31 

water,  for  supplying  water  to  buildings 13,  16 

Piping  fixtures  for  cleaning,  heating  and  lighting  cars 16 

and  steam-fitting  for  electric  traction  power  plants 47 

Pits,  cinder 16 

cleaning,  labor  and  supplies  for 72,  81 

drop 16 

gravel.     See  "  Ballast  pits." 

scale,  draining 16 

turntable 16 

Plane  tables 1,  24 

Planimeters 1 ,  24 

Planing  mills  (buildings)  repairs  and  renewals  of 16 

(machinery) 46 

Planking  cars  for  shipments  of  billets  and  other  material 89 

Plants,  electric  traction,  equipment  of 47 

electric  traction,  buildings 16 

for  landscape  gardening,  shop  and  station  grounds 16 

pneumatic,  for  signal  and  interlocking 13 

power,  other  than  electric  traction 16,  46 

Platform  cars,  repairs  of 34 

Platforms,  coaling 16 

for  stationary  scales  of  all  kinds 16 

for  station,  passenger  or  freight,  shop  and  yard 16 

Pliers  for  M.  of  W.  &  S 18 

telegraph  and  telephone  repairmen 14 

Plowing  fire  guards 6 

Plows  for  M.  of  W.  &  S 18 

snow,  attached  to  locomotive  pilots,  repairs  of 7 

moved  by  locomotives,  repairs  of 43 

not  attached  to,  or  moved  by  locomotives,  repairs  of 7 

Plugging  bars  for  locomotives 76,  85 

Plugs,  fire 16 

insulating,  electric  power  transmission 15 

Plummets  for  M.  of  W.  &  S 1 
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Rent  for  offices  for  superintendent  of  telesraph 14,  94,  C.  307 

of  offices  and  repain*  of  rent«d  offices  for  advertising  department $$ 

assistant  general  manager  (M.  of  W.) | 

(Transportation) 41 

car  repair  pool O.  A.  Car  repair  pool. 

chief  claim  agent Damage  and  injury  accounts. 

dispatcher's  (train) 42 

engineering  department I 

general  officers  (named  in  accounts  106  and  107) 108 

general  purchasing  agent O.  A.  "  Purchasing  Department  Expenses." 

general  storekeeper O.  A.  "  Storehouse  Expenses." 

industrial  and  immigration  bureaus 58 

legal  department  officials 109 

M.  of  E.  officials 24 

(when  unassignable) O.  A.  "  Shop  Expenses." 

M.  of  W.  A  S.  officials I 

outside  agencies 54 

payroa.ster 108 

purchasing  agent O.  A.  "  Purchasing  Department  Expenses." 

relief  department Ill 

signal  engineer I J 

supervisor |  J 

superintendent  of  power 15,   10,  47,  80 

telegraph 14.  94 

telegraph  offices  (train  movement  only) 02 

in  connection  with  station  service 00 

telegraph  and  relay  offices 04 

for  traffic  officials  (named  in  account  Si) 5J 

tranoportation  officials  (named  in  account  01) 01 

yardmasters 70 

for  Ohmer  fare  registers,  on  electric  cars  of  a  steam  road 89.  C.  SSO 

operation  of  three  roads,  operating  road  furnishing  all  equipment C.  4fiS 

for  pil«^  driver  used  in  construction  of  a  bridge C.  26t» 

of  pipolinoM  and  streams  connected  with  operating  electric  traction  power  plants     80 

of  ponds,  lakes,  sluices,  etc..  fot  locomotive  water  supply 74,  83 

for  privilege  of  croR.sing  streets C.   122 

of  property,  where  the  additions  and  betterments  to  leased  property  are  considered 

additional  rent C.  64a 

from  property  not  used  in  operation  of  railroad C.   16,  296 

of  rest  rooms  for  train  and  enginemen 89 

of  rooms  in  passenger  stations  to  employees,  revenues  and  expenses  in  connection 

with C.  eto 

of  rooms  and  space  in  passenger  stations,  expenses  in  connection  with C.  3S6 

of  stalls  in  roundhouses 72,  81 

of  station  buildings M 

of  station  buildings  and  tracks  and  land  on  which  located C.  564 

from  section  of  track C.  365 

for  shops,  percentage  added  to  bills  rendered  other  carriers C.  494 

from  side  track,  when  from  an  individual C.  293 

from  space  in  passenger  station C-     97 

for  stalls,  use  of,  for  locomotives C.  288 

of  switching  engines,  which  includes  repairs C.  SiO 

of  telegraph  conduits,  telegraph  lines  and  poles  of  other  companies 94 

(paid)  by  telephone  company  for  use  of  poles  along  tracks  of  carrier C.  5/5 

for  temporary  use  of  track  to  obtain  water  and  turn  engine 81,  83.  89,  C.  74 

(paid)  for  terminal  facilities  in  form  of  contribution  to  operating  exi>en8e8  and  fixed 

charges C.  6S7 

for  terminals C.  280 

(paJd)  for  tide  lands  on  which  to  build  ^bmrvea C.  4Si 
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Posts,  signal 13 

Potash  for  M.  of  E.  (when  unassignable) O.  A.  "  Shop  Expenses." 

Pots,  marking,  at  stations 66 

at  storehouses O.  A.  "  Storehouse  Expenses." 

paint  for  M.  of  W.  &  S.' 18 

Poultry  cars,  repairs  of 34 

Powder  at  ballast  pits 2 

for  roadway  work 6 

Power,  cost  of,  clearing  account  for C.  60 

generated  for  shop  purposes C.  58,  59,  60 

house,  electric,  use  of  clearing  account  for C.   178,  180 

houses,  electric  traction,  or  shop,  repairs  and  renewals  of 16 

and  substations  (electric  traction),  pay  of  employees  and  supplies  operating     86 

levers  for  electrically  propelled  cars 37 

and  lighting  plants,  electric,  when  to  be  treated  as  an  outside  operation C.  490 

and  motor  boxes  for  electrically  propelled  cars 37 

plant  equipment 47 

application  of  account '.    58,  C.  58,  59 

plants,  electric,  conducted  as  an  outside  operation C.  4SS 

(electric  traction)  operating,  labor  and  supplies  for 86 

for  elevators  in  general  offices 16 

labor,  operating 107 

supplies  for  operating 108 

for  elevators  at  stations,  pay  of  employees  operating 63 

supplies  for  operating 66 

equipment  of 13,  16,  46,  47 

electric  or  other,  for  shops 46 

other  than  electric  traction  and  shops 13,  16 

(electric  traction) 47 

for  freight  handling  at  stations,  pay  of  employees  operating 63 

supplies  for  operating 66 

interlocking  and  signal  (including  buildings) 13 

at  M.  of  E.  shops,   operating,  labor  and  supplies  for  (when  unassignable.) 

O.  A.  "  Shop  Expenses." 
for  switches  and  signals  (when  not  exclusively  yard)  operating  cost,  labor  and 

supplies 90 

for  switches  and  signals  in  yards  having  regular  switching  service  and  cost 

of  supplies  for  operating 70 

yards  having  regular  switching  service,  labor  operating 69 

when  to  be  treated  as  an  outside  operation C.  4S3 

for  propulsion  of  cars,  etc C.  58,  59 

purchased  for  M.  of  E.  shops  (when  unassignable) O.  A.  "  Shop  Expenses." 

mechanical  freight  handling  at  stations 66 

operating  elevators  in  general  offices 108 

at  stations 66 

propulsion  of  electric  locomotives,  trains  or  cars 87 

stations,  superintendent  of  pay  and  expenses  of 16,  47,  86 

supplies  in  connection  with,  treatment  through  shop  expenses C.  177 

for  turntables  and  transfer  tables  at  enginehouses 72,  81 

Premium  on  currency  for  labor  pay  rolls 1 14,  C.  S46 

Premiums  on  bonds  redeemed C.  676 

and  donations  to  fairs  (unless  chargeable  to  55) 58 

on  fidelity  bonds  of  station  employees 66 

covering  merchandise  transported /    66 

of  officials  and  employees  (named  in  106  and  107) 108 

M.  of  E.  officers  and  assistants 24 

M.  of  W.  &  S.  officers  and  assistants 1 

outside  agencies 54 

paymasters  and  assistants 108 
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Reaerve  accounta.  balanopB,  dispoaition  of C.  4 

from  Income*,  Pr«>fit  and  Lom,  or  surplus C.  557,  668 

iDHurance,  hospital  and  medical,  adjustment  of  reserves  in,  and  treatment 

of  expenses  in  connection  with C.  J^19 

funds,  adjustment  of,  for  freight  ovcrcharices C.  211 

Reserves,  form  of  fund C.   171 

holding  until  liabilities  are  paid , C.  211 

for  injuries)  to  perNons,  loss  and  damages  and  stationery  and  printing 19.  48,  l§3. 

•7,  ••.  C.   155 

for  rails  and'ties,  annual  adjustment C.  32,  332,  333,  334 

replacement  accounts,  requirements  of C.   171 

secret,  in  expenditures  for  additions  and  betterments C.  667 ^  668 

Revenue  accounts,  basis  of  credits  to C.  231 

from  baggage  cars  at  flat  rate,  use  of C.  JkSi> 

from  chartered  train  handled  under  guaranty C.  85,  221,  222,  227 

from  circus  cars,  moved  in  regular  train  for  a  lump  sum,  and  claaaification  of 

mileage C.  M^l 

from  circus,  theatrical  and  other  special  parties  for  a  lump  sum C.  6S7 

commercial  telephone C.     95 

commissions   received   for  collecting  premiums  on  insurance  policies,  etc.,  from 

employees C.  99 

defined  and  illustrated C.   119 

earned  and  unearned,  on  shipments  lost  or  destroyed  in  transit C.  279 

excess  bagKaKC,  explanation  of  text  of  account  for C.  88 

from  excess  faro  over  rates  prescribed  by  State  Commission C.  605 

from  fares  collected  from  caretakers C.  442 

freight,  how  iiffecteti,  by  elevator  charges C.  472 

from  freight  charges  added  to  material  used  in  joint  operation C.  A^t 

freight,  in  connection  -^ith  switching  charges C.  ^46 

guaranty  by  industrial  company C.  93 

guaranty  for  passenger  train  to  insure  service C.  87,  90 

joint,  from  operation  of  joint  facilities C.  507 

local  mileage  tickets  and  apportionment  to  States C.  84 

milk  transportation,  how  classified C.  83 

passenger,  classification  of  amounts  received  for  passenger  trains  run  under  a 

guaranty C.  222,  227 

from  private  car  handled  at  flat  rate  additional  to  faros C.  6^^ 

reconsignment  and  milling  in  transit  charges C.  92 

refunded  account  of  error  in  routing C.  tlS,  319 

from  rent  of  buildings  and  other  property,  not  chargeable  with  incidental  ezpenaes.C.  Sf€ 

from  sale  of  materials  or  commodity C.  68^ 

from  sale  of  power  to  outride  parties C.  433 

from  speci.<il  coach  handled  in  regular  passenger  train C.  646 

sp^'cial  service  train,  commodities  handled  and  condition  in  connection  with.  .C.  325 

from  special  theatrical  train C.  631 

stamps  purchased  in  connection  with  construction C.  5.9^ 

from  stopover  privileges,  how  credited C.  94 

switching  absorbe<i,  proportion  due  by  another  carrier C.  2,  214 

additional  tariff  charges  covering  per  diem  as  related  to C.  60f 

apportionment  betwe<'n  switching  and  freight  revenue C.   210 

from  baggage  cars C.  440 

from  cars,  the  lading  of  which  has  to  be  transferred C.  130,   131 

from  defective  cars  at  junctions C.  206 

explanation  of  text  in  connection  with C.  322 

from  express  cars C.  260 

from  interchange  of  traffic  with  other  roads C.   191 

from  movement  of  cars  between  two  sidings  under  one  agent C.  91 

from  private  «'ar C.  259 

from  uac  o(  leased   track C.  OOt 
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Revenue  from  trains  of  other  carriers  handled  over  own  tracks C.  225 

from  use  of  tracks  for  switching,  when  to  be  considered  a  joint  facility C.  4^7 

from  weighing  cars  for  another  company C.  634 

Reservoirs  for  water  supply 16 

Residual  value  of  floating  equipment  retired 41,  C.  4^6 

Resin  for  M.  of  E.  (when  unassignable) O.  A.  **  Shop  Expenses." 

Rest  houses  and  rooms  for  trainmen,  repairs  and  renewals  of 16 

rent  and  expenses  (including  attendance)  and  supplies 89 

Restaurant,  as  joint  facility,  expenses  of C.  540 

Restaurants,  lease  of,   to  outside  parties,   treatment  of  expenses  for  supplies  fur- 
nished   66,  C.   136 

Retaining  walls  for  buildings  and  grounds 16 

protecting  bridges  against  ice,  water  or  drift 9 

roadway  banks 6 

for  roadbed 6 

Retired  employees,  pensions  paid  to 113 

Revetments  and  breakwaters  for  roadway  protection 6 

Revolvers  for  station  watchmen 66 

Rheostats  for  electrically  propelled  cars 37 

electric  traction  power  plants 47 

Ribbons  for  dating  stamps Stationery  and  Printing  account  served. 

typewriters Stationery  and  Printing  account  served. 

Right  of  way,  amount  received  for  cutting  hay  on C.  252 

building  and  lot  on,  payment  for  damage  in  a  previous  year  to C.  68ii 

engineer,  M.  of  W.  &  S.  pay  and  expenses 1 

clerks  of,  pay  and  expenses 1 

office  expenses 1 

second  payment,  to  secure  proper  deeds  for C.  4S7 

permission  to  cross  with  a  sewer  pipe C.  128 

Rights,  water,  for  locomotive  supply,  payments  for 74,  83 

payments  for,  when  permanent 16 

Riprap  for  bridges  and  culverts 9 

banks  and  roadway 6 

Road,  classification  of  cost  of  extending C.  696 

enginehouse  expenses ^ 81 

enginemen  freight,  wages 80 

passenger,  wages 80 

foreman  of  locomotives,  pay  and  expenses  of 61 

locomotives,  fuel  for 82 

labor,  lubricating 81 

lubricants  for 84 

other  supplies  for 85 

water  for 83 

service,  work  of  crew  transferring  through  freight  from  yard  to  point  on  main  line 

as  related  to C  64t 

defined C.  69,  70.  71.  72 

division  of  expense  of  switching  service C.   189,  190,   101 

signals,  repairs  and  renewals  of 13 

tools  used  in  construction  of C.  600 

trainmen,  wages  of  (freight  and  passenger) 88 

and  switching  service,  division  of,  crew  expense ' C.  71 

and  equipment,  additions  and  betterments  prior  to  July  1,  1907,  charges  to  Operat- 
ing Expenses,  not  to  be  included  in  cost  of C.  4^S 

classification  of  expenditures  for,  adjustment  of  ledger  accounts  to  inventory 

values C.   172 

list  of  buildings  classified  as  station  buildings C.  5f9 

classification  of,  explanation  of  account  No.  1,  "  Engineering  " C.   100 

expenditures    for,    explanation  of  text    for    account    No.    15,    crossings 
and  signs , -C-  VSft. 
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# 

Road    and    equipment    classification    of    freight    cars   purchased    and    not    used    in 

operating,  how  repairs  are  to  lie  charged  in  connection  with  construction  work.C.  235 

to  what  applied C.      18 

when  to  be  used,  and  when  the  operating  classification  should  be  uaed.  C.   115 

construction  of  temporary  trestle  used  in  making  fills C.  606 

discount  on  bonds  sold  for C.  101 

moving  tracks,  and  telegraph  line  of  another  railroad  from  site  for  bridge,  cost 

of C.  315 

option  on  land  pending  final  decision,  payments  for C.  .^55 

reclassification  of  additions  and  betterments  expenditures C.  6S6 

sidings  and  spur  tracks C.  56t 

statement  in  property  investment  accounts  regarding  cost  of C.  58t 

water  stations,  temporary  use  during  construction C.  SOI 

expenditures  incident  to  construction  of C.  678^  683,  609,  6t0 

Roadbed,  depreciation  on.  may  be  charged,  when C.  40 

oiling 6 

payments  for  land  to  procure  dirt  for  replacing  grades C.  J^O 

repairs  of,  belonging  to  another  company  but  not  a  joint  facility 101 

repairs  and  care  of 6 

widening  (when  not  A.  &.  B.) 4 

Roadmaster,  assistant  and  clerks,  pay  and  expenses I 

Roadway,  lease  of  ground  for C.  370 

paving  streets  used  as 4 

protecting  against  floods  and  washouts 6 

repairs  of 6 

shop 46.  C.  311 

tooKs  and  supplies 18 

concrete  mixer  not  mounted  on  cars C.  641 

of  under  grade  crossings  (except  subways  not  public  highways) 10 

worktrain  service,  including  train,  engine  and  crew  expense 0 

Robbery  of  conductor  on  electric  line,  loss  arising  therefrom 98,  C.  400 

of  stations,  loss  of  money  advanced  agent  for  payment  of  customs  duties.  .98,  C.  SJ^S 

Rock,  blasting,  for  roadway 0 

crushers  at  ballast  pits 2 

for  M.  of  W.  &  S 18 

slides  and  like  obstructions,  removing 6 

watchmen,  pay  of 6,  C.  443 

Rodmen,  M.  of  W.  A  S.,  pay  and  expenses  of I 

Rods,  ashpan  for  locomotives 70,  85 

connecting,  main  and  tie  for  track  work 2,  5,  10 

for  M.  of  W.  &  S.  engineering  force 1 

Rollers,  steam,  for  M.  of  W.  &  S 18 

Rolling  chairs  for  invalids  at  stations 60 

stock,  superintendent  of  (and  clerks)  pay  and  personal  and  office  expenses  of 24 

Roll  ways  and  chutes,  log,  erected  over  tracks 10 

Rooms  over  passenger  stations  rented  to  employet^s,  revenues  and  expenses  connected 

with C.  625 

reading,  attendants,  supplies  and  expenses  of 89 

repairs  of 10 

for  testing  trainmen,  apparatus  for 89 

repairs  of 10 

for  trainmen,  attendants,  at,  supplies  for  and  expenses  of» 89 

repairs  of 16 

waiting,  wages,  expense  for  heat  and  light OJ 

expense,  not  wages,  for  heat  and  light 00 

repairs  of 16 

wash,  repairs  of 16 

>'.  Af.  C.  A.  contributions  for  (unless  exclusively  for  shopmen) 89 

exvluaivi'ly  for  shopmen  • O.  A.  **  Shop  Expenaea.** 
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Rooms.  Y.  M.  C.  A.,  repairs  of 16 

Rope  for  clearing  wreoka f 3 

and  chain,  switch,  for  station 66 

for  M.  of  E.  (when  unassignable) O.  A.  "  Shop  Expenses." 

M.  of  W.  A  S 18 

stations 66 

switch  for  cars 89 

locomotives 76,  85 

in  yards  having  regular  switch  servioe 70 

Rotary  and  other  snow  plows.     See  "  Snow  Plows." 
Roundhouse.     See  also  Enginehouse. 

eipensca 73,  81 

joint  operation  of C.  409 

repairs  to  locomotives 25,  28 

Roustabouts,  M.  of  E.  shops  (when  unassignable) O.-A.  "  Shop  Expenses." 

Route  agents  of  Accounting  Department,  pay  of 107 

Routing  errors,  claims  on  account  of C.  tlS,  S19 

Rowboats  for  bridge  trestle  and  culvert  repairs 9 

drawbridge  tenders 02 

Royalties  on  patents  for  freight  cars  and  parts 34 

locomotives  and  parts 25,  28 

passenger  cars  and  parts 31 

work  cars  and  parts 43 

Rubber  bands,  erasers  types  and  stamps Stationery  and  Printing  account  of  office 

served. 

hose  for  enginehouses 72,  81 

locomotives 76,  85 

stations 66 

packing  for  locomotives,  water  stations 74,  83 

Rugs  for  officials'   car.     See  "  Officials,  cars  of,  furniture." 

for  offices,  classed  as  "  Furniture." Office  Expense  of  office  served. 

for  passenger  cars  (when  not  "  Outside  Operations  ") 31 

for  stations 66 

Rulers  for  ordinary  office  use Stationery  and  Printing  account  of  office  served. 

parallel,  for  M.  of  W.  A  S 1.  24 

Rules  for  M.  of  E.  (when  unassignable) O.  A.  "  Shop  Expenses." 

Ruling  Dens Stationery  and  Printing  account  of  office  served. 


s. 

Safes  for  offices  (charged  with  furniture).     See  *'  Furniture." 

stations M 

Safety  chains,  for  use  on  twin  and  triple  cars S$ 

Salaries,  of  agents,  commissions  paid  in  lieu  of 63t  C  387 

of  clerks  and  attendants  (general  offices) 107 

of  employees,  during  strike,  for  overtime,  loyal  service,  etc C.  202 

treatment  in  joint  agencies C.  118 

of  engineers,  when  specially  employed  to  work  on  plans  for  bridges,  docks  and 

wharves C.  100 

and  expenses,  engineers  engaged  in  inspecting  a  railway  with  a  view  of  pur- 
chase     C.  S19 

of  fire  chiefs 1,  C.  37 

of  general  manager  and  general  superintendent  with  supervision  over  seTeral 

■  departments C.  330,  484 

of  general  officers,  and  employees  acting  in  capacity  of  general  officers. . . .  10#,  C.  209 
officers  and  operating  officials  on  construction  and  additions  and  betterments 

work C.  498 

of  president  and  his  clerks  and  attendants C.  82 

of  produce  exchange  weighers,  extra  pay #3,  O.O.,    C.  IW 

of  purchasing  agents  and  storekeepers C.  184*  185 

of  telegraph  operators  stationed  along  line  to  protect  trains  during  additiona  and 

betterments  work C.  14B 

of  telegraph  operators  at  stations #3,  C.  198 

in  traffic  officers'  offices  and  in  outside  agencies 83,  84,  C.  619 

telegraph  and  telephone  operators  in  general  office,  apportionment  of C.  SS8 

timekeepers  employed  in  construction  work C.  4^8 

Salary  of  car  accountant,  when  in  transportation  and  when  in   accounting  depart- 
ment   C.  516 

commissions  paid  ticket  agents  in  lieu  of 63,  C.  04,  387 

of  general  manager  acting  also  as  purchasing  agent C.  156 

of  land  and  tax  commissioner 166,  C.  255 

of  station  agent  and  telegraph  operator,  how  divided C.  251 

of   stationer C.  154 

of  superintendent  of  water  service 74,  83,  C.  201 

Sale  of  equipment,  used  during  construction  period C.  480 

of  commodity  regularly,  profits  from^ C.  584 

of  materials  and  supplies  from  stock,' profits  from C.  584,  898 

of  real  estate,  profits  from C.  585 

of  timbers,  receipts  from,  on  land,  carried  as  outside  investment G.  488 

of  \mclaimed  or  damaged  baggage,  proceeds  of 18i 

of  unclaimed  or  damaged  freight,  proceeds  of ft 

Salt  to  free  switches  and  interlockers  from  ice 1 

for  use  at  stations M 

Salvage  in  abandoned  sidings  and  spur  tracks C.  568 

from  another  carrier's  equipment  destroyed C.  458 

from  track  taken  up,  originally  charged  to  operating  expenses C. 

value  of,  incidental  to  conversion  of  equipment  to  other  purposes C. 

618 
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Sand,  for  ballast 2 

production  of 2 

commercial  freight,  payment  for  loading 63,  C.  267 

driers,  fuel  for 85,  C-  75 

repairs  and  renewals  of 16 

drifts,  clearing  from  tracks 7 

dryers,  pay  of 72,  81 

fences,  repairs  and  renewals  of 12 

houses,  repairs  and  renewals  of 16 

for  locomotives  (cost  of  production,  including  wheelbarrows,  shovels  and  sand- 
screens)  85 

for  locomotives,  fuel  for  drying 85 

removal  of,  from  tracks 7 

soap  for  M.  of.  E.  (when  unassignable) O.  A.  "  Shop  expenses." 

for  stock  cars 89 

Sanding  equipment,  pneumatic 25,  28 

Sandpaper  for  M.  of  E.  (when  unassignable) O.  A.  "  Shop  Expenses." 

Sanitary  inspector,  pay  and  expenses I 

towels  for  stations 66 

Saw  blades  for  M.  of  E.  (when  unassignable) O.  A.  '*  Shop  Expenses." 

Sawdust,  for  stations 66 

and  straw  for  cars 89 

Saws,  crosscut  and  hand  for  M.  of  W.  &  S 18 

for  emergency  equipment  of  cars 89 

for  fuel  stations 73,  82 

hand  for  M.  of  E.  (when  unassignable) O.  A.  "  Shop  Expenses." 

for  locomotive  equipment 76,  85 

for  rail,  for  M.  of  W.  &  S 18 

for  station  equipment 66 

Scaffolds  for  buildings 16 

for  machinery  and  tools  at  shops,  repairs  and  renewals  of 46 

Scale  formation  in  locomotive  boilers,  compounds  for  removing 74,  83 

houses,  repairs  and  renewals 16 

pits,  draining 16 

test  cars,  repairs  of 43 

Scalemen,  station,  pay  of 63 

Scales,  counter,  at  stations 66 

at  M.  of  E.  shops  (portable)  repairs  and  renewals 46 

portable 18,  66 

for  stations,  sealing  and  testing 66 

postage 1,  24,  53,  58,  61,  66,  108,  109 

for  stations 66 

stationary,  of  all  kinds,  including  foundations,  platforms,  supports  for  dead  rails, 

beams,  weights  and  all  fixtures  and  appurtenances 16 

inspecting  and  testing 16 

at  stations,  automatic,  recording  and  weighing  attachments  for,  rent  of 66 

track,  cost  of,  while  road  is  under  construction C.  4^7 

how  classified  under  Additions  and  Betterments C.   150 

repairs,  renewals  and  inspection  of 16 

Scientific  and  reference   books  (excluding  wage  and  rate  tables)  the   Superintendence 

account  served. 

Scoops  for  cars 89 

for  coaling  stations 73,  82 

for  locomotives 76,  85 

for  M.  of  E.  (when  unassignable) O.  A.  "  Shop  EzpenacB." 

for  stations 66 

Scows,  dredges,  etc.,  used  in  maintenance  or  construction  work,  repairs  of 43 

Scrap  bins,  repairs  and  renewals  of 16 

boxes  for  M.  of  W.  &  S 18 
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Scrap,  when  identity  is  lost C.  174 

matorial,  collected  alonK  line  of  road  and  sold C.  614 

taken  out  of  stock C.  9,  163 

taken  up,  other  trade  materials,  such  as  angle  bars,  frogs,  etc C.  144 

from  temporary  tracks  used  in  construction C.  310 

track,  loading  and  handling 3,  6,  16 

Scrapers  for  roadway 18 

operating 2,  6,  16 

Screens  (machinery) 16 

for  locomotive  sand 8S 

for  work  cars ' 43 

Scrip,  county,  profits  from  purchase  below  face  value C  696 

Scrub  brusht-H  for  car  cleaning 8f 

for  offices Office  Expense  account  of  office  served. 

stations M 

Scythes 18 

Seal  presses,  car M 

Sealers,  car,  at  stations,  pay  of 63 

Sealing  station  scales M 

Seals,  car 66,  C.  340 

and  sealing  wax Stationery  and  Printing  account  of  office  served. 

Seat  boxes  for  locomotives 29,  M 

keys  for  cars 8f 

Seats,  car,  cleaning 8f 

of  passengers  cars,  reupholstering 31 

Secretary  of  Y.M.C.A.  and  like  organizations,  pay  of  (unless  exclusively  for  shopmen) .     8f 

Secretary,  clerks  of,  pay  and  expenses  of I#7 

office  expenses  of 108 

pay  and  expenses  of 106 

Section  houses,  repairs  and  renewals  of 16 

houses,  water  supplied  to 16,  18,  C.  450 

liners 1 

signs II 

Securities  given  as  commission,  discount  on C.  284 

owned,  manner  of  stating  on  general  balance  sheet .C.  64^ 

Semaphore  lamps  (not  exclusively  in  yards)  supplies  for \ 00 

in  yards  having  regular  switching  service,  supplies  for 70 

Semaphores  and  semaphore  lamps,  repairs  and  renewals  of 13 

in  yards  having  regular  switching  service,  supplies  for 70 

Semi-automatic  signals,  repairs  and  renewals  of 13 

Separators  for  electric  traction  power  plants 47 

Settees  for  offices.    See  **  Furniture." 

stations 66 

Sewer  pipes  for  buildings 13,  16 

pipes  draining  roadway,  placing  and  cleaning 6 

pipes  laid  under  tracks ' 0 

or  street  repairs,  assessments  for 0,  16 

or  street  repairs  at  crossings,  assessments  for 11 

and  water  connections  for  electric  traction  power  plants 47 

Sewers,  assessments  for C.  140 

cleaning 13*  16 

Sewing  machines  at  shops,  repairs  and  renewals  of 46 

Sextants 1 

Shades  in  connection  with  lighting  cars,  cost  of 89 

window,  for  offices Office  Expense  acoounta  aerred. 

for  stations 66 

for  towers  (signal) 70,  90 

Shafting  for  electric  traction  power  plants 47 

framework M 
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Shafting  (other  than  electric  traction  and  shop  power  plants) 16 

at  shops 46 

Shakers,  grate,  for  locomotives 76,  85 

Shanties,  highway  crossing 16 

Shears Stationery  and  Printing  accounts  served. 

Sheds,  car,  repairs  and  renewals  of 16 

lumber,  repairs  and  renewals  of 16 

snow,  repairs  and  renewals  of 12 

Shellac  for  M.  of  E.  (when  unassignable) O.  A.  "  Shop  Expenses." 

for  painting  buildings 13,  16 

Shelving  (when  a  part  of  the  structure) 16 

Shims 2.  5.  16 

Shippers'  claims,  notarial  fees  in  connection  with  affidavits  of  employees  concern- 

ng 99,  109,  C.  607 

Shipping  tags Stationery  and  printing  accounts  served. 

Shoeing  horses  in  M.  of  E.  shop  service.  . . : O.  A.  **  Shop  Expenses." 

in  station  use 66 

Shop  accountants  M.  of  E.  pay  of  (when  unassignable) O.  A.  **  Shop  Expenses." 

clerks,  M.  of  E.,  pay  of 24 

employees,  M.  of  E.  pay  of  (when  unassignable) O.  A.  **  Shop  Expenses." 

expenses,  clearing  account See  Classification  of  Open  Accounts. 

expenses,  clearing  accounts C  173,  179,  183 

heating,  lighting,  water,  watchmen,  power  and  incidentals  when  unassignable 

to  any  particular  M.  of  E.  account O.  A.  "  Shop  Expenses." 

joint  facility  operation,  incidental  to C.  393 

license  for  stationary  engineer  at  shop C.  499 

and  M.  C.  B.  rules C.  257 

power  house,  connection  with C.  177 

power  for  shop  purposes C.     60 

foremen  and  assistants,  M.  of  E.,  pay  of  and  supplies  for  (when  unassignable) . 

O.  A.  "Shop  Expenses.'* 

foremen  distinguished  from  general  foremen C.  248 

grounds,  fences,  hedgea,  walls,  sidewalks  and  streets,  within  limits  of  or  imme- 
diately adjacent  thereto,  repairs  of 16 

grading,  draining,  mowing,  beautifying 16 

machinery  and  tools 46 

platforms,  repairs  and  renewals 16 

test  rooms  and  laboratories,  M.  of  E.  supphes  for  (when  unassignable) 

O.  A.  **  Shop  Expenses." 

yards,  M.  of  E.,  removing  snow  and  ice  from  (when  unassignable) 

O.  A.  "  Shop  Expenses." 

Shops,  blacksmith,  car,  carpenter,  machine  and  locomotive,  repairs  and  renewals 16 

bridges  and  building  department,  machinery  and  tools  at,  repairs  and  renewals .  .      46 

car,  machinery  and  tools  at,  repairs  and  renewals 46 

carpenter,  maintenance  of  machinery  in .46,  C.  311 

cost  of  license  for  stationary  engineer  at C.  Ji99 

locomotive,  machinery  and  tools  at,  and  repairs  and  renewals 46 

percentage  added  to  joint  track  bills,  to  cover  cost  of C.  441 

track  superstructure  in / 16 

tracks  in,  repairs  and  renewals .* 16 

Short  hand  notebooks Stationery  and  Printing  account  served. 

Shovels  at  ballast  pits 2 

for  cars 89 

for  coaling  stations 73,  82 

for  engine  houses 72,  81 

for  locomotives . .  76,  85 

for  M.  of  E.  (when  unassignable) O.  A.  "  Shop  Expenses." 

for  M.  of  W.  &  S 18 

for  stations .66 


520  KATLROAD    EXPENSES 

Scrap,  when  identity  is  lost C.  174 

material,  collected  alonx  lino  of  road  and  sold C.  614 

taken  out  of  stock C.  9,  163 

taken  up,  other  trade  niaterials,  such  as  angle  bars,  frogs,  etc C.  144 

from  temporary  tracks  used  in  construction C.  316 

track,  loading  and  handling 3,  6,  16 

Scrapers  for  roadway 18 

operating 2,  6,  16 

Screens  (machinery) 16 

for  locomotive  sand 8S 

for  work  cars " . .     43 

Scrip,  county,  profits  from  purchase  below  face  value C.  696 

Scrub  brushes  for  car  cleaning 8f 

for  offices Office  Expense  account  of  office  served. 

stations 66 

Scythes 18 

Seal  presses,  car 66 

Sealers,  car,  at  stations,  pay  of 63 

Sealing  station  scales , 66 

Seals,  car 66,  C.  340 

and  sealing  wax Stationery  and  Printing  account  of  office  served. 

Seat  boxes  for  locomotives 2S,  38 

keys  for  cars •• 

Seats,  car,  cleaning 89 

of  passengers  cars,  reupholstering 31 

Secretary  of  Y.M.C.A.  and  like  organizations,  pay  of  (unless  exclusively  for  shopmen) .     89 

Secretary,  clerks  of,  pay  and  expenses  of 187 

office  expenses  of 188 

pay  and  expenses  of , .   186 

Section  houses,  repairs  and  renewals  of •  •  .     16 

houses,  water  supplied  to 16,  18,  C.  468 

liners 1 

signs 11 

Securities  given  as  commission,  discount  on G.  284 

owned,  manner  of  stating  on  general  balance  sheet .G.  646 

Semaphore  lamps  (not  exclusively  in  yards)  supplies  for s, 98 

in  yards  having  regular  switching  service,  supplies  for 7f 

Semaphores  and  semaphore  lamps,  repairs  and  renewals  of 13 

in  yards  having  regular  switching  service,  supplies  for 78 

Semi-automatic  signals,  repairs  and  renewals  of 13 

Separators  for  electric  traction  power  plants 47 

Settees  for  offices.    See  **  Furniture." 

stations .' 66 

Sewer  pipes  for  buildings 13,  16 

pipes  draining  roadway,  placing  and  cleaning 6 

pipes  laid  under  tracks ' f 

or  street  repairs,  assessments  for 6,  16 

or  street  repairs  at  crossings,  assessments  for 11 

and  water  connections  for  electric  traction  power  plants 47 

Sewers,  assessments  for C.  148 

cleaning 13, 16 

Sewing  machines  at  shops,  repairs  and  renewals  of 46 

Sextants 1 

Shades  in  connection  with  lighting  cars,  cost  of 88 

window,  for  offices Office  Expense  aoooonto  letrid 

for  stations -. 86 

for  towers  (signal) 7§,  •• 

Shafting  for  electric  traction  power  plants 41 

framework 16 
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Shafting  (other  than  electric  traction  and  shop  power  plants) 16 

at  shops 46 

Shakers,  grate,  for  locomotives 76,  85 

Shanties,  highway  crossing 16 

Shears Stationery  and  Printing  accounts  served. 

Sheds,  car,  repairs  and  renewals  of 16 

lumber,  repairs  and  renewals  of 16 

snow,  repairs  and  renewals  of 12 

Shellac  for  M.  of  E.  (when  unassignable) O.  A.  '*  Shop  Expenses." 

for  painting  buildings 13,  16 

Shelving  (when  a  part  of  the  structure) 16 

Shims 3,  5,  16 

Shippers'  claims,  notarial  fees  in  connection  with  affidavits  of  employees  concern- 

ng 99,  109,  C.  607 

Shipping  tags Stationery  and  printing  accounts  served. 

Shoeing  horses  in  M.  of  E.  shop  service.  . .  : O.  A.  **  Shop  Expenses." 

in  station  use 66 

Shop  accountants  M.  of  E.  pay  of  (when  unassignable) O.  A.  "  Shop  Expenses." 

clerks,  M.  of  E.,  pay  of 24 

employees,  M.  of  E.  pay  of  (when  unassignable) O.  A.  "  Shop  Expenses." 

expenses,  clearing  account See  Classification  of  Open  Accounts. 

expenses,  clearing  accounts C.   173,  179,  183 

heating,  lighting,  water,  watchmen,  power  and  incidentals  when  unassignable 

to  any  particular  M.  of  E.  account O.  A.  "  Shop  Expenses." 

joint  facility  operation,  incidental  to ^ C.  393 

license  for  stationary  engineer  at  shop C.  J^9 

and  M.  C.  B.  rules C.  257 

power  house,  connection  with C.  177 

power  for  shop  purposes C.     60 

foremen  and  assistants,  M.  of  E.,  pay  of  and  supplies  for  (when  unassignable) . 

O.  A.  *'  Shop  Expenses.*' 

foremen  distinguished  from  general  foremen C.  248 

grounds,  fences,  hedgea,  walls,  sidewalks  and  streets,  within  limits  of  or  imme- 
diately adjacent  thereto,  repairs  of 16 

grading,  draining,  mowing,  beautifying 16 

machinery  and  tools 46 

platforms,  repairs  and  renewals 16 

test  rooms  and  laboratories,  M.  of  E.  supplies  for  (when  unassignable) 

O.  A.  **  Shop  Expenses." 

yards,  M.  of  E.,  removing  snow  and  ice  from  (when  unassignable) 

O.  A.  "  Shop  Expenses." 

Shops,  blacksmith,  car,  carpenter,  machine  and  locomotive,  repairs  and  renewals 16 

bridges  and  building  department,  machinery  and  tools  at,  repairs  and  renewals .  .      46 

car,  machinery  and  tools  at,  repairs  and  renewals 46 

carpenter,  maintenance  of  machinery  in .46,  C.  311 

cost  of  license  for  stationary  engineer  at C.  J^9 

locomotive,  machinery  and  tools  at,  and  repairs  and  renewals 46 

percentage  added  to  joint  track  bills,  to  cover  cost  of C.  44/ 

track  superstructure  in '. 16 

tracks  in,  repairs  and  renewals .* 16 

Shorthand  notebooks Stationery  and  Printing  account  served. 

Shovels  at  ballast  pits 2 

for  cars 89 

for  coaling  stations 73,  82 

for  engine  houses 72,  81 

for  locomotives .  .  76,  85 

for  M.  of  E.  (when  unassignable) O.  A.  "  Shop  Expenses." 

for  M.  of  W.  &  S 18 

for  stations .66 
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Snow.  eDginc,  train  and  plow  crews,  fuel  stores  and  supplies 7 

removing,  from  roofs  of  buildings 16 

and  sand  fences  and  snowsheds 12 

Snowsheds,  protection  from  fire 12 

repairs  and  renewals 12 

watchmen  at,  pay  and  supplies 12 

Snow  shoveling  in  locomotive  tenders 74,  81 

Soap  for  cars 8f 

cleaning  cars 8f 

cnginehouses 73,  81 

interlocking  and  signal  plants 70,  9i 

locomotives 76,  8S 

M.  of  E.  (when  unassignable) O.  A.  *'  Shop  Ezpenses.'* 

offices Office  Expense  account  served. 

sand,  for  M.  of  E.  (when  unassignable) O.  A.  "  Shop  Expenses." 

soft  for  drawbridges 92 

for  stations M 

Soda  ash  for  locomotive  tenders ■ 74,  83 

for  M.  of  E.  (when  unassignable) O.  A.  *'  Shop  Expenses." 

Sod  lines,  for  cutting ".       6 

placing  on  roadbed 6 

for  roadway  banks 6 

for  station  and  shop  grounds 16 

Soldering  fluid  for  M.  of  E.  (when  unassignable) O.  A.  "  Shop  Expenses." 

Solder  for  M.  of  E.  (when  unassignable) O.  A.  "  Shop  Expenses." 

spelter,  M.  of  E.  (when  unassignable) O.  A.  "  Shop  Elzpenses." 

Soldiers'  commissary  and  accoutrements,  handling  and  revenue C.  325 

Solicitors,  law  and  their  clerks,  expenses  of  (not  otherwise  provided) 109 

pay  of 199 

at  outside  agencies,  and  their  clerks,  pay  and  expenses S4 

Soliciting  agents,  for  fast  freight  lines,  expenses  of 57,  C.  S88 

Span  wires  for  electric  traction If 

Special  agent,  chief  and  assistants,  pay  and  expenses 61 

agent,  chief  and  force,  pay  of  when  covering  other  departments  than  transpor- 
tation   Divide  among  departments  served. 

general  office 1#7 

Special  cars  for  officials  and  employees,  expenses  of.     See  Officials,  cars  of. 

Special  coach  handled  in  regular  passenger  train,  mileage  and  revenue  of G.  648 

policeman  in  general  building,  pay  and  expenses 1#7 

service,  locomotives,  expense  in  bringing  to  shop  for  repairs C.  54 

train  revenue ,. 326»  490 

train  miles,  where  passenger  revenue  is  divided C.  221 

trains,  distribution  of  guaranteed  revenue C.  222,  223,  224,  227 

trains,  for  officials  and  employees,  cost  of  running,  including  pay  of  engine  and  train 
crews,  and  engine  and  train  supplies  and  expenses.     Charge  with  the  salaried 
expense  of  officials  and  office  employees  served.  . .  .1,  24,  53,  61,  106.  107,  169 
for  officials  and  employees,  furniture  and  supplies  for.     See  Officials,  Can  of. 

theatrical,  revenue  and  statistics  of C.  08i 

Speed  recorders  for  cars  of  officials 31 

electric  traction  power  plants 47 

locomotives .38,  28 

passenger  cars ' 31 

shop  machinery 46 

Spigots  (oil  barrel)  for  cnginehouses 72,  81 

fuel  stations 73,  83 

general  offices IM 

interlocking  and  signal  plants 78,  98 

for  M.  of  E.  (when  unassignable) O.  A.  "  Shop  Expenaea." 

M.  of  W U 
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Spigots,  stations 66 

water  stations 74,  83 

Spike  mauls 18 

pullers 18 

Spikes,  roadway  crossing 11 

track 2.  5,  16 

Spiking  hammers 18 

Spirit  levels  for.  M.  of  E.  (when  unassignable) O.  A.  **  Shop  Expenses.'.' 

for  M.  of  W.  &  S 18 

level  vials  for  M.  of  E.  (when  unassignable) O.  A.  "  Shop  Expenses." 

Splice  bars 2.  5,  6 

Sponge  cups Stationery  and  Printing  accounts  served. 

Sponges  for  cleaning  cars 89 

for  cleaning  stations 66 

desk Stationery  and  Printing  accounts  served. 

for  interlocking  and  signal  plants % 70,  90 

locomotives 76,  85 

M..  of  E.  (when  unassignable) O.  A.  "  Shop  Expenses." 

Sponging  tender,  driving  and  truck  boxes  of  locomotives  in  enginehouses 72,  81 

locomotives,  undergoing  repairs 25,  28 

Spoons,  packing,  for  locomotives 76,  85 

Spot  boards 18 

Spouts,  tank,  thawing  out 74,  83 

Sprinkling  cans  for  M.  of  E.  (when  unassignable) O.  A.  *'  Shop  Expenses." 

cans  for  stations 66 

cars,  repairs  of 43 

grade  crossings,  hose,  pipes  and  water  for 11 

about  stations 66 

Spuds,  weed 18 

Spur  tracks,  cost  of C.  661 

to  serve  an  industry  which  reimburses  company  for  part  cost C.  6£S 

temporary,  cost  of,  and  how  handled  when  abandoned C.  560 

Squares  for  M.  of  E.  (when  unassignable) O.  A.  "  Shop  Expenses." 

M.  of  W.  &  S 18 

T I,  24 

Squirts  (lubricating)  for  M.  of  E.  (when  unassignable) O.  A.  "  Shop  Expenses." 

Stablemen  connected  with  general  oflSce  service  pay  of 107 

station  service,  pay  of 63 

Stables,  repairs  and  renewals 16 

Stacks  for  electric  traction  power  plants ; 47 

shop  power  plants 46 

Stairways,  approaches  to  stations 16 

station,  repairs  and  renewals 16 

Stakes,  engineering 1 

(temporary)  for  box,  stock  and  other  cars 89 

Stalls  in  roundhouses,  rent  of 72,  81 

Stamp  tax  paid  in  connection  with  bond  sales  in  foreign  countries C.  610 

Stamps,   impression,   dating,   numbering,  rubber,   ticket  and  time,   and  ribbons  for 

Stationery  and  Printing  account  served. 

revenue,  purchased  in  connection  with  construction C.  594 

Standard  railroad  operation  defined C.  115 

Standpipe  hose  for  water  stations 74,  83 

Standpipes 16 

used  jointly  for  water  supply C.  357,  358 

Stands,  copy  press,  for  oflSces  (classified  as  furniture).     See  "  Furniture." 

for  stations 66 

switch 2,  5,  16 

typewriter  (classified  ao  furniture).     See  "  Furniture." 
Staples  and  st^tple  presses Stationery  and  Printing  account  served. 
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Station.     Sec  also  Stations. 

agents  (see  also  Station  Employees)  ticket  or  freight il 

box  lamps,  repairs  and  renewals  of li 

buildings,  cost  of  fuel  and  other  supplies  used  in  heating  and  lighting M 

buildings,  cost  of  planks  laid  along  track  and  between  rails  where  there  ia  no 

building C.  5S4 

rent  and  repairs  of  rented M 

repairs  and  renewals I( 

under  Road  and  Equipment  Classification,  list  of C.  5M9 

elevators,  pay  of  employees  operating 63 

inspection  of Ii 

lubricants,  water  and  other  supplies  for M 

repairs  and  renewals li 

employees,  expenses  of M,  C.  206 

compensation  of,  for  carrying  mail  between  station  and  postoffioe 63,  C.  6i8 

fidelity  bonds  for 66 

freight  and  passenger,  incidental  expenses  of 66 

pay  of   (for  details  see  special  designation,   as  accountants,   matrons, 

scalemen,  etc.) 63 

payments  for  handling  freight  under  contract 63,  C    66 

storekeepers  or  others  receiving  commissions 63,  C.  64 

switch  keys  for 66 

switch  lamps,  lighting  and  care  of 63,  69,  C.  196,  107 

tending  switch  lamps  when  no  regular  switching  service  is  maintained 63 

uniforms,  caps,  badges,  for 66 

expenses  (other  than  labor) 66 

fixtures,  repairs  and  renewals 16 

footbridges,  overhead  (not  public  highways)  repairs  and  renewals 16 

freight  handling  implements  (hand) 66 

power  plants,  pay  of  employees  operating 61 

including  machinery,  repairs  and  renewals  of 14^ 

inspection 16 

lubricants,  fuel,  light,  water  and  other  supplies 66 

funds,  lost  by  burglary,  not  covered  by  insurance f6,  C.  4^ 

groundH,  cleaning,  when  done  by  station  cleaners 63 

grounds,  fences,  hedges,  walls,  sidewalks  and  streets,  within  limits  of,  or  imme-  6 

diatcly  adjacent  to,  repairs  of 16 

grading,  filling,  draining,  mowing,  beautifying 16 

inspectors,  traveling,  pay  and  expenses 61 

lamps,  lanterns  and  supplies  for #6 

offices,  repairs  of 16 

platforms,  repairs  and  renewals 16 

privy  vaults,  cleaning,  payments  for 66 

safes M 

scales  (portable) 66 

sealing 66 

(stationary) 16 

testing  or  inspections  of 16 

signs,  repairs  and  renewals 16 

stairways  and  approaches,  repairs  and  ronewala 16 

subways,  repairs  and  renewals W 

supplies M 

telegraph  operators  not  exclusively  connected   with  movement  of    trains,   pay 

of 63.  C.  251 

tracks  and  land,  rent  of C.  S94 

trucks  for  baggage  and  freight 66 

Stationary  boilers 2,  9,  13,  li,  46,  47 

enginemen  at  air  compressors  for  switch  and  signal  service  (other  than  exIuriTcJy 

yard)  pay  of 99 
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Stationary  engine  men  for  yard,  switch  and  signal  service,  pay  of 69 

at  car  heating  plants,  pay  of 89 

connected  with  general  oflSce  service,  pay  of 107 

at  drawbridges,  pay  of 92 

at  fuel  stations,  pay  of 73,  82 

engines  and  boilers  at  ballast  pits 2 

at  car  heating  plants 16 

at  drawbridges 9 

at  electric  traction  power  plants 47 

Joundations  for 16 

at  interlocking  and  signal  plants I J 

inspection  of 2,  9,  13,  16,  46,  47 

at  locomotive  fuel  and  water  stations 16 

at  shops 46 

foundations  for 16 

for  station  power  plants 16 

scales,  of  every  kind,  including  foundations,  platforms,  supports  for  dead  rails, 

beams,  weights  and  all  fixtures  and  attachments 16 

Stationer,  salary  of C.  154 

Stationery  and  printing,  adjustment  of  reserve  accounts  for C.  155 

for  ballast  pit 2 

for  general  expense 113 

for  land  and  immigration  bureau 58 

for  legal  department,  limited  to  printing  of  briefs,  testimony,  legal  forms 109 

(except  printing  briefs  testimony,  legal  forms,  etc.), 113 

for  M.  of  E 20 

for  M.  of  W.  &  S 49 

for  purchasing  department O.  A.  "  Purchasing  Department  Expenses." 

storage  on  baggage,  connection  with 97,  C.  341 

for  storekeeper O.  A.  "  Storehouse  Expenses." 

for  Traffic  Department 59 

for  Transportation  Department 97 

used  by  outside  agents,  advertising  department,  and  fast  freight  lines 59,  C.  244 

Stations.     See  also  Station. 

coal  for,  all  expenses  of  work  trains  delivering 66 

including  freight  charges  and  cost  of  delivery 66 

cleaning  up  garbage  and  refuse  around 6.  C.  475 

curtains  for 66 

customs  inspectors  at,  payments  for  time  of 63 

disinfecting,  pay  of  employees  engaged  in 63 

draping,  cost  of 1 14,  C.  313 

driveways  and  alleys  at,  for  receipt  or  delivery  of  passengers  or  freight 16 

engines  and  boilers  at.  inspection  of 16 

repairs  and  renewals 16 

fences  between  tracks  at,  repairs  and  renewals 16 

floor  coverings  for 66 

freight,  joint  operation  of C.  414 

fuel  for  including  freight  charges  and  expenses  of  delivery 66 

fuel,  repairs  and  renewals 16 

furniture  for • 66 

heating  cars  at,  operating  labor  and  supplies  for 89 

pay  of  employees  engaged  in 63 

plants  at,  inspection  of 16 

repairs  and  renewals 16 

supplies  for 66 

supplies  for 66 

horses  and  vehicles  at.  cost  of  supplies  and  livery  for 66 

ice,  iceboxes  and  ice  coolers  for ". 66 

joint  facilities C.  272,  278,  361 
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Safes  for  offices  (charged  with  furniture).     See  "  Furniture.'* 

stations M 

Safety  chains,  for  use  on  twin  and  triple  cars 8# 

Salaries,  of  agents,  commissions  paid  m  lieu  of 63t  C  387 

of  clerks  and  attendants  (general  oflBces) 107 

of  employees,  during  strike,  for  overtime,  loyal  service,  etc C.  208 

treatment  in  joint  agencies C.  118 

of  engineers,  when  specially  employed  to  work  on  plans  for  bridges,  docks  and 

wharves C.  100 

and  expenses,  engineers  engaged  in  inspecting  a  railway  with  a  view  of  pur- 
chase     C.  Si9 

of  fire  chiefs 1,  C.  37 

of  general  manager  and  general  superintendent  with  supervision  over  aeveral 

'  departments C.  330,  484 

of  general  officers,  and  employees  acting  in  capacity  of  general  officers 10#,  C.  209 

officers  and  operating  officials  on  construction  and  additions  and  betterments 

work C.  -^ 

of  president  and  his  clerks  and  attendants C.  82 

of  produce  exchange  weighers,  extra  pay #3,  O.O^    C,  109 

of  purchasing  agents  and  storekeepers C.  184,  185 

of  telegraph  operators  stationed  along  line  to  protect  trains  during  additions  aiul 

betterments  work C.  14^ 

of  telegraph  operators  at  stations 63,  C.  108 

in  traffic  officers'  offices  and  in  outside  agencies S3,  84,  C.  619 

telegraph  and  telephone  operators  in  general  office,  apportionment  of C.  SSS 

timekeepers  employed  in  construction  work C.  478 

Salary  of  car  accountant,  when  in  transportation  and  when  in   accounting  depart^ 

ment C.  616 

commissions  paid  ticket  agents  in  lieu  of #3,  C.  04,  387 

of  general  manager  acting  also  as  purchasing  agent C.  106 

of  land  and  tax  commissioner I0#,  C.  265 

of  station  agent  and  telegraph  operator,  how  divided C.  251 

of   stationer C.  154 

of  superintendent  of  water  service 74,  83,  C.  201 

Sale  of  equipment,  used  during  construction  period C.  460 

of  commodity  regularly,  profits  from^ .C.  684 

of  materials  and  supplies  from  stock,' profits  from C.  684*  698 

of  real  estate,  profits  from C.  686 

of  timbers,  receipts  from,  on  land,  carried  as  outside  investment C.  466 

of  unclaimed  or  damaged  baggage,  proceeds  of Iff 

of  unclaimed  or  damaged  freight,  proceeds  of ff 

Salt  to  free  switches  and  interlockers  from  ice 7 

for  use  at  stations M 

Salvage  in  abandoned  sidings  and  spur  tracks C.  660 

from  another  carrier's  equipment  destroyed C.  450 

from  track  taken  up,  originally  charged  to  operating  expenses C.  409 

value  of,  incidental  to  conversion  of  equipment  to  other  purposes C 

518 


INDEX  519 

Sand,  for  ballast 2 

production  of 2 

commercial  freight,  payment  for  loading 63,  C.  267 

driers,  fuel  for 85,  C.  75 

repairs  and  renewals  of 16 

drifts,  clearing  from  tracks 7 

dryers,  pay  of 72,  81 

fences,  repairs  and  renewals  of 12 

houses,  repairs  and  renewals  of 16 

for  locomotives  (cost  of  production,  including  wheelbarrows,  shovels  and  sand- 
screens)  85 

for  locomotives,  fuel  for  drying 85 

removal  of,  from  tracks 7 

soap  for  M.  of.  E.  (when  unassignable) O.  A.  "  Shop  expenses." 

for  stock  cars 89 

Sanding  equipment,  pneumatic 25,  28 

Sandpaper  for  M.  of  E.  (when  unassignable) O.  A.  *'  Shop  Expenses.*' 

Sanitary  inspector,  pay  and  expenses 1 

towels  for  stations 66 

Saw  blades  for  M.  of  E.  (when  unassignable) O.  A.  '*  Shop  Expenses." 

Sawdust,  for  stations 66 

and  straw  for  cars 89 

Saws,  crosscut  and  hand  for  M.  of  W.  AS 18 

for  emergency  equipment  of  cars 89 

for  fuel  stations 73,  82 

hand  for  M.  of  E.  (when  unassignable) O.  A.  **  Shop  Expenses." 

for  locomotive  equipment 76,  85 

for  rail,  for  M.  of  W.  &  S 18 

for  station  equipment 66 

Scaffolds  for  buildings 16 

for  machinery  and  tools  at  shops,  repairs  and  renewals  of 46 

Scale  formation  in  locomotive  boilers,  compounds  for  removing 74,  83 

houses,  repairs  and  renewals 16 

pits,  draining 16 

test  cars,  repairs  of 43 

Scalemen,  station,  pay  of 63 

Scales,  counter,  at  stations 66 

at  M.  of  E.  shops  (portable)  repairs  and  renewals 46 

portable 18,  66 

for  stations,  sealing  and  testing 66 

postage 1,  24,  53,  58.  61,  66,  108.  109 

for  stations 66 

stationary,  of  all  kinds,  including  foundations,  platforms,  supports  for  dead  rails, 

beams,  weights  and  all  fixtures  and  appurtenances 16 

inspecting  and  testing 16 

at  stations,  automatic,  recording  and  weighing  attachments  for,  rent  of 66 

track,  cost  of,  while  road  is  under  construction C.  4^7 

how  classified  under  Additions  and  Betterments C.   150 

repairs,  renewals  and  inspection  of 16 

Scientific  and  reference  books  (excluding  wage  and  rate  tables)  the  Superintendence 

account  served. 

Scoops  for  cars 89 

for  coaling  stations 73,  82 

for  locomotives 76,  85 

for  M.  of  E.  (when  unassignable) O.  A.  "  Shop  Expenses." 

for  stations 66 

Scows,  dredges,  etc.,  used  in  maintenance  or  construction  work,  repairs  of 43 

Scrap  bins,  repairs  and  renewals  of 16 

boxes  for  M.  of  W.  &  S 18 
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Storage  houses,  repairs  and  renewals  of  (except  when  "  Outside  Operations  **) ' li 

Store  oxpeuses,  clearing  account  for,  when  closed  out C.  61 

distribution  of  salaries  of  purchasing  agents  storekeepers,  etc C.  184,  185 

(and  other)  in  handling  material  for  additions  and  betterments C.  873 

Storehouse  expenses,  labor,  light,  heat,  rent  and  supplies.  .O.  A.  "  Storehouae  ExpeiiBM." 

repairs  and  renewals |# 

tracks  in I# 

Storehouses,  at  a  terminal,  materials  and  supplies  therefrom C.  412 

Storekeepers,  pay  and  expenses  of O.  A.  "  Storehouse  Expenses." 

Storm  doors  for  locomotives 35 

stations  and  offices I# 

Stoves  and  attachments  for  ballast  pit  buildings 2 

drawbridge  watch  houses 92 

enginehouses 73,  81 

fuel  stations 73,  83 

highway  crossing  watch  houses f  1 

interlocking  and  signal  towers 70,  f§ 

offices.     See  "  Furniture  ". 

stations M 

water  stations 74,  81 

yard  offices '. 7t 

in  cars,  removing  ashes  from,  cost  of 8f 

and  fixtures  for  freight  cars 34 

passenger  cars 31 

work  cars 43 

and  heaters  for  temporary  use  in  freight  cars 99 

Straightedges  for  M.  of  E 34 

for  M.  of  W.  &  S 1 

Straightening  machines  for  M.  of  W.  AS 18 

Straw  and  sawdust  for  cars 99 

Streams,  diverting  channel  of,  to  protect  roadway 6 

Street  approaches  to  stations,  lighting M 

cars,  repairs  of 31 

crossing  gatekeepers,  flagmen,  and  watchmen,  pay  and  supplies f  I 

crossings,  blocking,  penalties  for 101 

at  grade,  repairs  of II 

except  at  stations  and  yards,  electric  light  for f  1 

improvements,  special  assessments  for C.  6S7 

and  sewer  repairs,  assessments  for 6,  10,  11,  16 

at  buildings 16 

at  crossings 10,  1 1 

on  roadway 0 

Streets  at  stations  and  street  approaches,  lighting  supplies  for 00 

used  for  roadway,  paving  and  cleaning 0 

within  or  adjacent  to  shops  and  station  grounds,  repairs  of 10 

Stretchers,  cable 18 

for  shops O.  A.  *•  Shop  Expenses.*' 

for  stations 00 

for  wire  fence II 

Sirike,  overtime  premium  paid  loyal  employees  during C.  202 

Stump  puller,  donkey  engine  used  as,  in  the  operation  of  a  gravel  pit C.  300 

Stylographs Stationery  and  Printing  account  of  office,  shop  or  department  served. 

Sub  accounts,  for  depreciation  on  way  and  structure C.  40 

Subscriptions  to  newspapers  and  periodicals.    Office  Expense  of  office  served.     I,  34, 13, 

54.  58.  01,  166,  IM 

Subdivision  boards II 

Subprimary  accounts,  how  set  up C.  158 

Substations,  electric  traction,  pay  of  employees  and  supplies  operating 80 

repairs  and  renewals  of 10 
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Substations,  superintendent  of 16.  47,  86 

Subway  at  station  (passenger)  temporary  track  support  during  construction  of C.  B99 

Subways  at  stations,  lighting 66 

repairs  and  renewals  of 16 

Suits,  garnishment,  how  to  credit  fees  received  on  account  of C.  229 

by  Government  on  account  of  safety  appliance  laws 50,  C.  SS7 

Superintendence,  application  of  text C.  484 

apportionment  of  salaries  of  general  manager  and  general  superintendent  when 

supervision  covers  several  departments C.  330,  484 

maintenance  of  cars 24 

M.  of  E 24 

"  general  foremen  "  and  "  shop  foremen  "  distinguished C.  248 

of  locomotives 24 

M.  of  W.  &  S I 

percentage  added  to  bills  for  labor  and  material,  to  cover C.  246,  262 

shop  expenses,  etc.,  percentage  added  to  joint  track  bills  to  cover  cost C.  44i 

and    supervision    defined    in    connection     with     the     various     classes     of     car 

repairs C.  264 

traffic 53 

transportation 61 

Superintendent  of  apprentices  and  his  clerks,  pay  and  expenses  of 24 

of  cables,  pay  and  expenses  of 15 

of  car  service  and  his  clerks,  pay  and  expenses  of 61 

of  electrical  equipment,  pay  and  expenses  of 24 

general,  assistants  and  clerks,  office  expenses 61 

pay  and  expenses 61 

motive    power,    rolling    stock    and    machinery,    and    his    clerks,    pay    and 

expenses.  .  .    24 

of  general  office  buildings  and  force,  pay  and  expenses  of 1 07 

supplies  for 1 08 

of  mail  service,  pay  and  expenses 61 

mechanical,  and  his  clerks,  pay  and  expenses 24 

of  motive  power  and  his  clerks,  pay  and  expenses 24 

and  rolling  stock,  and  his  clerks,  pay  and  expenses  of 24 

of  power  and  his  clerks,  pay  and  expenses 15,  16,  47,  86 

of  rolling  stock  and  his  clerks,  pay  and  expenses 24 

of  stations,  pay  and  expenses 16,  47,  86 

of  substations  pay  and  expenses 16,  47,  86 

of  telegraph    and  his  clerks,  pay  of,  including  office  (not  stationery)  and  travel- 
ing expenses 14,  94,  C.  397 

of  terminals,  when  having  extended  jurisdiction 61 

of  tests 24 

of  transportation,  general,  and  his  clerks,  pay  and  expenses 61 

and  his  clerks,  pay  and  expenses 61 

of  water  supply  and  his  clerks  (locomotive  service)  pay  and  expenses 74,  83 

Superintendents,  division,  assistants  and  clerks,  office  expenses 61 

pay  and  expenses 61 

of  Y.  M.  C.  A.  and  similar  organizations,  pay  of  (unless  exclusively  for  shop). ...      89 
and  officers  other  than  general,   apportionment  of  rent  and  office  expense  of 

C.  484,  C.  404 
Supervision    distinguished  from    superintendence    in  case  of  various   classes   of    car 

repairs C.  264 

of  freight  car  repairs 34 

of  locomotive  repairs 25,  28 

of  passenger  car  repairs 31 

and  freight  yards 67 

of  work  car  repairs 43 

Supervisor  of  bridges,  pay  and  expenses 1 

of  buildings,  pay  and  expenses , 1 
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Supervisor  of 'car  depaitment  and  his  clerks,  pay  and  expenses 34 

of  docks  and  wharves,  pay  of 17 

M.  of.  WAS.  and  his  clerks,  pay  and  expenses I 

signal,  his  assistants  and  clerks,  pay,  office  and  traveling  expenses 13 

of  tracks,  pay  and  expenses I 

of  third  rail,  pay  of  expenses 15 

Supplies  (including — where  used — heat,  light,  ice,  water,  but  excluding  stationery 
and  printing,  and  lubricants  for  locomotives,  for  each  of  which  a  special 
account  is  provided.) 

for  batteries,  electric  traction 86 

highway  crossing  signals f  I 

signal  and  interlocking  towers 70,  W 

telegraph 62,  66,  f 4 

telephone  at  ballast  pits 2 

at  offices Office  Expense  accounts  served. 

at  shops  (when  unassignable) O.  A.  '*  Shop  ^Expenses." 

at  stations 66 

for  cars,  caboose  (not  including  furniture) 919 

cleaning .  .  .• 8f 

emergency  (medical  or  wrecking) 8f 

heating,  at  stations 8f 

lighting  (gas) 8f 

lubricating 8f 

of  officials.     See  '*  Officials  Cars  of." 

non-revenue  service Accounts  served. 

for  drawbridges 92 

for  dynamos,  lighting  locomotive  head  lights 76,  85 

for  electric  traction  power  plant  operation 86 

for  enginehouses 72,  81 

for  construction,  customs  duties  and  other  expenses  in  connection  with  mate- 
rials and C.  694 

freight  charges  paid  to  foreign  roads  on C.  395 

fuel  stations 73,  82 

highway  crossing,  flag,  gate  and  watchmen 91 

industrial  and  immigration  bureaus 58 

interlocking  and  signal  plants 70,  90 

in  joint  facilities  accounts C.  410 

for  locomotives,  how  considered C.  412 

fuel 73,  82 

lubricants 75,  84 

non-revenue  service Accounts  served. 

"other" 76,85 

water 74,  83 

for  medical  and  surgical  (first  aid)  equipment  at  shops O.  A.  "Shop- Expenses." 

stations 66 

trains 89 

yards 70 

for  specific  injury  cases 19,  48,  103 

for  offices  of  advertising  department 55 

chief  claim  agent Appropriate  damage  and  injury  accounts. 

for  offices  of  engineering  department I 

engine  house  foremen 72,  81 

general  manager  (according  to  duties) I,  24,  61 

for  offices  of  general  purchasing  agent O.  A.  "  Purchasing  Dept.  Expenses." 

industrial  and  immigration  bureaus 88 

legal  department 109 

locomotive  fuel  stations 73,  82 

water  stations 74,  83 

M.  of  E.  officials  (named  in  account  24) 34 
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SuppKes  (including,  where  used,  heat,  light,  ice,  water,  but  excluding  stationery  and 
printing  and  lubricants  for  locomotives,  for  each  of  which  a  special  account 
is  provided). 

for  offices  of  M.  of  E.  officials  (when  unassignable) O.  A.  "  Shop  Expenses.'* 

M.  of  W.  &  S.  officials 1 

of  outside  agencies 54 

of  officials  (named  in  accounts  106,  107) 108 

of  paymaster 1 08 

purchasing  agent O.  A.  "  Purchasing  Department  Expenses." 

relief  department Ill 

of  signal  engineer 13 

supervisors 13 

at  stations 66 

of  storekeepers O.  A.  "  Storehouse  Expense.'* 

of  superintendent  of  power IS,  16,  47,  86 

of  telegraph 14,  94 

superintendent  of  water  supply 74,  83 

telegraph  (limited  to  train  movement) 62 

when  part  of  station  service 66 

and  relay 94 

of  traffic  officials  (named  in  account  53) 53 

of  train  dispatchers 62 

of  transportation  officials  (named  in  account  61) 61 

Of  yardmasters  and  force 70 

for  passengers  on  delayed  trains 89 

for  policemen,  regularly  stationed 66,  70,  108 

sale  of  materials  and,  profits  derived  from C.  684t  598 

for  shops,  M.  of  E.  (when  unassignable) O.  A.  "  Shop  Expenses." 

for  signal  and  interlocking  plants 70,  90 

for  stations 66 

for  switch  lamps.     See  "  Lamps,  Switch." 

for  telegraph  operators  in  traffic  officers'  offices  and  in  outside  agencies.  .  .53,  54  C.  619 

for  test  rooms  and  laboratories,  M.  of  E.  (when  unassignable)  ,0.  A.  "Shop  Expenses." 

for  towers,  signal  and  interlocking 70,  90 

for  trains  in  non-revenue  service Accounts  served. 

revenue  service 89 

for  tunnels 8 

for  watchmen  at  bridges  (other  than  drawbridges) 9 

drawbridges 92 

tunnels 8 

for  water  stations  (locomotives) 74,  83 

for  work  trains  and  locomotives Accounts  served. 

for  yard  engine  houses 72 

locomotives,  fuel 73 

lubricants ; 75 

other  supplies 76 

water 74 

for  yards  and  yard  employees  at  points  having  regular  switching  service .  .    ......      70 

Supply  cars,  repairs  of 43 

Surfacing  tracks,  labor .' 2,  6,  16 

Surgeons  and  physicians,  salaries  and  expenses 19,  48,  103 

Surgical  and  medical  boxes.     See  "  Medical  boxes." 

supplies  for  specific  injury  cases 19,  48,  103 

Surveyor's  instruments  for  M.  of  W.  &S 1 

Surveys,  engineering  expense  in  making  tentative C.  6 

preliminary  to  construction  of  new  road C.  678 

Suspended  employees,  amounts  paid  to,  on  account  of  award  of  wages 98,  C.  401 

Sweeper  cars,  repairs  of 43 

Sweepers  for  M.  of  E.  shops,  pay  and  supplies  (when  unassignable)  O.  A.  "Shop  Expenses." 
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Switchboards  for  electric  traction  power  plants 47 

transmission IS 

for  shop  power  plants 44 

for  signal  and  interlocking  plants U 

for  telegraph  and  telephone  lines 14 

and   parts  (except  for  electric  traction,  signal  and  interlocking,  shop  power  nnd 

telephone  plants) |# 

Switch  chains  for  cars 89 

for  locomotives 7#,  SB 

and  ropes  for  stations M 

chairs 2,  5*  16 

crossings f 

engine  and  crew,  picking  up  lumber  lost  from  freight  train  of  another  carrier.  .C.  283 

guard  rails 2,  5,  14 

keys,  collections  and  refunds  for C.  2M 

for  enginemen 7#,  SS 

for  M.  of  W.  &  S.  employees    ~ 18 

for  stations M 

for  trainmen W 

for  yard 7C 

lamps.     See    also    "  Lamps,    Switch." 

labor  lighting  and  curing  for 63,  69,  C.   106.  197 

supplies  for,  where  no  regular  Hwitehing  service  is  maintained M,  C.  68 

lights,  velocipede  curs  used  in  attending  to M,  C.  608      ' 

locks 2,  5,  16 

points 2,  5,  16 

poles  for  locomotives 76|  81 

ropes  for  cars 89 

and  chains  for  equipment  of  yards  having  regular  switching  service 78 

for  locomotives 76,  81 

(repairing  roadway) 18 

for  stations 66 

wrecking  train 9J 

stands  and  bolts 2,  i»  16 

and  signal  tenders  for  the  movement  of  main  line  and  yard  trains 69,  C.  468 

targets  and  paint  for 2*  S,  16 

tenders'  houses,  repairs  and  renewals  of .* 16 

expenses  of  and  supplies  for  (in  yards  having  regular  switching  service) 78 

interlocking  (other  than  exclusively  yard)  pay  and  supplies 69 

(in  yards  having  regular  switching)  pay  of 69 

supplies  for 78 

ties,  cost  of 2,  3,  14 

Switches  and  signals,  lubrication  of 69,  78,  90,  C.  76 

reversing,  cut  out  and  main  motor,  for  electrically  driven  cars 37 

salt  for  clearing  snow  and  ice  from 7 

and  signals  (in  yards  having  regular  switching  service)  cost  of  supplies  used  in 

operating  and  lubricating 78 

and  signals  (in  yards  having  regular  switching  service)  pay  of  employees  operating 

and  lubricating 69 

derailing 2,  S,  16 

electric  traction  power  transmission IS 

(interlocking)  and  signals  (other  than  exclusively  yard),  labor  and  supplies  for 

lubricating 98 

and  signals  (other  than  exclusively  yard)  pay  of  employees  oi>erating 98 

rail,  for  repairing 2,  S,  16 

repairs  of 2,  S,  14 

Switching  for  carrier  by  connecting  lines C.  218 

cars  at  ore  docks,  expense  of,  and  classification  of  mileuge 6S,  C.  185 

charges  absorbed,  proportion  paid  another  carrier C.  8,  214 
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Switching  for  charges  on  empty  cars  in  connection  with  loaded  movement C.  265 

when  charged  to  revenue  and  when  to  operating  expenses C.  44^ 

for  interdepartmental  service C.  586 

paid  to  industrial  companies  when  the  service  is  performed  by  their  loco- 
motives   C.  220 

for  transfer  of  passenger  car  at  junction  by  terminal  company C.  645 

defined C.   191.  192 

empty  equipment C.  81 

engines,  amount  paid  for  use  of,  including  repairs C.  520 

on  industrial  tracks,  at  hourly  rate C.  228 

locomotive-milea,  how  apportioned  when  partially  engaged  in  train  service C.  70 

locomotive,  moved  under  own  steam  to  shops,  mileage  of C.  6S9 

repairs  of 25,  28 

sent  as  relief,  expenses  and  mileage  of,  from  shops  to  point  of  service C.  6S9 

mileage C.   135,  382 

basis  of  computation C.  240 

at  mines,  expenses  of  engineer  and  crews  engaged  in C.  69 

passenger  equipment,  when  in  non-revenue  service 98,  C.  80 

revenue,  absorbed,  proportion  due,  by  another  carrier C.  2,  214 

additional  tariff  charges  covering  per  diem C.  602 

apportionment  between  switching  and  freight  revenues C.  210 

from  delivery  of  engine  and  coaches  at  junction  for  which  a  charge  for  trackage 

and  wages  is  made C,  522 

defined C.   130-131.  206,  225,  259.  260,  322,  UO,  522,  602 

explanation  of  text C.  322 

for  handling  baggage  cars C.  440 

handling  cars  to  be  transferred C.   130,  131 

defective  cars C.  206 

express  cars C.  260 

a  private  car C.  256 

from  handling  trains  of  other  carriers  over  own  tracks C.  225 

from  interchange  of  traffic C.   191 

from  leased  tram  road  not  common  carrier C.  601 

for  movement  between  two  sidings  under  one  agent C.  91 

from  use  of  tracks  for,  when  considered  a  joint  facilitj' C.  4^7 

road,  application  to,  of  hire  of  equipment C.   126 

hire  of  equipment  on C.  52 

and  road  service,  division  of  train  crew  expense C.  71 

road,  treatment  of  hire  of  equipment  and  per  diem  reclaims  by C.  270 

service  on  empty  cars  not  in  loaded  movement C.  461 

explanation  of  the  several  classes  and  how  treated C.  81 

joint  facility  accounts  for  alternate  operation  of C.  6S5 

rent  of  locomotive  in  connection  with C.  368 

by  way  trains,  extra  expense  on  account  of C.  72 

weighing  cars  for  another  company C.  634 

on  wharf,  hire  of  engine  and  crew  in  connection  with C.  416 

by  yard  and  road  locomotives,  how  divided C.   189,  190,  191 

in  yards,  classification  of  expenses C.   192 

and  yard  service,  classification  of  mileage  for C.  382 

Switchman,  wages  of,  during  suspension 98,  C.  401 

Switchmen  (conductors  and  brakemen)  in  terminal  service,  pay  of 68 

in  transfer  service,  pay  of 68 

yard,  in  passenger  freight  yard  service,  pay  of 68 

(enginemen)  in  revenue  yard  service,  pay  of 71 

terminal  service,  pay  of 71 

transfer  service,  pay  of 71 


T. 

"T"  Squares 1,34 

Tables  (except  drawing).     See  "  Furniture.*' 

computing,  interest  rate  and  wages.  .  .  .  Stationery  and  Printing  account  of  office  aerved. 

30.  4f.   S8,  59.  97.  113 

drawing  for  M .  of  W,  &  S 1 

M.  of  E 34 

drop,  at  shop  rep.-iirs  anti  renewals  of 44 

plane 1,  14 

for  stations M 

time,  employees' 97 

for  general  distribution $§ 

transfer,  including  tracks  thereon,  repairs  and  renewals  of 14 

traverse 1 .  34 

Tacks  for  drawing  boards It  34 

Tags  for  station  parcel  rooms 97 

shipping Claased  as  Stationery. 

Tallow  buckets  for  cars  in  revenua  service 89 

for  enginehouses 73,  81 

for  interlocking  and  signal  plants 79,  99 

for  locomotives 74,  8S 

for  M.  of  E.  shops  (when  unassign  'ble) O.  A.  "  Shop  Ezpenoes." 

for  lubricating.     See  "  Lubricants." 

Tallymen  at  stations,  pay  of 4i 

Tamping  bars  for  M.  of  W.  &  S 18 

picks  for  M.  of  W.  &  S 18 

Tank  cars  for  hauling  water  supply  for  locomotive 83,  C.  458 

for  electric  traction  power  plants '47 

spouts,  thawing  out 74,  83 

on  water  car  (when  not  in  commercial  use),  repairs  of 34 

Tanks,  gas,  ice  and  water  (not  water  coolers)  for  coaches,  first  cost,  repairs  and  r»> 

newals 31 

iron  on  flat  cars  for  carrying  gas  supply  for  coaches 43,  C.  481 

track 14 

water,  fires  to  prevent  freezing 74,  83 

Tapelines  and  metallic  tapes  for  M.  of  W,  &  S.  engineers 1 

roadway  work 18 

M.  of  E 34 

(when    unassignable) O.  A.  "  Shop  Expenses." 

Targets,  switch ._ 3,  S,  14 

painting,  labor  and  material '. 3,  S,  14 

Tariffs 19 

TarpauIinH  for  cars 89 

for  stations 44 

at  wrecks 93 

Tax  commissioner,   pay 194,  C^  365 

and  land  commissioners,  commissions  paid  to,  in  lieu  of  salaries 194 

agent,  clerks  of,  pay  and  expenses 197 

general  and  assistants,  pay  and  expenses 194 

oflBce  expenses  of 

S86 
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Tax  stamp,  paid  incidental  to  bond  sales  in  foreign  countries C.  610 

Taxes  and  assessments,  for  improvement  of  streets C.  6S7 

on  bridge  property  payable  by  lessor  owner C.  BOB 

certain  payments  excluded C.   122 

county  scrip  purchased  below  face  value,  profits  in  payment  of C.  696 

for  franchise  paid  State C.  428 

on  joint  facilities C.   10 

on  property  not  used  in  the  operation  of  a  railroad , C.   16 

rent  paid  or  received  on  leased  track C.  15 

Teamsters,  station,  pay  of 63 

Telegraph  blanks Stationery  and  Printing  accounts  served. 

and  cable  tolls Office  Expense  accounts  served. 

censor,  pay  and  expenses  of .  .  ., 94 

climbers 14 

companies,  excess  payments  to 94 

line,  removal  of,  in  construction  of  an  overhead  bridge C.  315 

lines,  commercial,  revenue  and  expenses C.  43 

messages Expense  of  office,  shop  or  department  served. 

messengers,  despatcher's  office 62 

general  telegraph  office 94 

statii>n  served 63 

offices  at  ballast  pits,  all  expenses  of 2 

heat,  ice,  light,  furniture  and  other  supplies  for 62,  66,  94 

instruments  for 14 

repairs  and  renewals  of 2,   16 

operators  during  construction,  protecting  work  trains C.   146 

in  despatcher's  offices 62 

in  signal  towers  on  line  if  exclusively  operators  for  train  movement 62 

if  also  levermen 90 

at  stations  for  train  movement  exclusively 63,  C.  63 

general  telegraph  service 94 

telegraph  work  for  the  station 63,  C.   198 

general  purposes  including  station  service 63,  C.  251 

in  traffic  officers'  offices  and  in  outside  agencies,  salaries  and  expenses.  53,  54,  C.619 

rent  of  offices  for  use  of  superintendent  of 14,  C.  397 

rental  of  conduits,  lines  and  poles  of  other  companies 94 

repairmen,  pay  and  tools  of 14 

repairs  and  renewals  of  conduit  and   pole  lines,  their  crossarms,  wire,  insidators, 

instruments,  battery  jars,  switchboards,  etc 14 

superintendent  of,  with  assistant,  their  clerks  and  attendants,  pay  of  and  their 

office  and  traveling  expenses 14,  94 

and  telephone  batteries  in  offices,  exclusively  for  train  movement,  chemicals  for. .     62 

in  telegraph  offices  performing  also  station  work,  chemicals  for 66 

in  telegraph  and  relay  offices  (other  than  for  train  dispatching  and  station 

service)  chemicals  for 94 

lines,  repairs  and  renewals  of 14 

operation 94 

operators  at  ballast  pits,  pay  and  expenses  of 2 

in  train  dispatching  offices 62 

in  offices  not  exclusively  for  either  train  dispatching  or  station  service, 

pay  of , 94 

at  stations,  pay  of 63 

at  stations  performing  also  station  work,  pay  of tf 

in  general  office,  apportionment  of  salaries C.  69% 

Telephone  booths  in  buildings 16    •. 

boxes  on  telegraph  and  telephone  poles 14 

company,  pole  service  along  railroad  tracks C.  513 

lines,  rental  of 94 

commercial,  revenue  and  expenses C.  43,  C.  95 
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Telephone  operators  in  general  office  service,  office  expenses  of 

pay  of 107 

apportioned C.  S85 

operators.     See  also  Telegraph-telephone  operators. 

operators  whose  duties  are  limited  to  train  movement,  pay  of tt 

station,  pay  of 4i 

repairmen,  pay  and  tools  of 14 

repairs  and  renewals  of,  conduit  and  pole  lines  including  wire,  fixtures,  inatrumento* 

etc 14 

service  at  enginehouses 72,  81 

at  M.  of  E.  Shops  (when  unassignable) O.  A.  *'  Shop  EzpeiUM." 

at  offices Office  Expense  accounts  served. 

at  pas8<*nger  and  freight  yard  offices 71 

at  stations M 

TolescopoH It  34 

Temporary  false  work  for  bridge  and  culvert,  repairs  and  removal  of f 

grain  doors  and  lining  freight  curs 89 

tracks C.  157,  168 

around  slides  and  washouts,  labor  of  building  and  removing ( 

wrecks,  labor  of  building  and  removing 9J 

trestles,  cost  of  in  construction  work C.  SOS 

Tenants,  amounts  received  from,  for  cutting  hay  on  right  of  way C.  2fi2 

Tenders,  drawbridge,  pay  of 92 

of  locomotives.     See    "  Locomotives    and    Tenders." 

Tents,  bunks,  etc.,  used  by  timekeepers  during  construction C.  478 

Terminal  company  operated  for  joint  benefit,  contributions  to  and  exi>enses  of C.  097 

transfer  of  car  at  junction  by,  payment  for C.  645 

joint  operation  of C.  403 

expense  in  connection  therewith C.  371 

switching  service,  pay  of  engineers  and  firemen  engaged  in 71 

pay  of  yard  conductors  brakemen  engaged  in M 

yards  defined C.  377 

Terminals,  lease  of,  how  treated  in  accounts C.  280 

superintendent  of,  when  having  extended  jurisdiction (I 

union  stations  at.  operated  jointly:  locomotive  repairs  and  car  cleaning  at.  ...  C.  SSS 

Test  holes  for  ballast  sinking 2 

rooms  and  laboratories,  M.  of.  E.,  supplies  (when  unassignable) . O.  A.  "Shop  Expenses.** 

repairs  of |( 

dynamometer  car,  expenses  of 24 

engine»'r  of,  (other  than  electric  traction)  pay  and  expenses 24 

of  (electric  traction)  pay  and  expenses IS,  16,  47,  ti 

Testimony,  printing,  for  legal  department 189 

Testing  air  brakes  of  freight  cars i4 

of  passenger  cars Jl 

of  work  cars 43 

locomotives  after  repairs 28,  38 

portahlo  sealeH Accounts  to  which  scales  were  charied. 

sight  and  hearing  of  engineers,  firemen,  trainmen,  cost  of  apparatus 89 

pay  of  examiner §1 

stationary  scales (| 

water  for  locomotives 74,  83 

for  water  supply .* 18 

Thawing  out  tank  spouts 74,  83 

Thuw-oiit  hose  for  locomotives 78,  88 

for  locomotive  water  stations 74,  83 

Theatrical,  circus,  and  other  special  parties  handled  for  a  lump  sum,  olasrificatlon  of 

revenues  from C.  SM7,  681 

demurrage?  on  baggage  cars  used  by C.  890 

flat  rate  for  use  of  baggage  cars  by C.  488 
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Theft,  expense  of  removing  car  brasses  to  prevent C.  336 

Thermometers I  •  24 

for  laying  rail 18 

for  offices • Office  Expense  accounts  served. 

for  stations 66 

Thieves,  detecting,  pay  and  expenses  of  employees  and  others  engaged  in  (see  also 

"  Detectives  ") 99,  100,  101 

Third-rail   contact  appliances  for  electrically  propelled  cars 37 

for  transmission  of  electric  traction  power,  including  braces,  supports  and  devices 

for  insulating,  coverings  and  protecting 15 

ties,  excess  cost  over  standard  ties .* 15 

Ticket  agent,  general,  pay  and  expenses 53 

clerks  of,  pay  and  expenses 53 

office  expenses 53 

agents,  station,  pay  of .  ^ 63 

licenses  for 66 

cases  for  offices Office  Expense  account  served. 

for  stations 66 

collectors,  station,  pay  of 63 

on  trains 88 

examiners   on  trains,  pay  of 63 

receivers  on  trains,  pay   of 63 

stamps 58,  59,  97 

Tickets,  delivery,  printing 97 

fuel,  printing 97 

local,  coupons  and  baggage  checks,  cost  of  printing 97,  C.  454 

mileage,  apportionment  of  revenue  therefrom  to  States C.  84 

mileage,  coupons  in  books  returned  for  redemption,  how  credited C.  261 

expenses  of  bureau  for  handling C.  271 

purchased  to  one  point  and  used  to  an  intermediate  point,  revenue  from C.  216 

railwaj',  printing 97 

value  of  special  admission  amusement  coupons C.  328 

Tide  lands,  rent  of,  during  construction C.  4^1 

Tie  accounts,  adjustment  of G.  32,  332,  333,  334 

adjustment 3 

clips  plates  and  plugs 2,  5,  16 

plates  and  rail  braces,  coat  of C.  66S 

renewals  except  on  inclines  to  and  in  fuel  stations,  on  tracks  in  ballast  pits, 
engine  houses,  shops  and  storehouses,  and  on  transfer  tables  and  turn- 
tables   3,  C.  425 

rods,  in  ballast  track 2 

in  roadway  yard  and  station  track 5 

in  tracks  in  buildings  (not  stations) 16 

Ties,  applying,  in  ballast  pit 2 

in  roadway  yards  and  stations , 6 

in  track  in  buildings  (not  stations) 16 

cost  of,  including  inspection  and  freight  charges  for  track  in  ballast  pit 2 

in  roadway,  yards  and  station 3 

in  buildings  (not  stations) 16 

depreciation  on,  sub-accounts  for C.  40,  332 

framing,  for  bridges 9 

for  water  troughs 16 

improved,  cost  of 3,  C.  562 

on  inclines  to,  and  in  fuel  stations 16 

labor  unloading,  distributing  and  putting  in  track  in  ballast  pits 7 

in  roadway  stations  and  yards 6 

in  buildings  (not  stations) 16 

laying  and  respacing,  new  and  burning  old  ties,  in  track  in  ballast  pits 2 

in  roadway  stations  and  yards 6 
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Tips,  labor  in  buildings  (not  stations) It 

replacinR,  on  account  of  damage  by  washout,  labor  and  nutterial ( 

switch,  bridge,  and  cross,  cost  of  in  ballast  pit  track 2 

in  roadway  stations  and  yard  track .* i 

tracks  in  building  (not  stations) It 

third  rail,  excess  cost  over  standard  ties 15 

on  track  scales 3 

for  tracks  in  cnginehouses |( 

in  shops  and  storehouses 16 

in  stations 3 

in  tlinnels 3 

on  bridges 3 

on  transfer  tables  and  turntables 16 

work  train  crews,  supplies  and  expenses,  distributing 2,  4,  16 

Tile  ditches,  constructing  and  cleaning -. i 

Tiles  for  passenger  cars 31 

Timber  trucks  for  M.  of  W.  &  S 18 

Timbers,  railway  crossing 3 

Timber,  sale  of,  from  land  acquired  outside  of  immediate  needs C.  499 

Timekeepers  on  construction  work,  salaries  and  expenses  of C.  478 

M.  of  E.  pay  of  (when  unassignable) O.  A.  "  Shop  EIzpenMS.'*. 

Time  service  (Western  Union) Office  Expense  of  department,  office  or  shop  served. 

stamps Stationery  and  Printing  account  eerved. 

Timetables,  employees* #7 

passenger,  for  general  distribution,  cost  of  publishing  and  distributins S6 

Tin  boxes  for  locomotive  flags 74.*  8S 

for  tracings  and  prints I r  24 

for  trainmen -  Sf 

cups  for  enginehouses 73,  81 

for  locomotives 7#,  8S 

for  M.  of  E.  (when  imassignable) O.  A.  *'  Shop Ezpenaea." 

for  M.  of  W.  &  S 18 

for  offices Office  Expense  account  of  office  served. 

for  stations M 

for  revenue  trains ■ 89 

for  work  trains Account  served  by  work  train  through  O.  A.  **  Work  tnin 

suspense.'* 

Tipples,  repairs  and  renewals  of |i 

Tissue  impression  paper Stationery  and  Printing  account  of  office  served. 

Title  to  right  of  way,  second  payment  to  secure  proper  deeds C.  487 

Toilet  paper Office,  station,  shop,  train  or  yard  expense,  according  to  where  used. 

Tongs,  ice  for  icing  cars ...  * 89 

for  offices Office  Expense  of  office  served. 

for  stations M 

for  interlocking  and  signal  towers,  at  points  having  regular  switch  service...  .     7t 

at  points  without  regular  switch  service 98 

for  M.  of  K.  shops  (when  unassignable) O.  A.  "  Shop  EiZprases." 

for  M.  of  W.  &  S 18 

rail 18 

Tool  boxes  (fixed)  for  locomotives 28,  28 

for  M.  of  W.  &  S 18 

portable,  for  locomotives 78,  88 

for  stations M 

train,  for  cars 89 

cars,  repairs  of 43 

checkers  in  enginehouses,  pay  and  supplies 72,  81 

houses  for  M.  of  W.,  heating  and  lighting 18 

repairs  and  renewals |8 

steel  for  small  hand  tools  for  M.  of  E.  (when  unassignable)..  .O.  A.  "  Shop""^"-"' ■■-  " 
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Tools,  apprentices',  for  M.  of  E.  (when  unassignable) O.  A.  "  Ghopi  Expenses." 

ash  pit .  . : 72,  81 

bridge  repair . 18 

building  repair 18 

car  cleaning,  icing,  heating,  lighting,  lubricating,  watering 89 

for  clearing  wrecks 93 

coaling  station 73,  82 

concrete  mixer,  cost  of C.  388 

culvert  repair 18 

enginehouse  cleaning 72,  81 

for  truck  packers  and  hostlers 72,  81 

fuel  station 73,  82 

hand,  for  ballast  pit 2 

for  shoveling  snow  and  picking  ice  in  tracks 7 

interlocking  plant  and  repair  (except  special  tools) 18 

for  locomotive  equipment 76,  85 

lubricating  car 89 

locomotive  (enginehouse  equipment) 72,  81 

(locomotive  equipment) 76,  85 

shop  machinery  (when  unassignable) O.  A.  '*  Shop  Expenses." 

and  machinery,  car  shops 46 

inspector  of,  pay  and  expenses 24 

locomotive  shops 46 

for  M.  of  E.  shops,  cost  of  lubricating  (when  unassignable)  O.  A.  "Shop  Expenses." 

shop  power  plants 46 

for  shops  of  bridges  and  building  department 46 

roadway  and  track 18 

ditching  machines C.  480 

motor  car  for  use  of  general  manager 18  C.  4^4 

used  during  construction,  how  disposed  of  at  completion  of  work C.  600 

shop  (except  hand) 46 

signal  plant  repair   (except  special  tools) 18 

small  hand,  at  M.  of  E.  shops,  cost  of,  repairs  to,  and  pay  of  employees  in  charge 

(when  unassignable) O.  A.  "  Shop  Expenses." 

used  exclusively  in  inspecting  and  repairing  freight  cars 34 

used  exclusively  in  inspecting  and  repairing  work  cars 43 

used  exclusively  in  locomotive  repairs 25,  28 

special,  for  repairing  fences II 

signals  and  interlocking  plants 13 

telegraph  and  telephone  lines .' .  .      14 

tunnels 8 

station  freight  and  baggage  handling 66 

telegraph  and  telephone  repair  (except  special  tools) 18 

track  repair 18 

used  in  construction  and  later  used  on  completed  road C.  600 

water  stations 74,  83 

wrecking  car 93 

Torchep,  car  inspectors' 31,  34,  43 

car  oilers 89 

enginemen's 76,  85 

for  M.  of  E.  shops  (when  unassignable) O.  A.  "  Shop  Expenses." 

for  M.  of  W.  &  S 18 

Torpedo  and  flag  boxes  attached  to  passenger  cars 31 

freight  cars 34 

work  train  cars 43 

Torpedoes  for  crossing  men  (highway) 91 

locomotives ^ 76,  85 

stations !  .  .  :  .      66 

trackmen 18 


542  KAILROAD    EXPENSES 

Torpedoes  trainmen  (revenue  service) 99 

(work  service) O.  A.  "  Worktxmin  siupeiiM.** 

Towels  for  cars  in  revenue  service 99 

for  cars  of  officials.   See   "  Officials,    cars   of." 

for  office Office  Ezpraae  of  offioe  served. 

sanitary,  for  stations M 

for  signal  and  interlocking  towers 7§*  9t 

for  stations M 

washing M 

Towers,  interlocking  and  signal,  heating  and  lighting  and  operating  supplies  for 79,  99 

labor,  operating ilf,  99 

repairs  and  renewals  of II 

for  street  crossing  watchmen 19 

Towing  boats,  like  switching  movement C.  212 

Tracing  cloth  and  paper.  .Stationery  and  Printing  account  of  department,  offioe.  or  ihop 


Tracings,  tin  boxes  for It  24 

Track  abandoned  in  changing  alincments  or  grades C.  31 

Track,  aligning,  surfacing  and  gaging 2,  9,  19 

appliances 2,  S,  19 

bolts 3,  S.  19 

change  in  line  in  raising  level  of  a  mining  company's  property C.  499 

chisels 18 

fastenings 2,  S,  19.  C.  56S 

gages 18 

gaging 2.  9,  19 

inspection,  expenses  of 9 

premiums 9 

instruments  and  connections  for  crossing  (signal  bells) II 

insulators 2,  S.  19 

jacks 18 

jointly  operated,  rent  received  for  lease  of,  to  another  carrier C.  6SM 

for  joint  switching,  operated  jointly  by  alternate  periods C.  655 

labor,  applying  or  removing  ballast,  rails  and  other  track  material  and  tishtenins 

bolts  and  spikes  on  ballast  pit  track 2 

on  track  in  roadway,  yards,  and  stations  and  on  bridges 9 

on  track  in  buildings  (not  stations) 19 

laying  and  surfacing,  dirt  ballast  used  in C.  4^ 

leased  from  tram  road  not  common  carrier,  switching  revenue  derived  from. . .  .  C.  601 

levels 18 

material  (not  ballast)  (work  train  service  delivering,  cost  of  crews  and  euppUes)  2.  9.  19 

(not  ballast)  labor  applying 2.  9,  19 

patrolmen 9 

removal  in  construction  of  overhead  bridge C.  815 

repairs  account  of  washouts 9 

scales,  additions  and  betterments C.  160 

repairs  and  renewals  of 19 

built  during  construction C.  427 

scrap,  loading  and  handling 2,  9,   19 

shims,  placing  and  removing 3,  9.  19 

shovels 18 

spikes,  in  track  in  ballast  pits,  in  track  in  roadway,  yards  and  ttationa 8 

in  buildings  (not  stations) 19 

spur,  cost  of,  charged  to  Operating  Expenses,  salvage  when  taken  lap  and  not 

replaced C.  S09 

surfacing 2,  9,  19 

tanks 19 

taxes  on,  paid  as  part  of  rent i .  .C  16 

temporary  support  for,  during  subway  construction  at  station G. 
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Track,  temporary  use  of,  in  turning  locomotives  on  "  Y  " C.  621 

tools 18 

troughs 16 

velocipedes  for  M.  of  W.  AS 18 

walkers,  lanterns  and  supplies  for 18 

pay  of 6 

washers 2,  5,   16 

washouts,  repairs  occasioned  by 6 

watchmen 6 

Trackage,  for  delivery  of  engine  and  cars C.  SBi 

detouring  for  landslides,  snow  blockades,  wrecks,  washouts  and  other  defects  of 

tracks,  bridges,  tunnels,  etc.,  except  when  joint  facilities 89 

on  percentage  of  passenger  earnings C.  362 

rent  paid  for  use  of  tracks  in  addition  to  maintenance C.  289 

rent  received  for C.  365 

rights,  apportionment  of  charge C.  195,  285 

joint  track  on  tonnage  basis,  revenue  from C.  4^6 

to  lumber  firms,  payment  on  basis  of  a  certain  amount  per   car C.   134 

payment  by  flat  amount  per  car C.  133,  C.  268 

rents  on  basis  of  a  percentage  of  valuation C.  121 

basis  of  proportion  of  revenue  or  upon  a  fixed  sum  per  year C.  120 

on  track  of  mill  company  not  common  carrier,  payment  ftor C.  630 

Trackmen  unloading  coal  at  stations 66,  C.  447 

Tracks,  abandonment  of,  in  the  construction  of  new  double  tracks C.  566 

in  ballast  pits 2 

on   bridges Track  superstructure  and  labor  accounts  served. 

on  coal  chute  inclines,  repairs  and  renewals 16 

connecting,  rent  paid  for  use  of C.  406 

damaged  by  wreck  of  another  carrier  using  under  trackage  agreement C.  364 

defects  causing  temporary  use  of  other  company's  tracks 89 

on  docks  and  wharves,  track  superstructure  and  labor  accounts 89 

in  cnginehouscs,  shops,  storehouses  and  on  fuel  depot  inclines 16 

fences  between  at  stations 16 

to  industry,  amount  paid  by  industry C.  623 

joint  facility,  rents  and  expenses C.  160 

in  yards  or  terminals C.  361 

operation  of,  on  rent  basis C.  294,  296 

use  of,  by  electric  railway C.  4^6 

by  mill  company,  for  logs  and  lumber C.  639 

where  rent  is  upon  basis  of  valuation  and  in  addition  a  proportion  of 

revenue C.  372 

facility,  maintenance 22,  23 

operations 104,   105 

keeping  clear,  in  case  of  freshets,  and  board  of  employees 6 

maintenance,  when  used  for  construction  purposes C.  506 

of  other  companies,  repairs  of,  when  not  joint  facilities 101 

temporary  use  of,  on  account  of  wrecks,  washouts,  landslides,  snow  blockades 

and  other  defects  of  tracks,  bridges,  etc 89 

permission  to  cross  with  a  telephone  line C.   128 

rails  for  in  ballast  pit • 2 

in  roadway,  yards,  stations,  on  bridges,  docks  and  wharves 4 

in  buildings  not  stations 16 

reballasting,  expenses  distinguished  from  A.  and  B C.  434 

rent  based  on  valuation C.   11 

rent  of  land  on  which  located C.  564 

rented  to  electric  line C.  496 

in  joint  operation C.  290,  291 

on  rented  property  of  another  carrier O.   13 

rents  for  use  of  sidings C.  293 
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Tracks,    revenue  from  temporary  and  permanent  use  of,   handled  through  Revenue 

account,  when;  a  joint  facility,  when C.  4^7 

from  use  of  by  lumber  company C.  96 

side,  joint,  expenses  of C.  308 

taken  up,  labor 2,  4,  16 

temporary,  built  to  handle  logs  and  ores,  cost  of,  and  how  handled  when  aban- 
doned  C.  157.  158,  660 

cost  of  during  construction  and  removal  of  same C.  316 

use  of,  by  connecting  line C.  74 

around  slides  and  washouts,  cost  of  building  and  removing 6 

around  wrecks,  cost  of  building  and  removing 93 

ties  for 2,  3,  16 

of    three    roads  operated    over    by  the    equipment   of   fourth,    revenue,  expense 

and  mileage,  how  stated G.  40S 

on  transfer  tables  and  turntables,  repairs  and  renewals 16 

in  tunnels Track  superstructure  and  labor  accounts  served. 

with  union  station  facilities C.  492 

used  by  another  carrier  at  no  expense  to  owner,  rent  from C.   14 

and  yards,  payment  for  use  of,  when  not  involving  any  element  of  operation C.  289 

Traction  power  plant  equipment 47 

Traffic  agencies,  outside 54 

associations * ! 56 

directors,  pay  and  expenses 53 

expenses,  "  Other  " 60 

managers,  assistants,  pay  and  expenses 53 

clerks  of,  pay  and  expenses 53 

office  expenses 53 

offices,  rental  of 53,  54,  58 

officials,  office  expenses 53 

and  their  clerks,  pay  and  expenses 53 

solicitors 53,  54 

superintendence 53 

Train  auditors,  pay  of 88 

baggagemen,  pay  of 88 

•callers,  at  stations,  pay  of 63 

connections,  reimbursement  to  passenger  as  result  of  misinformation  concerning. 

98,  C.  ets 

crews,  work  train  service Accounts  served. 

dispatchers  and  copying  operators,  pay  and  expenses 62 

office  expenses  (except  .stationery  and  printing) 62 

guards  in  revenue  train  service,  pay  of 88 

inspectors,  traveling,  pay  and  expenses 61 

Trainmaster,  assistants  and  clerks  of,  pay  and  expenses 61 

office  expenses " 61 

Trainmen  attending  investigations 61,  C.  445 

calling 67 

deadheading,  in  connection  with  non-revenue  service,  pay  of Accounts  served. 

with  revenue  service,  pay  of 88 

in  non-revenue  service,  pay  of Accounts  served. 

held  in  readiness  for  snowplow  service,  pay  of .  .  .  ." 7 

in  revenue  train  service,  pay  of 88 

testing  sight  and  hearing  of,  apparatus  for 89 

pay  of  examiner 61 

tin  boxes  for 89 

on  work  trains 74,  83,  C.  468 

in  work-train  service.  Accounts  served,  through  O.  A.  Work-train  service  (clearing 

account). 

Trainmen's  bunk  rooms,  expenses  and  attendants 89 

lanterns,  oil  and  wicking  (revenue  service) 89 
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Trainmen's  lanterns,  pay  of  employees  exclusively  engaged  in  tending 89 

revenue  service 89 

work  train  service Accounts  served. 

rooms  and  buildings,  repairs  and  renewals 16 

supply  hfmses,  repairs  and  renewals 16 

-uniforms  and  badges 89 

Train,  mileage,  classification  of  mileage  of  circus  cars  moved  in  freight  train C.  £4^ 

passenger  revenue  being  divided C.  221 

of  regular  trains  hauling  bad-order  cars  to  shops C.  642* 

handling  special  coach C.  646 

hauling  fire  engine  and  apparatus  without  charge C.  64^ 

miles,  freight  carried  in  combination  passenger-baggage  car C.  4^^ 

over  another  company's  tracks C.  502 

order  signals  or  other  boards 13 

porters  (revenue  service)  pay  of 88 

revenue  from  private  car  handled  at  flat  rate  in  addition  to  fares C.  644 

from  special  theatrical  train C.  631 

service  furnished  for  other  roads,  basis  of  payments  for C  408 

service,  non-revenue,  pay  of  crews  and  all  other  expenses  of,  transporting  M.  of  E. 

shop   employees O.    A.    "  Shop   Expenses." 

pay  of  engine  and  train  crews,  expenses  and  supplies Accounts  served. 

service,  passenger,  through,  one  carrier  paying  all  expenses  and  billing  oth-^r  carrier 

for  its  proportion C.   284,  286.  363 

signal  lamps 89 

oil  and  wicking  for 89 

pay  of  employees  exclusively  engaged  in  tending 89 

supplies  and  expenses  (non-revenue  service) Account  served. 

revenue  service 89 

service  of  officials.     See  "  Officials  cars  of." 

work  train  service.  .Accounts  served,  through  O.  A.  "Work  Train  Suspenses." 

tool  boxes  (revenue  ser  .'ice) 89 

(work  train) .  .  .  Account  benefited  through  O.  A,  "  Work  Train  Suspenses." 

statistics  of  train  operated  on  another  carrier's  line C.  677 

Trains,  chartered,  or  under  guaranty,  treatment  of  revenue.  .C.  85,  87,  90,  221,  222,  227 

circus,  special  or  chartered  revenue  from C.  223,  224 

detouring  account  of  interruptions  of  line 89 

dispatching 62 

electric,  motormen  of,  pay  of 79 

piloting 79 

purchased  power  for 87 

expense  of  operating  over  connecting  line C.  639 

non-revenue  service,  supplies  and  expenses  of. 

Accounts  served  through  O.  A.  "  Work  Train  Suspenses." 

snowbound,  or  otherwise  delayed,  feed  for  livestock  on 89 

expense  of  caring  for  passengers  and  crews 89 

special,  for  carrying  soldiers,  commissary,  etc.,  revenue  from C.  325 

provisions  and  supplies  and  wages  cost  for  (including  running  and  roundhouse 

expense);  when  in  use  of  employees  named  in  account  107 107 

in  use  of  general  officials  named  in  account  106 106 

running  expenses  for  crews,  supplies  and  provisions  of  officials  named  in 

account  106 106 

of  employees  named  in  account  107 107 

of  all  officials  and  employees  except  those  named  in  accounts  106,  107.  . .  .Charged 
to  office  or  class  of  work  performed  by  official  or  employee  served. 

through  service,  proportion  .of  expense C.  363 

wrecked,  clearing 93 

transferring  passengers'  baggage  and  mail  or  reloading  freight  account  of 93 

Tram  rails,  when  fastened  to  standard  T-rails  on  highways II 

Transfer  agent  (stocks),  pay  of 106 
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Transfer  bridges,  machinery  for  (when  not  "  Outside  Operations") 17 

repairs  and  renewals  (when  not  "  Outside  Operations  ") 17 

crew,  through  freight  from  yard  to  destination  on    main  line,  classification  of 

services  of C.  64i 

of  grain  en  route,  cost  of  elevating C.  472 

houses,  repairs  and  renewals 16 

of  mail  between  station  and  post  office,  compensation  for 63,  66,  C.  6M8 

of  passenger  and  baggage  between  depots,  explanation  of  text C.  320 

car  at  junction  by  terminal  company,  payment  for C.  64^ 

switching  service,  pay  of  engineers  and  firemen  engaged  in 71 

pay  of  yard  conductors  and  brakemen  engaged  in 68 

tables  at  enginehouses,  signal  lights  on  and  power  for  operating 73,  81 

including  tracks  thereon,  repairs  and  renewals 16 

track  superstructure  on 16 

Transferring  cars,  account  of  improper  loading 63,  C.  131 

freight,  passengers,  express,  baggage  and  mail  at  wrecks 9i 

between  cars  and  ship  side,  expense  of C.  617 

grain  en  route,  payments  to  other  than  employees  for 63 

mail  at  stations  by  employees 63 

payments  to  other  than  employees 66 

passengers,  express  matter,  baggage,  mail,  freight  on  account  of  defective  tracks, 

bridges  or  tunnels S9 

Transformer?  for  electric  traction  power  plants 47 

electric  traction  power  transmission 15 

Transitmen,  M.  of  W.  &  S.,  pay  and  expenses I 

Transits 1 

Transportation,  general  superintendent  of,  pay  of 61 

manager  of,  pay  of 61 

officials,  pay  and  expenses 61 

clerks  of,  pay  and  expenses 61 

office  expenses 61 

superintendent  of,  pay  of 61 

Traveling  accountants,  pay  and  expenses 107 

agents  on  or  off  the  line  of  road  (soliciting  traffic),  pay  and  expenses 54 

auditors,  pay  and  expenses 1 07 

expenses  of  general  officers  named  in  account  106 106 

of  general  office  employees  named  in  account  107 107 

of  officials  and  employees  (except  those  nameil  in  accounts  106,   107)   are 
chargeable  to  the  office  or  shop  expense  of  the  official  or  employee  concerned. 

of  station  employees 66,  C.  206 

freight  agents,  fast  freight  lines,  expenses 57,  C.  SS8 

locomotive  engineer,  pay  of 61 

firemen,  pay  of 61 

train  and  station  inspectors,  pay  of 61 

Traverse  tables 1 

Treasurer  and  assistants,  pay  and  expenses 106 

clerks  of,  pay  and  expenses 107 

local,  pay  and  expenses 106 

clerks  of,  pay  anrl  expenses 107 

office  expense 108 

office  expenses 1 08 

Treasurers  of  branch  lines,  pay  of 106 

Trees  for  shop  and  station  grounds 16 

to  protect  track  from  snow,  planting  and  care  of ; 13 

Trestles,  altering  and  bracing  during  filling 9 

filling,  labor  and  material 6 

guard  rails  for 9 

insurance  recovered  on 9 

other  than  right  of  way 16 
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Trestles,  repairs  and  renewals  of 

temporary,  coat  of,  when  used  for  making  fills  during  construction C.  606 

watchmen  at 9 

Triangles I,  24 

Tripods I,  24 

Tripoli  for  M.  of  E.  (when  unassignable) O.  A.  "  Shop  Expenses." 

Trolley  poles  for  electrically  driven  cars 37 

wires  for  electric  traction 15 

Trolleys  for  electrically  driven  cars 37 

Troughs,  water 16 

Trunkmen  and  helpers  at  stations,  pay  of 63 

Truck  packers,  pay  and  supplies 72,  81 

Trucks  for  enginehouses 72,  81 

hand,  roadway  and  track  work,  and  oil  waste  and  supplies  for 18 

for  M,  of  E.  (when  unassignable) O.  A.  "  Shop  Expenses." 

for  offices Office  Expense  account  served. 

for  stations 66 

for  storehouses O.  A.  "  Storehouse  Expenses." 

timber,  for  M.  of  W.  &  S 18 

Trunks,  carried  as  baggage,  repairs  of 100 

Trusts,  equipment,  installment  payment  under C.  364 

equipment,  payments  under,  how  shown  on  general  balance  sheet C.  6^2 

Tubes,  boiler,  compounds  for  scale  formation 74,  83 

Tugs,  barges  and  floats,  operations  of,  repairing  and  renewing  docks,  wharves,  piers 

and  other  landings  (not  **  Outside  Operations  ") 17 

Tunnel  cautions 11 

defects,  use  of  other  companies'  tracks  on  account  of 89 

watchmen,  pay  and  supplies 8 

Tunnels 8 

electric  light  for 8 

false  work  for  repairs  of : 8 

lighting  fixtures  and  supplies 8 

repainting  and  whitewashing 8 

repairs  of,  labor  and  material  (not  including  repairs  to  roadway  or  tracks) 8 

special  tools  used  in  repairing 8 

tracks  in Track  superstructure  and  labor  accounts  served. 

Turntable  engines,  repairs  and  renewals 16 

operators,  pay  and  supplies 72,  81 

pits,  repairs  and  renewals 16 

use  of,  where  the  services  of  engine-house  employees  are  involved 81,  C.  621 

Turntables  at  enginehouses,  oil  for  lubricating 72,  81 

at  enginehouses,  signal  lights  on  and  power  for  operating 72,  81 

including  tracks  thereon,  repairs  and  renewals 16 

removing  snow  and  ice  from , 72,  81 

track  superstructure  on 16 

Twine  (other  than  for  stationery  purposes)  at  stations 66 

(stationery) Stationery   and   Printing   accounts   served. 

used  in  repair  work,  M.  of  E.  shops  (when  unassignable) O.  A.  '*  Shop  Exp^enses." 

Type,  rubber Stationery  and  Printing  accounts  served. 

Typewriter  stands  for  offices Office  Expense  account  served. 

stands  or  stations 66 

Typewriters  and  ribbons Stationery  and  Printing  account  served. 

Twenty-eight-hour  stock-law,  penalties  for  violation  of 98,  C.  623 
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u. 

Unclaimed  penalty  collcotions,  redeemable  portions  of  mileage  tickets  and  credentials, 

how  credited C.  261 

or  damaged  baggaKe,  sale  of,  amount  recovered IN 

freight,  sale  of,  amount  recovered •• 

and  damaged  freight,  rent  of  building  for  storage  of 99,  C.  9S8 

wages,  disposition  of C.  4^7 

how  shown  on  general  balance  sheet  form C.  54i 

Undercharges,  uneoll(>ctible,  in  agents'  accounts C.  276 

Undercrosaing  rights,  release  of 10 

Undergrade  crossings,  drainage  and  excavations 10 

roadways  of  (except  subways  not  public  highways) 10 

Undertakers*  fees  and  expenses 19,  48,  103 

Uncollectible  freight  charges,  disposal  of C.  688,  689,  608,  614 

undercharges. and  other  items  in  agents'  accounts C.  276 

Uniforms  and  trimmings  for  office  attendants Office  Expense  account  served. 

for  station  employees M 

for  trainmen 89 

for  watchmen  M.  of  E.  (when  unassignable) O.  A.  "  Shop  Expenses." 

Unloaders,  rail 18 

Unloading  and  loading  commercial  freight,  payments  to  individuals  or  other  companies    41 
freight  at  stations,  payments  for 41 

livestock  at  stations  and  stock  pens,  pay  of  employees 41 

Upholstered  seats  and  chairs  of  passenger  cars Jl 

Ushers  in  general  offices,  pay  of 187 

station,  pay  of 41 

Union  station,  joint  operation  of C.  492 

participation  in  deficit  from  operation  of C.  829 
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V. 

Valve  oil  for  locomotives 75,  84 

Valves  for  electric  traction  power  plants 47 

Varnish  brushes  for  M.  of  E.  shop  (when  unassignable) O.  A.  "  Shop  Expenses." 

for  M.  of  W.  &  S 18 

Varnishing  buildings 13,  16 

furniture Account  to  which  furniture  is  chargeable. 

Vaults,  M.  of  E.,  cost  of  cleaning  (when  unassignable) O.  A.  "  Shop  Expenses." 

station,  cleaning 66 

Vehicles,  horses  and  keep,  for  general  office  use 108 

M.  of  E.  shops  (when  unassignable) O.  A.  **  Shop  Expenses." 

for  station  use 66 

(other  than  way-billed  freight)  payments  for  damages  to 101 

Velocipede  cars,  for  use  of  station  agents  in  tending  switch  lights,  for  use  of  roadway 

department 66,  C.  608 

Velocipedes  for  M.  of  W.  AS 18 

speeders,  etc.,  purchased  during  construction,  how  disposed  of  on  completion  of 

work C.  BOO 

Ventilating  systems  for  refrigerator  cars 34 

for  tunnels v 8 

Ventilator  and  lamp  sticks  for  cars 89 

Vericheck  boxes  for  stations 66 

Verniers 1,  24 

Vessels,  detention  at  drawbridges,  payments  for 101 

Viaducts,  overhead  (except  overhead  footbridges  not  public  highways),  repairs  and 

renewals 10 

Vials,  spirit-level,  for  M.  of  E.  (when  unassignable) O.  A.  "  Shop  Expenses.'' 

Vice-presidents,  pay  of 1,  24,  53,  61 ,  106,  109 

assistants  to,  pay  and  expenses 1,  24,  53,  61,  106,  109 

clerks  of,  pay  and  expenses 1,  24,  53,  61,  106,  109 

office  expenses 1,  24,  53,  61,  106,  109 

Vines  for  station  grounds 16 

Violations  of  law,  penalties  for 98,  C.  6X8 
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w. 

WftgeB  of  crew  and  use  of  8witch  engine,  picking  up  lumber  lost  from  freight  train  <rf 

another  carrier,  charges  and  credits C.  ■  282 

of  employees  attending  accident  investigations §|,  C.  445 

collecting  salvage C.  460 

at  crossings fO,  C.  204 

delivering  equipment  to  borrowing  carrier C.  SMg 

of  engineers  and  firemen  how  divided  between  services C.  188,  189,   190 

of  flagmen  at  crossings,  part  of  a  joint  facility C.  493 

free  rent  in  lieu  of  an  increase  in C.  488 

of  hostlers  and  helpers,  how  divided  between  services C.  203 

of  motormen,  operating  gasoline  motor  car 80,  C.  73 

of  rock  watchmen •,  C.  443 

of  suspended  switchmen 96,  C.  401 

tables Stationery  and  Printing  account  served. 

of  trackmen  unloading  coal  for  station  use M»  C.  447 

of  train  crew  handling  tank  cars  for  locomotive  water  supply 74,  83,  C.  458 

unclaimed,  disposition  of C.  467 

unclaimed,  how  shown  on  general  balance  sheet  form C.  641 

Wagons  for  general  office  service 108 

M.  of  E.  shops  (when  unassignable) O.  A.  "Shop  Ezjienaet.'* 

stations M 

Waiting  rooms,  heating  and  lighting M 

repairs  of 16 

Walkers,  track t 

Wall  brushes  for  M.  of  E.  (when  unassignable) O.  A.  "  Shop  Ezjienaet.** 

Walls  and  embankments  to  protect  buildings  and  grounds  against  floods,  ete It 

within  limits  of  shops  and  station  grounds 16 

Warehousemen,  station,  pay  of 43 

Warehouses,  repairs  and  renewals 16 

Warning  cautions  for  bridges  and  tunnels 11 

signals  for  grade  crossings II 

Wash  basins  for  highway  crossing  men 91 

for  interlocking  and  signal  towers 70,  90 

for  M.  of  E.  (when  unassignable) O.  A.  *'  Shop  Elzpenaes." 

for  offices Office  Expense  accounts  served. 

for  stations 00 

Wash  bowls  (when  part  of  structure) 10 

for  stations 00 

Wash  rooms,  repairs  of 10 

Washers,  track 3,  S,  10 

Washing  bedding,  etc.,  for  cars  of  officials I,  24,  53,  01,  100,  107,  109 

trainmen's  bunk  rooms 89 

boilers,  hose  and  water  for 73,  81 

labor  and  supplies 73,  81 

cars,  labor  and  supplies 89 

towels  for  offices Office  Expense  aooonnts  Mrved. 

stations 00 
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Washouts  and  freshets,  keeping  tracks  clear,  repairing  subgrade  of  tracks,  wages  and 

board  of  workmen 6 

land  for  replacing  roadbed,  cost  of C.  460 

or  overflows  resulting  from  construction  of  new  track C.  314,  317 

protecting  buildings  and  grounds  from,  by  walls  and  embankments 16 

repairs  to  bridges,  trestles  and  culverts  on  account  of 9 

replacing  rails,  ties  and  ballast  and  repairing  other  damage  so  caused,  labor  and 

material 6 

restoring  grades  on  road  not  properly  completed C.  4^8 

temporary  use  of  tracks  of  other  companies  on  account  of 89 

Washatands  not  permanently  fixed  to  buildings.     See  Furniture. 

permanently  fixed  to  buildings 16 

Waste  for  bridge,  trestle  and  culvert  watchmen 9 

for  cars  in  non-revenue  service Accounts  served. 

revenue  service 89 

for  cleaning  traibmen's  lanterns 89 

for  drawbridge  operation 92 

for  electric  traction  power  and  substation  plants 86 

for  enginehouses 72,  81 

for  hand  cars  and  hand  trucks  in  roadway  work 18 

for  highway  crossing  watchmen 91 

for  locomotive  fuel  stations 73,  82 

water  stations 74,  83 

for  locomotives  in  non-revenue  service Accounts  served. 

in  revenue  service 75,  76,  84,  85 

for  M.  of  E.  shops  (when  unassignable) O.  A.  "  Shop  Exp^enses." 

for  signal  and  interlocking  plants 70,  90 

for  stations 66 

for  work  trains  and  locomotives Accounts  served. 

for  yard  use 70 

Waste-paper  baskets Stationery  and  Printing  accounts  served. 

Watchhouses  at  ballast  pits,  repairs  and  supplies 2 

bridge  (other  than  drawbridges)  heat,  light  and  supplies  for 9 

drawbridges,  heat,  light  and  supplies  for 92 

highway  crossings,  heat  light  and  supplies  for 91 

M.  of  E.  shops,  heat,  light  and  supplies  for  (when  unassignable). 

O.  A.  ••  Shop  Expenses." 

repairs  and  renewals 16 

Watching  and  patrolling  tracks 6 

Watchmen  at  bad  points  in  tracks,  slides  and  dangerous  places,  pay  and  supplies.  ...        6 

ballast  pits,  pay  and  supplies 2 

bridge,  trestle  and  culvert,  pay  and  supplies 9 

drawbridge,  pay  and  supplies 92 

engihehouse,  pay  and  supplies 72,  81 

fuel  station,  pay  and  supplies 73,  82 

in  general  offices,  pay  of 107 

supplies  for 108 

clocks,  dials  for Stationery  and  Printing  accounts  served. 

general  office  buildings .' 108 

M.  of  E.  (when  unassignable) O.  A.  "  Shop  Expenses." 

station 66 

at  crossings,  part  of  a  joint  facility C.  369 

highway  crossing,  pay  and  supplies 91 

locomotive,  pay  and  supplies 72,  81 

M.  of  E.,  call  boxes  for  (when  unassignable) O.  A.  "  Shop  Expenses." 

shops,  pay  and  supplies  (when  unassignable) O.  A.  **  Shop  Expenses." 

uniforms  for  (when  unassignable) O.  A.  **  Shop  Expenses." 

rock,  wages  of 6,  C.  443 

at  snowsheds,  pay  and  supplies 12 
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Watchmen  at  station,  pay  of 43 

supplies  for M 

track,  pay  and  supplies 6 

tunnel,  pay  and  supplies S 

at  wrecks,  pay  and  supplies M 

yard  service,  pay  of 67 

supplies  for 7t 

Water  barrels  on  hridKcs    9 

for  M.  of  W,  AS 18 

for  stations M 

Water  buckets  for  cars  in  revenue  service 89 

enginchouscs 72,  81 

M.  of  K.  shops  (when    unassignable) O.  A.  **  Sh(^>  EzpenaeB." 

M.  of  W.  &  S 18 

Water  cans  for  cars  in  revenue  service 89 

for  M.  of  W.  &  S 18 

stations M 

carriers  in  revenue  train  service,  pay  of 88 

for  cars 89 

cars,  repairs  of 43 

siphons  for 74,  81 

(used  as  commercial  cars)  repairs  of 34 

for  cinder  pits  and  for  washing  out  boilers 72,  81 

for  cleaning  cars,  including  cost  of  heating 89 

in  non-revenue  service Aecounts  Berved. 

closets,  repairs  and  renewals 16 

connections  for  electric  traction  power  plants : . .     47 

(temporary)  between  water  cars  and  tenders 74,  83 

coolers  for  cars 89 

enginehouscs 72,  81 

highway  crossingmen 91 

interlocking  and  signal  towers 79,  99 

ioconioti vcH 76,  8i 

offices Office  Expense  accounts  served. 

stations .■ M 

when  part  of  a  structure 16 

damages  by  overflow  of C.  314,  317 

for  drawbridge  operation 92 

for  electric  traction  power  and  substation  plants 86 

for  enginehouscs 72,  81 

for  fuel  stations 73,  82 

for  furnished  connecting  line C.  74 

for  heating  station 66 

for  highway  crossing  men 91 

for  interlocking  and  signal  plants 70, 99 

kegH  for  M.  of  W.  «fe  S 18 

for  livestock  at  stations 66 

for  locomotives  in  revenue  service 74,  83 

for  locomotives  in  non-revenue  service Accounts  served. 

payments  for  analysis  of 74,  83 

payments  by  other  carriers C.  194 

temporary  connections  between  water  cars  and  locomotives s . . .  .74,  81 

of  work-trains. 

Chargeable  to  accounts  served,  through  O.  A.   "  Work-train  Suspenses.*' 

holders  for  offices Stationery  and  Printinc  aoooont  serred. 

mains  and  fire  plugs 16 

meters  for  buildings 18,  16 

electric  traction  power  plants 47 

shoi)  i)ower  plants 46 
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Water  for  offices A  supply  expense  chargeable  to  the  office  where  used. 

pails  for  cars  in  revenue  service S9 

enginehouses 72,  81 

interlpcking  and  signal  plants 70,  90 

locomotives 76,  85 

M.  of  E.  shops  (when  unassignable) O.  A.  "  Shop  Expenses." 

M.  of  W.  &  S 18 

stations 66 

pipes  for  supplying  water  to  buildings 13,  16 

water  and  hose  for  sprinkling  grade  crossings 11 

plant  equipment  for  electric  traction  power 47 

shop  power 46 

privileges  for  locomotive  water  supply 74,  83 

purifying  plants  for  locomotive  water-supply,  cost  of  operating 74,  83 

for  road  locomotives 83 

rights  for  locomotive  water  supply 74,  83 

rights,  permanent 16 

service,  salary  of  superintendent  of 74,  83,  C.  201 

for  shops,  shop  offices  and  other  M.  of  E.  places  where  mechanical  work  is  done 

(when   unassignable) O,  A.  **  Shop  Expenses." 

station  signs .*. 11 

for  stations 66 

stations,  locomotive,  labor  and  supplies  operating 74,  83 

analysis  of  water C.  620 

for  temporary  use  during  construction C.  501 

repairs  and  renewals 16 

for  storehouses O.  A.  *'  Storehouse  Expenses." 

supplied  to  section  houses C.  459 

to  tenants  in  rented  buildings C.  S26 

supply  for  buildings,  stationary'  fixtures  for 13,  16 

dams,  ponds,  reservoirs  and  wells  for 16 

drilling,  testing  and  prospecting  for 13,  M 

for  locomotives,  payments  for  rights 74,  83 

handling  tank  cars  by  special  trains C.  458 

cost  of  handling  tank  cars  by  special  trains  for 74,  83,  C.  458 

prospecting  for,  when  chargeable  to  expenses 16 

from  a  standpipe  between  two  tracks,  cost  of,  how  apportioned .  .  .  .  C.  357,  358 

stations,  when  a  joint  facility C.  278 

trains,  wages  of  crew 74,  83,  C.  458 

tanks,  breaking  ice  in  and  thawing  out 74,  83 

for  buildings,  repairs  and  renewals 13,  16 

for  passenger  cars 31 

trough  signs II 

troughs,  framing  cross  ties  for M 

repairs  and  renewals 16 

for  yard  locomotives 74 

and  road  locomotives,  division  between  services C.  253 

Watering  cars  in  non-revenue  service Accounts  served. 

cars,  pay  of  employees,  and  cost  of  water  and  tools  for 89 

livestock  at  stations,  stock  pens,  pay  of  employees 63 

water  and  tools  for 66 

Wax,  sealing Stationery  and  Printing  accounts  served. 

Way  bills 97 

corrections  on,  overcharges  and  undercharges C.  276 

Way  trains,  extra  expense  caused  by  switching C.  72 

Wearing  apparel  carried  as  baggage,  damage  to 100 

on  persons  in  accident 19,  48,  103 

not  in  accident,  damage  to 100 

Weed-burner  cars,  repairs  of 43 
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Weed-burners,  cost  of  operating t 

spuds  for  M.  of  W.  A  S 18 

Weeds  and  grass,  burning t 

removing  from  track  and  ballast 6 

Weighers  and  clerks  at  locomotive  fuel  stations,  pay  of 73,  S3 

produce  exchange,  at  terminals,  extra  pay  of M,  C.   100 

Weighing  and  Car  Service  Associations,  payment  to  railway  clearing  houses  f<Mr  ear 

distribution M,  C.  301 

of  cars  for  another  company,  revenue  from C.  SS4 

cars  at  stations,  pay  of  employees #3 

fuel,  scales  for It 

and  inspection  bureaus,  expenses  of M 

(light)  freight  cars,  expenses  of J4 

mail  at  stations,  pay  of  employees #3 

and  recording  attachments,  automatic,  for  scales  at  stations,  rent  of M 

Weighmasters  at  stations 43 

Weight  of  rail,  increase  in Charge  "  Additions  and  Betterments.'* 

W^eights  for  movable  scales To  accounts  to  which  such  scales  are  eharsed. 

paper Stationery  and  Printinc  aeoounts  served. 

for  stationery  scales  of  all  kinds .^ 14 

Well,  artesian,  analysis  to  test  water C.  6M0 

Wells,  sinking  for  ballast  test 3 

for  water  supply 14 

Wharves  and  docks.     See  also  Docks  and  Wharves. 

of  tidelands  for  building C.  48i 

Wharfinger  license,  cost  of C.  360 

Wharf,  transferring  freight  between  cars  and  shipside  at C.  517 

switching  service  at,  hire  of  engine  and  crew C.  416 

Wheelbarrows  at  coaling  stations 73,  83 

enginehouaes 7!3,  81 

for  M.  of  E.  shops  (when  unassignable) O.  A.  '*  Bhop  Bxpeaaes.*' 

•     for  M.  of  W.  &  S 18 

for  stations 44 

for  water  stations 74,  83 

Whetstones  for  M.  of  K.  (when  unassignable) O.  A.  **  Shop  Ezjieiises.** 

for  M.  of  W.  &  S IS 

Whisk  brooms  for  cleaning  cars 80 

interlocking  and  signal  towers 

offices Office  expense  aeoounts 

stations ^ 44 

Whistle  signs II 

White  lead  for  M.  of  E.  (when  unassignable) O.  A.  **  Shop  Expenses.'* 

M.  of  W.  &  S Repair  aeoounts  senred. 

Whitewash  brushes  for  M.  of  K.  (when  unassignable) O.  A.  **  Shop  Eiq>enses." 

M.  of  W.  &  S 18 

Whit  cwashing  buildings 14 

tunnels 8 

Wioking A  supply  expense  chargeable  to  the  office,  shop,  force  or  train  where  used. 

Widening  roadbed,  cuts,  fills,  enbankments 4 

Windmills 14 

Window  brushes  and  cloths  for  cleaning  cars  in  revenue  service 80 

for  stations 44 

shades  for  interlocking  and  signal  towers 70,  98 

M.  of  E.  shops  (when  unassignable) .O.  A.  '*  Shop  E] 


•t 


offi(-(> Office  expense  of  oflioe  served. 

stations 44 

Wing  fences,  repairs  and  renewals  of || 

Wiping  locomotives,  labor  and  supplies  for 73,  81 

Wire  stretchers  for  fences || 
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Wire  stretchers  for  telegraph  and  telephone  lines 14 

Wire  for  telegraph  and  telephone  lines 14 

Wires,  span,  guard,  feed,  and  overhead  trolley,  for  electric  traction 15 

Wiring  for  electrically  propelled  cars 37 

electric  light,  for  buildings  (when  company  property) 13,  16 

electric  traction  power  plants 47 

passenger  cars 31 

rented  offices Office  expense  account  of  office  served. 

Witness  fees 1 09 

in  damage  suit  connected  with  attempted  burning  of  shop 21,  C.  616 

in  connection  with  claims  for  injury  and  damage C.  310 

Witnesses  in  injury  cases,  pay  and  expenses  of  employees  and  others  serving  as,  in  case 

of  M.  of  W.  &  S 19 

in  case  of  M.  of  E 48 

in  case  of  transportation 103 

m  lawsuits  in  loss  and  damage  cases,  pay  and  expenses  of  employees  and  others 

serving  as,  in  case  of  lost  freight 99 

in  case  of  lost  baggage 100 

in  case  of  damage  to  property 101 

in  case  of  damage  to  stock  on  right  of  way 102 

Wood  for  locomotives  (including  freight  and  cost  of  handling) 73,  82 

racks 16 

used  as  fuel.     See  Fuel. 

Work  cars,  altering  for  commercial  service 43 

in  commercial  service,  repairs  to ." 34,  C.  47,  482 

condemned,  cutting  up 43 

salvage  from "  Equipment  Replacement  Suspense." 

damaged,  insurance  recovered,  if  car  can  be  repaired 43 

if  damaged  beyond  repair "  Equipment  Replacement  Suspense." 

fitting  with  devices  for  special  M.  of  W.  work 43 

of  foreign  lines  damaged  in  carriers'  work  service,  repairs  of 43 

damaged  when  in  transit  under  waybill 99 

having  trackage  rights,  damages  to 101 

furniture  and  fixtures  for 43 

inspection  of 43 

lubrication  of Accounts  served. 

mileage,  arbitrary  allowance  when  held  between  working  limits C.  6^3 

ofd  material  released  by  repairs 43 

painting  and  lettering 43 

refitting  for  commercial  use 43 

repairs  of 43 

supervision  of 43 

sale  of *'  Equipment  Replacement  Suspense." 

Work  equipment,  depreciation 45 

renewals 44 

repairs 43 

what  tools  and  implements  specified C.  600 

Work  locomotives  condemned,  cost  of  cutting  up 25 

condemned,  salvage  from .  .  ."  Equipment  Replacement  Suspense." 

damaged,  insurance  recovered  when  repairable 25 

destroyed,  insurance  recovered ' "  Equipment  Replacement  Suspense." 

old  materials  released  by  repairs 25 

sale  of "  Equipment  Replacement  Suspense." 

train,  delivering  ballast,  how  classified C.   104 

equipment  defined C.  318 

service Chargeable  to  the  account  served  by  the  work  train. 

repairs  of  locomotives  and  commercial  cars  in  maintenance  of  way  service. C.  413 

trains,  oil  for  lubrication  of C.  246 

Wrapping  paper Stationery  and  Printing  accounts  served. 
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Wreck,  damaging  bridge,  necessitating  temporary  pile  structure 9,  C.  450 

clearing,  payments  to  another  carrier  for  use  of  wreck  train C.  348 

loss  due  to  destruction  of  cars  in C.  618,  699 

in  joint  yards,  tenant  company  being  responsible C.  864 

passenger  train,  expenses  of  detective  agency  in  connection  with 61,  C.  831 

Wrecking  cars,  repairs  of 4i 

cars,  tools  for f| 

derrick,  steam,  repairs  of Al 

depreciation,  repairs  and  renewals  of C.  330 

frogs  for  cars 89 

locomotives 7i,  81 

station  equipment 44 

on  wrecking  cars '. fl 

for  yard  equipment  (not  on  locomotives) 7t 

trains,  expenses  of,  at  washouts 4,  f 

and  wrecking  tools,  expenses  of,  in  clearing  wrecks  or  repiaeiiis  wrecked  equip* 

ment  upon  the  track fl 

Wrecks  and  accidents,  loss  or  damage  to  personal  effects,  jewelry,  etc.,  of  paoaencen 

in 100,   108,  C.  989 

livestock  delayed  on  account  of,  feed  for Ot 

payments  to  other  companies  for  use  of  engines,  derricks,  other  eqiupment  and 

crews  in  clearing fl 

provisions  or  board  fur  men,  clearing  up  or  watching fl 

passenger  and  train  crews,  delayed  by Of 

repairing  and  renewing  equipment  damaged  or  destroyed  in. 

M.  of  E.  Expense  aooount  aetted. 
restoring  roadbed  and  tracks  to  original  condition  after. 

M.  of  W.  ft  S.  Ezpenae  aeeount  aerrad. 

temporary  f  rack.s  around,  labor  building  and  removing fl 

temporary  uhc  of  tracks  of  other  companies,  due  to Of 

tranBf erring  freight,  passenger,  express,  baggage  and  mail  at fl 

work  train  service  clearing fl 

r(>storing  roadbed  and  tracks  to  original  condition .  M.  of  W.  ft  S.  aooount  benefited. 

Wrenches  for  cars Of 

locomotives 74,  M 

stations 44 

track  and  monkey,  for  M.  of  W.  ft  8 18 

Wringers  for  copying  presses. 

Stationery  and  Printing  account  of  department  or  office 


Y. 

"  Y,"   use  of  in   turning  locomotives,   where  service  does  not  require  engine  house 

employees 89,  C  621 

Yard  brakemen  (not  at  shops)  pay  of 68 

supplies  for 70 

callers 67 

expenses  of,  and  supplies  for 70 

car  cleaning,  cost  of  cleaning 6,  C.  41 

conductors  and  brakemen 68 

supplies  for 70 

(other  than  shop  yard) 68 

driveways  and  alleys  for  receiving  and  delivering  freight,  repairs  of 16 

employees,  switch  keys  for 70 

enginehouse  expenses 72 

enginemen 71 

(other  than  shop  yards)  pay  of 71 

supplies  for 76 

foremen,  general,  pay  of .  • 67 

foremen  (other  than  shop  yard)  pay  of 68 

heating  cars  at 89 

joint  facility  accounts,  general  administration 1 15.  1 16 

maintenance  (equipment) 51 ,  52 

(other  than  equipment) 22,  23 

operation 77,  78 

joint,  operation  of C.   161 

jointly  operated,  damage  to  cars  in C.  366 

limit  signs 11 

locomotives,  expenses  and  mileage  of,  between  shop  and  point  of  service C.  639 

fuel  for  (including  freight  charges  and  cost  of  handling) 73 

lubricants  for 75 

other  supplies  for 76 

water  for 74 

master,  general,  pay  of 67 

masters,  assistants  and  their  clerks,  expenses  and  supplies  for 70 

pay  of 67 

medical  and  surgical  supplies  (emergency  first  aid  equipment) 70 

mileage C.  382 

offices,  heat,  light  and  supplies 70 

telephone  service 70 

passenger  and  freight,  lighting 70 

removing  dirt  from 6 

rents  paid,  in  addition  to  maintenance C.  289 

platforms,  repairs  and  renewals 16 

policemen,  watchmen  and  detectives,  pay  of 67 

supplies  for 70 

service,  distinction  from  road  service C.  192 

division  of  expense  of  switching  service C.  189,  190,  191 

transferring  through  freight  from  yard  to  point  on  main  line C.  641 

557 
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Yard  shop  M.  of  E.  expenses,  supplies  (when  unassignable) O.  A.  *'  Shop  EbcpeiiMS." 

removing  snow  and  ice  (when  unassignable) O.  A.  **  Shop  BzpeiiMS." 

switching  service  (when  unassignable) O.  A.  **  Shop  Bxpenaes.** 

supplies  and  expenses 7i 

switch  chains  and  ropes 71 

switchmen  (other  than  shop  yard)  pay  of iB 

switch  and  signal  service,  pay  of  stationary  engineers  and  firemen   opeimting 

air  compressors  for if 

and  signal  tenders if 

switches  and  signals,  lubricants  for 7i 

terminal  defined C.  377 

towers,  heat,  liKht  and  supplies  for 7i 

labor  operating if 

Y.  M.  C.  A.  contributions  to,  including  pay  of  superintendents  and  secretaries  (when 

not  for  shops  exclusively) 8f 

rooms,  repairs li 


